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Introduction 


Research in Education is prepared monthly by the Educational Resources Information Center (ERIC) to make possi- 
ble the early identification and acquisition of reports of interest to the educational community. ERIC is a nationwide 
information network for acquiring, selecting, abstracting, indexing, storing, retrieving, and disseminating the most 
significant and timely educational research reports. It consists of a coordinating staff in Washington, D.C. and 19 
clearinghouses located at universities or with professional organizations across the country. These clearinghouses, each 
responsible for a particular educational area, are an integral part of the ERIC system. The clearinghouses are listed on 
the inside back cover. 


All the documents cited in the Document Résumé Section of the journal, except as noted, are available from the 
ERIC Document Reproduction Service. Availability and prices of document collections are to be found on the How 


To Order ERIC Document Reproductions page. 





DOCUMENT SECTION 





ERIC Accession Number—identifica- 


tion number sequentially assigned to 
documents as they are processed. eee 
ED 013 371 64 


SAMPLE ENTRY 


Legislative Authority Code for iden- 

tifying the legislation which supported 

pod research activity (when applica- 
e). * 


AA 000 223 ———__ Pearinghouse accession number. 





Author(s). 


Title. 


Norberg, Kenneth D. 


Sponsoring Agency—agency respon- 


Iconic Signs and Symbols in Audiovisual sible for initiating, funding, and 





Organization where document origin- 
ated. 


Communication, an Analytical Survey of 
Selected Writings and Research Findings, 


Final Report. 
Report Number and/or Bureau Num- 


Sacramento State Coll., Calif. ber—assigned by originator. 
Spons Agency—USOE Bur. of Research 
Report No.—NDEA-VIIB-449 


—— Pub Date—15 Apr 66 


managing the research project. 





Date published. 


Contract or Grant Number—contract 
numbers have OEC prefixes; grant 
numbers have OEG prefixes. 


Alternate source for obtaining docu- 
ments. 


Contract—OEC-4-16-023 


Note—129 p. speech given before the 22nd 
National Conference on Higher Educa- 


tion, Chicago, Ill., 7 Mar 66. 
Available from—Indiana University Press, 


th and Morton St., Bloomington, In- 


diana 47401 ($2.95) 
EDRS Price MF-$0.75 HC-$5.24 


Descriptors—*Bibliographies, *Communica- Descriptive Note. 


EDRS Price—price through ERIC 
Document Reproduction Service. 
“MF” means microfiche; “HC” 
means hard copy. When listed “not 
available from EDRS” other sources 


are cited above. Union School District. 


The field of analogic, or iconic, signs was 


tion (thought transfer), *Perception, *Pic- 

torial Stimuli, *Symbolic Language, In- : ; : 
structional Technology, Visual Stimuli. 7 pesrpars—sbje terms — which 

Identifiers—Stanford Binet Test, Wechsler 


Intelligence Scale; Lisp 1.5; Cupertino 


characterize substantive contents. 
Only the major terms, preceded by 
an asterisk, are printed in the sub- 
ject index. 


explored to (1) develop an annotated bibli- 


ography and (2) prepare an analysis of the 
subject area. The scope of the study was 
limited to only those components of mes- 


Identifiers — additional identifying 
terms not found in the Thesaurus 
of ERIC Descriptors. 


sages, instructional materials, and com- 

municative stimuli that can be described —_____ : 

properly as iconic. The author based the Informative Abstract. 
study on a definition of an iconic sign as 

one that looks like the thing it represents. 

The bibliography was intended to be repre- 

sentative and reasonably comprehensive 

and to give emphasis to current research. 

The analysis explored the nature of iconic 

signs as reflected in the literature and re- 


search. 


*The key to these codes is as follows: 


Code Description 


08 Adult and Vocational Education, Public Law 
88-210 

16 Captioned Films for the Deaf, Public Law 
85-905 

24 Cooperative Research, Public Law 89-10, 
Title IV 
Disadvantaged Students Program, Public Law 
89-10, Title I 
Handicapped Children and Youth, Public Law 
88-164 
Language Development, Public Law 85-864, 
Title VI 


(AL) Abstractor's initials. 


Description 


Library Research and Development, Public 
Law 89-320, Title II, Part B 

New Educational Media, Public Law 85-864, 
Title VII, Part A 

New Education Media, Public Law 85-864, 
Title VII, Part B 

Research in Foreign Countries, Public Law 
83-480 

State Educational Agencies Experimental Ac- 
tivities, Public Law 89-10, Title V. Section 505 
Supplementary Centers and Services, Public 
Law 88-10, Title III 

Other Office of Education Programs 
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Document Résumés 










The résumés in this section are arranged in numerical order by ED number, and alphabetically by clearinghouse prefix 


initials and acquisition number. 
Each clearinghouse focuses on a specific field of education. However, the reader who is interested in a broad subject 
such as Reading may find pertinent résumés in allied clearinghouse entries. It is therefore important to consult the 


subject index for a more comprehensive search. 








Clearinghouses and their prefixes follow in the order they and their entries appear in this section: 




















AA—Leasco Systems and Research..............+0++ LI—Library and Information Sciences................ 
A Rt BOUCURIOB i. 6. oo oie. nic sic coe bebe ccc emeres 7-12 PS—Early Childhood Education....................4. 
CG—Counseling and Personnel Services............. 12-22 RC—Rural Education and Small Schools............. 74-82 
EA—Educational Management.....................- 22-30 FEB IR oe oo soos Se a cee oh ace don cu ecbeane 82-87 
EC—Exceptional Children. ..............eeeeeeeees 30-35 SE—Science and Mathematics Education............. 87-96 
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JC—Junior Colleges........ rien op ce epee te 58-61 UP Bilondvantnged : «is eck tieed ces ice cee ek .. 140-146 
VT—Vocational and Technical Education............. 
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ED 050 298 AA 000 694 
Educational Development and Research Catalog. 
Conference for Educational Development , 
Denver, Colo. Information Office. 
Pub Date Mar 71 
Note—397p. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—*Catalogs, *Educational Research, 
*Program Descriptions, *Regional Laborato- 
ries, *Research and Development Centers 
Identifiers—ESEA, Title IV, Vocational Educa- 
tion Act 
This catalog contains fact sheets for federally 
funded research and development projects that 
are being carried out by 22 of the 23 organiza- 
tions that co-sponsor the Information Office of 
the Conference for Educational Development and 
Research. Nine of the reporting organizations are 
university-based research and development cen- 
ters, and 13 are regional educational laboratories. 
The fact sheet contains an abstract of the project, 
the name of the principal investigator, the target 
audience, the completion date of the project, a 
Statement as to purpose and outcome, and a 
development time-line. The projects are 
referenced and cross-referenced under 18 
selected categories: Organization and Administra- 
tion, System Approaches, Curriculum - Instruc- 
tion, Individualized Instruction, Evaluation - Test- 
ing, Early Childhood, Reading, Bilingual Educa- 
tion, Disadvantaged, Urban Education, Rural - 
Isolated, Counseling - Guidance, Vocational Edu- 
cation, Adult Education, Higher Education, In- 
fluence Groups, Interpersonal Relations, and 
Teacher Education. An updated revision of the 
catalog will be issued in September. (DB) 


ED 050 299 24 AA 000 695 

Searcy, Ellen Ouhl 

Federal Early Childhood Programs: A Description 
and Analysis of Research, Child Care, State 
Grant and Teacher Training Programs Pertain- 
ing to Young Children. Interim Report. 

Central Midwestern Regional Educational Lab., 
St. Ann, Mo 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. Division of Educational 
Laboratories. 

Report No—Doc-04152-N-CA-R-26 

Bureau No—BR-6-2875 

Pub Date Dec 70 

Note—255p. 

EDRS Price MF-$0.65 HC-$9.87 








Descriptors—Child Care, *Child Development, 
*Early Childhood Education, *Educational 
Research, *Federal Programs, Learning 
Processes, *Research Projects, Teacher Educa- 
tion 

Identifiers—National Program Early Childhood 
Education, NPECE 
The main objectives of this report about the 

Federal effort in early learning research are to 

assist the National Program on Early Childhood 

Education (NPECE) in planning its research and 

development program, to identify predicted “- 

popular” areas of research for the future, and to 
identify possible NPECE funding sources. The re- 
port contains a variety of information about edu- 
cational programs of the Office of Child Develop- 
ment, the U.S. Office of Education, the National 

Institute of Mental Health, the National Institute 

of Child Health and Human Development, the 

Office of Economic Opportunity, and the child 

care programs of the Appalachian Regional Com- 

mission and the Social and Rehabilitation Service. 

The report is comprised of four sections: Section 

I defines the area “early learning”; Section II 

identifies the bureaus, divisions or branches 

within agencies that are involved in early learning 
research, and describes the general educational 

research activities of these groups; Section Ill 

discusses a set of “fact sheets,” one for each pro- 

gram that is focused on early childhood research, 
as well as for relevant miscellaneous programs; 
and Section IV contains a listing of project titles 
and money funded for FY 70, with tentative con- 
clusions regarding research trends and needs. 
(Author/DB) 


ED 050 300 AA 000 696 

Adams, Raymond S§._ And Others 

Linguistics and the Training of Teachers of the 
Disadvantaged: A Final Report - Part I. 

Missouri Univ., Columbia. Coll. of Education. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Educational Per- 
sonnel en 

Pub Date 6 

Grant OEG-0.9-3547 19-1712-725 

Note—265p. 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—*Disadvantaged Groups, *Educa- 
tional Programs, *Linguistics, *Teacher Educa- 
tion, *Trainees 

Identifiers—Training Teacher Trainers Project, 
University of Missouri 
The potential relevance of linguistics in the 

development of a teacher training program is in- 

vestigated. The investigation is comprised of: (1) 

the deliberations of the Linguistics consortium; 

(2) a condensed version of the material ab- 









stracted in a literature search; (3) a conceptual 
mapping of the field, with listings of relevant 
facts; and (4) a summation. The consortium 
focuses on, “What linguistic knowledge and in- 
sight the teachers of underprivileged children 
should know, think, feel and understand.” The 
abstracts appear in the following format: author, 
bibliographical data, a descriptive statement of 
the item’s nature, data-supported points or points 
known to be data supportable, data-free asser- 
tions, authors’ recommendations, and comments 
when applicable. Information derived from the 
abstracts is presented under the following catego- 
ries: Sub-cultural Patterns, Dialects and Usage, 
Non-standard Negro English, Indians, Spanish- 
Americans, Intellectual Development and Per- 
formance, Bilingualism, Language and Language 
Arts, Reading, Linguistic Methods, Project Head 
Start, and Pre-school Language Projects. It is 
concluded that teachers should be trained in an 
“acceptant” approach to language in teaching. 
pos related documents, see ED 050 301-306. 
(CK) 


ED 050 301 AA 000 697 
Adams, Raymond S. And Others 
Sociology and the Training of Teachers of the Dis- 
advantaged: A Final Report - Part II. 
Missouri Univ., Columbia. Coll. of Education. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Educational Per- 
sonnel Development. 
Pub Date 70 
Grant—OEG-0-9-3547 19-1712-725 
Note—38 Ip. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—American Indians, *Disadvantaged 
Groups, *Educational Programs, Minority 
Groups, Negroes, *Social Problems, *Sociolo- 
gy, *Teacher Education 
Identifiers—Training Teacher Trainers Project, 
University of Missouri 
The potential relevance of sociology in the 
development of a teacher training program is ex- 
amined. Investigation of the sociology area is ef- 
fected through: (1) the deliberations of a Sociolo- 
gy consortium; (2) a condensed version of 
material abstracted in a literature search; (3) a 
conceptual mapping of the field accompanied by 
a brief listing of relevant facts; and (4) a summa- 
tion that outlines the broad basis on which the 
teacher training program will be based. The first 
step in developing a program is to establish a ra- 
tional basis for program planning, which should 
be followed by the drawing up of behavioral ob- 
jectives. These would specify what experiences 
the trainees had to have, and what behavioral 
outcomes would be required. What the sociologi- 





6 Document Resumes 


cal perspective points up is the essential and es- 
sentially systemic nature of social interaction. For 
related documents, see ED 050 300 and ED 050 
302-306. (CK) 


po 050 302 AA 000 698 
icra engined S. And Others 
Psychology and the Training of Teachers of the 
Disadvantaged: A Final Report - Part III. 
Missouri Univ., Columbia. Coll. of Education. 
|—Office of Education oe 


70 
Grant—OEG-0-9-354719-1712-725 
Note— 187p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Abstracts, Behavioral Objectives, 
*Disadvantaged Youth, *Psychology, *Student 
Teacher Relationship, *Teacher Education 
Identifiers—Training Teacher Trainers Project, 
University of Missouri 
The potential relevance of psychology in the 
development of a program for training teachers 
of the disadvantaged is the focus of this report. 
Strategy employed to examine the psychology 
area consisted of: (1) a consortium, made up of 
five leaders in the field and a moderator; (2) an 
extensive search of contemporary literature, with 
abstracts of relevant items, and organization of 
the abstracts as to statements of empirically sup- 
portable facts, statements not empirically sup- 
ported, recommendations, and needed comments. 
This report presents: (1) the deliberations of the 
Psychology consortium; (2) a condensed version 
of the material abstracted in the literature search; 
(3) a conceptual mapping of the field, accom- 
panied by brief listings of relevant facts; and (4) 
a final summation. The abstracted information 
appears under the headings of: The Disad- 
vantaged Family; The Disadvantaged Environ- 
ment and Cognition; The Disadvantaged Environ- 
ment and Language; Self-Concept; Expectations; 
Attitudes; Teachers; and s. The summa- 
tion discusses the Nature of Psychology and A 
Psychology of Disadvantage. In broad terms, it is 
concluded that psychological insight and un- 
derstanding will help the teacher to understand 
disadvan children. For related documents, 
see ED 050 300-301 and ED 050 303-306. (DB) 


ED 050 303 AA 000 699 
Adams, Raymond §._ And Others 
Community Development and the Training of 
Teachers of the Disadvantaged: A Final Report 
- Part IV. 
Missouri Univ., Columbia. Coll. of Education. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Educational Per- 
sonnel Development. 
Pub Date 70 
Grant—OEG-0-9-354719-1712-725 
Note—204p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Community Development, *Educa- 
tional Programs, *Teacher Education, *Urban 
Areas 
Identifiers—Training Teacher Trainers Project, 
University of Missouri 
The potential relevance of community develop- 
ment in the development of a teacher training 
program is discussed. The discussion is comprised 
of: (1) the deliberations of a Community 
Development consortium; (2) a condensed ver- 
sion of the material abstracted in a literature 
search; (3) a conceptual mapping of the field, 
with brief listings of relevant facts; and (4) a final 
summation. The format of the abstracts is as fol- 
lows: author, bibliographical data, a descriptive 
statement as to the nature of the item, any data- 
supported points or points known to be data sup- 
portable, assertions made by the sources, authors’ 
recommendations, and comments when applica- 
ble. The information contained in the abstracts is 
then categorized and presented under the follow- 
ing headings: The Breakdown of the Community 
in Large Urban Areas; Problems of Identity; Dif- 
ficulties in Cross-Cultural Communication; 
Holistic Approach; Identity Change; and Improv- 
ing the Teacher's Cross-Cultural Knowledge and 
Skills. Following a discussion of how knowledge 
of community development is relevant to teachers 
of disadvantaged youth, it is concluded that com- 
munity development’s practices may provide edu- 
cators with new insights, as well as new solutions 
to problems. For related documents, see ED 050 
300-302 and ED 050 304-306. (CK) 


vantaged Youth, Models, 
“Teacher Education, Teacher Role 


mapping 
companied by brief listings of relevant facts; and 
(4) a final summation. The information contained 
in the abstracts is grouped according to content 
under the following headings: The Family Unit; 
Negativism Toward the Poor; Impact on Poverty; 
Behavioral Characteristics of the Bega Inferred 
Psychological Characteristics the Poor; 
Characteristics of Thought Priests and Verbal 
Skills of the Poor; The Disadvantaged Negro and 
Other Minority Groups; Education and the Disad- 
vantaged; and Reccmeniadetions for Education 
of the Disadvantaged. The summation discusses 
education-social work similarities and differences, 
an extrapolation from — work to education, 
teacher expectations, and the teacher in the or- 
ganization. For related documents, see ED 050 
300-303 and ED 050 305-306. (CK) 


ED 050 305 AA 000 701 
Gies, Frederick John Leonard, B. Charles 


Missouri Univ., Columbia. Coll. of Education. 
Spons Agency—Office of Education (DHEW), 
i , D.C. Bureau of Educational Per- 


71 

Grant—OEG-0-9-3547 19-1712-725 
Note—164p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Abstracts, *Bibliographic Cita- 

tions, Consortia, *Disadvantaged Youth, Edu- 

cational Research, *Teacher Education, 

*Teacher Educators ° 
Identifiers—Training Teacher Trainers Project, 

University of Missouri 

A program to improve the education of disad- 
vantaged youth through better training of teacher 
trainers and teachers is being initiated at the 
University of Missouri (Columbia). The program 
consists of four operations: (1) Research and 
Development, (2) Activation, (3) Dissemination, 
and (4) Application and Evaluation. Not only is 
the training of a broad spectrum of personnel in- 
volved but also the production of a comprehen- 
sive training system complete with software. An 
edited transcript of an Educational Practitioners 
Consortium, held as part of the training program, 
is presented. A yr ne ag wd and abstracts of 
selected literature in the field of education are 
given. Information, observation, and recommen- 
dations are given of the following major beliefs o1 
ideas derived from the abstracts: Teacher Train- 
ing and Inservice Education; Philosophy and 
Goals of Education; School Classroom Climate 
and Organization; School Policies and Adminis- 
tration; Characteristics of the Disadvantaged 
Child; Compensatory Education; and Methods 
and Content of Instruction. For related docu- 
ments, see ED 050 300-304 and ED 050 306. 
(DB) 


ED 050 306 
Gies, Frederick John 
Educational 


Theory 
ing of berg of the Disadvantaged: A Final 
Missouri Univ., AS Coll. of Education. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Educational Per- 
sonnel Development. 
Pub Date 71 
Grant—OEG-0-9-3547 19-1712-725 


Note—1! 
EDRS Price MF-$0.65 HC-$6.58 
* Abstracts. 


Identifiers—Training. Teacher Trainers Project, 
University of Missouri 
As part of a program to develop and imple- 
ment a program for teachers and teacher 
trainers of the unde 


sortium. An edited version of the educators’ re- 
marks and observations is presented. A bibliog. 
raphy and abstracts of literature in the field of 


Motivation; Achievement; Aspiration; Studies of 
the Students; Compensatory Education; we 
eee and Teacher Training Programs; and 

iscellaneous. For related documents, see ED 
050 300-305. (DB) 


050 307 AA 000 703 
—s Edith H., Ed. 
Resources for Decisions. 


Day Care: 
Office of Economic Opportunity, Washington, 
D.C. Office of Planning, Research, and Evalua- 


tion. 
Pub Date Jun 71 
Note—494p. 
EDRS Price MF-$0.65 HC-$16.45 
Descriptors—*Behavior Change, *Child Develop- 
ment, *Cognitive Processes, Community In- 
volvement, *Day Care Services, Family Life, 
*Federal Aid, Federal , Interaction 
Process Analysis, Parent Participation, Person- 
nel Data, Program Evaluation 
The question of federal day care programs on a 
mass scale oriented toward influencing family life 
is discussed, and a number of issues concerning 
the behavioral and social effects of such a system 
are raised. This document is divided into six 
parts. Part I discusses the following: day care 
settings--social, cultural, and anthropological con- 
siderations. This part examines day care programs 
in Denmark, Czechoslovakia, and Israel. It ex- 
presses the need for diversity in American day 
care programs and concludes with a historical 
background of day care in America up to the 
present. Part II presents an overview of child 
development and day care programs, examines 
the social and emotional development of young 
children, cognitive and language development in 
day care programs, principles of behavior acquisi- 
tion and modification, the roles of motivation in 
learning, and behavior technology applied to day 
care. Part Ill covers adult-child interaction and 
personalized day care, parent involvement in 
early education, and parent training programs 
and community involvement in day care. Part IV 
discussed program supports and explores such 
areas as health support in day care, the relation 
of malnutrition to early development, and social 
work and supplementary services. Part V covers 
staff training and delivery systems, and Part VI 
concludes with an evaluation of present day care 
centers. (CK) 


ED 050 308 

Epstein, Marion G. And Others 

Selection of Products for Focused Dissemination. 

Educational Testing Service, Princeton, N.J. 

Spons Agency—National Center for Educational 
genet (DHEW/OE), Washington, 


Report No—PR-71-8 

Bureau No—BR-0-0366 

Pub Date Jun 71 

Contract—OEC-0-70-3797(519) 

Note—140p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—* Data Collection, *Information Dis- 
semination, ‘*Instructional Materials, *Stan- 


dards 
Identifiers— * Educational Testing Service, ETS 

This task was part of an effort directed to the 
dissemination and installation of new products. In 
addition to assembling comprehensive informa- 
tion about these products, the mission was to 
evolve a set of criteria for use in selecting from 
among them those to be recommended for Na- 
tional Center for Educational Communication 
(NCEC) “focused” dissemination attention, to 
execute a two-step selection procedure, to identi- 
fy products for extended review and analysis and 








ee ht ee a oe a. 





to recommend products upon which NCEC might 
focus its dissemination and installation efforts. A 
nationally representative appraisal panel was con- 
vened and met three times over two months to 
execute this mission. Principal staff support was 
vided by Educational Testing a. (ETS). 
lemen support was suppli yy con- 
“ae snd aft from the Educational Products 
Information Exchange (EPIE). ETS staff assem- 
bled information principally from developers and 
also from other conventional sources on all the 
products in the pool. Criteria were formulated by 
the panel and on the basis of these criteria, 20 
out of 51 products were selected for further stu- 
dy. A review was made of each products’s 
development, and in most cases visits were made 
to the sites where the developments had oc- 
curred. On the basis of further study, nine of the 
products were recommended for dissemination. 
For related document, see ED 050 309. 


(Author/CK) 


ED 050 309 AA 000 705 
Products Entered into the Pool for the Dissemina- 
tion Program of NCEC. 


Educational Testing Service, Princeton, N.J. 
Spons Agency—National Center for Educational 
Communication (DHEW/OE), Washington, 


D.C. 
Bureau No—BR-0-0366 
Pub Date Jun 71 
Contract—OEC-0-70-3797(519) 
Note—11 1p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Cost Effectiveness, *Information 

Dissemination, *Instructional Materials, *Pro- 

gram Evaluation 
Identifiers— *Pool for Evaluation 

A brief, non-technical set of descriptions of 
products making up the 1971 Pool for Evaluation 
from which selections were made for focused dis- 
semination is presented. The descriptions cover: 
(1) what the product is, what it does, who it 
serves, (2) what the reported findings are regard- 
ing effectiveness, benefits, and limitations, (3) 
what the costs of installation and maintenance 
are, including teacher preparation and non-dollar 
“costs,” (4) what administrative considerations 
need to be taken into account in the course of 
utilization, (5) what dissemination efforts are 
known to have been undertaken by the 
developer, or in the planning stage, (6) what ob- 
stacles to implementation might be foreseen and 
what dissemination strategies might be ap- 
propriate. The product descriptions are organized 
into three groupings as follows: (1) nine products 
recommended for focused dissemination, (2) 11 
remaining products among the 20 initially 
selected for further study, (3) 31 remaining 
products among the 51 entered into the 1971 
product pool. The nine products recommended 
for focused dissemination are: effective question- 
ing--elementary level, parent/child toy lending 
library, multi unit elementary school, cooperative 
urban teacher education, the teaching of science, 
match box, individualizing instruction in math, 
reinforced readiness requisites program, and com- 
munications skills. For related document see ED 
050 308. (CK) 


AC 


ED 050 310 AC 008 664 
The Role of the Institute of Adult Studies in the 
Development of Kenya. Development Plan 1970- 
73. 
University Coll., Nairobi (Kenya). 
Pub Date Feb 70 
Note—48p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Education, *Developing Na- 
tions, Educational Facilities, Educational 
Finance, *Institutes (Training Programs) 
Identifiers— Kenya 
The activities of the Institute of Adult Studies 
in the Development of Kenya are reviewed. 
Specific areas discussed are: (1) the university 
and adult education, (2) institute pricrities, (3) 
adult education training unit, (4) extra-mural 
division, (5) adult studies centre, (6) correspon- 
dence course unit, (7) facilities of the institute, 
(8) projected enrollment of students, (9) or- 
ganisational chart and staff requirements, and 
(10) financial needs. Recommendations are given 
and appendices included. (CK) 








ED 050 311 AC 010 188 


REALISTIC. 
Human Resources Research Organization, Alex- 
andria, Va. 
Spons Agency—Department of Defense, 
Washington, D.C. 
Report No—TR-7-1 
Pub Date Feb 71 
Note—87p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Individual Characteristics, *Intel- 
ligence Level, *Personnel Evaluation, *Task 
Performance, *Tests 
Identifiers— United States Army 
A series of studies were conducted to deter- 
mine how Army personnel in Mental Category IV 
and in other mental categories compare in their 
job performance and in their overall suitability 
for military service. Information is provided con- 
cerning the demands for reading, arithmetic, and 
listening skills in four major military occupational 
specialties. The performance of approximately 
1,800 men with Army experience ranging up to 
20 years was measured by intensive job sample 
tests, job knowledge tests, and supervisor ratings. 
Information about background, personal charac- 
teristics, and military experiences was obtained 
through bi ical questionnaires, a battery of 
published and experimental tests, and Army 
records. The major findings and conclusions are 
given in this summary report, which will be fol- 
lowed by several detailed reports on various 
research phases. (Author) 
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Vineberg, Robert Taylor, Elaine N. 
eee in Four Jobs: The Role of Mental 


and Experience. 
Human Resources Research Organization, Alex- 
andria, Va. 
Report No—Prof-P-31-70 
Pub Date Dec 70 
Note—19p.; Paper presented at American 
Psychological Association Convention (Miami 
Beach, Florida, September 1970) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Complexity Level, *Performance 
Tests, *Test Construction 
This paper is based on data from Work Unit 
UTILITY research on job performance of men at 
different ability levels. The paper deals with data 
testing performance in four jobs: Armor 
Crewman, Vehicle Repairman, Supply Specialist, 
and Cook, of various Armed Forces Qualification 
Test (AFQT) levels over specified periods of 
time. (Author) 
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Weingarten, Kenneth And Others 

The Development of a Low-Cost Performance- 
Oriented Training Model. 

Human R R 
andria, Va. 

Report No—Prof-P-32-70 

Pub Date Dec 70 

Note—13p.; Paper presented at American 
Psychological Association Convention (Miami 
Beach, Florida, September 1970) 

EDRS Price MF-$0,65 HC-$3.29 

Descriptors—*Peer Teaching, *Teacher Role, 
*Training Techniques 
This paper describes a training model featuring 

peer instruction in a functional job-simulated 

context, as well as the objectives and practical 

constraints that led to its development. (Author) 
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h Organization, Alex- 





Human Resources Research Organization, Alex- 
andria, Va. 
Report No—Prof-P-33-70 
Pub Date Dec 70 
Note—9p.; Paper presented at American 
Psychological Association Convention (Miami 
Beach, Florida, tember 1970) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Individual Differences, *Literacy, 
Models, *Training Techniques 
Identifiers—Project 100,000 
This paper was part of a symposium in which 
research on Project 100,000 was summarized. 
The report presents information on three major 
HumRRO projects concerned with training and 
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Baker, Robert A 
Job Requirements for Principal Staff Per- 
sonnel: Brigade, and 


command and staff positions at general and unit 
levels. The results of this undertaking were lists 
of job requirements that form a realistic state- 
ment of combat duties and responsibilities for 
each staff position. (Author/CK) 
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Albinson, Folke Kassam, Yusuf 
Training of Adult Educators in Tanzania. 
African Adult Education Association, Lusaka 
(Zambia). 
Pub Date Apr 71 
Note—22p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
Univ. of Dar es Salaam, Tanzania, April 19-24, 
1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Adult Education, *Developing Na- 
tions, *Educational Programs, *Teacher Educa- 
tion, *Training Techniques 
Identifiers— Tanzania 
The Institute of Adult Education (IAE) of the 
University of Dar es Salaam has, as its first priori- 
ty, to provide extensive, as well as intensive, 
training to teachers and administrators of adult 
education. The training programs are divided into 
three categories: the Diploma Course, covering 
five compulsory subjects; training courses con- 
ducted in cooperation with other institutions; and 
teaching assistance in seminars. Principles that 
form characteristic features of the training activi- 
ties are: (1) adult education as an instrument for 
tural development; (2) cooperation as an attitude 
of mind; (3) making use of participant's ex- 
perience, and (4) bridging the gap between 
theory and practice. Plans for the future include 
improvements in the diploma program, evaluation 
procedures, examination system, political educa- 
tion, field assignments, women students, in-ser- 
vice training, and long-term planning. (DB) 
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Folson, B. D. G. 

An Experiment in Civic Education in Ghana. 

African Adult Education Association, Lusaka 
(Zambia). 

Pub Date Apr 71 

Note—47p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
Univ. of Dar es Salaam, Tanzania, April 19-24, 
1971) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Adult Education, *Citizen Role, 
*Developing Nations, *Political Socialization, 
*Public Affairs Education 

Identifiers—Ghana 
The Centre for Civic Education has as its chief 

objective educating the populace of Ghana in so- 

cial, economic, and political subjects. To effect 

this, the country is divided into ° regions, made 

up of 51 districts, with 2 organizers per region. A 

board of Trustees acts as the Centre’s governing 

body. The work of the Centre is organized into 
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programs. Three programs have been completed: 
(1) the moral and social of democracy, 
(2) constitutional proposals made by the Con- 
stitutional Commission with particular emphasis 
on human rights, and (3) problems of local 
government. All programs are directed to both 
the literate and the illiterate, the urban and the 
rural citizen, the young and the old. Teaching 
techniques used are lectures, discussion groups, 
debates, symposia, puppet shows, and plays. Au- 
diovisual aids are used extensively, with the 
material presented in both English and the major 
vernaculars. The Centre aims to become 
completely self-supporting in the near future. 
(Page 20 will reproduce poorly in ‘hard copy 
because of poor legibility.) (DB) 
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African Adult Education Association, Lusaka 
(Zambia). 
Pub Date Apr 71 
Note—20p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
Univ. of Dar es Salaam, Tanzania, April 19-24, 
1971; Also presented at National Seminar of 
the Adult Education Association of Zambia on 
Adult Education and Development (Ist, Univ. 
of Zambia, Lusaka, Au; 9-11, 1969) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Education, *Developing Na- 
tions, *Political Attitudes, *Social Change 
Identifiers— Zambia 
Continuing education of adults plays a vital 
role in national development and in promoting 
political and social change. Ways in which adult 
education affects political change include: in- 
creasing the literacy of adults so that they can 
become responsible citizens; unifying multilin- 
gual, multiracial societies through the teaching of 
English; improving the adults’ ability to par- 
ticipate fully in industry and commerce; teaching 
the advantages of cooperation among indepen- 
dent countries; encouraging participation in inter- 
national programs for peace; and encouraging the 
development of leadership qualities. The in- 
fluences of adult education on social change in- 
clude: improvement in living and health stan- 
dards; creative use of leisure time; family budget- 
ing instruction; procedures in family planning; 
and opportunities for young dropouts to receive 
further education, and thus reduce their frustra- 
tion and hostility. In Zambia, there are many 
agencies that are participating ‘in the field of 
adult education, and notable progress has been 
made. (DB) 
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Dubell, F. 
National Member Education Campaign. 
African Adult Education Association, Lusaka 
(Zambia). 
Pub Date Apr 71 
Note—42p.; Report presented at Conference of 
the African Adult Education Association (3rd, 
Univ. of Dar es Salaam, Tanzania, April 19-24, 
1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Education, *Cooperative 
Education, *Educational Programs, *National 
Programs 
Identifiers— Tanzania 
A pilot test of the National Campaign in Co- 
operative Member Education was carried out in 
Tanzania in 1970. The test objectives were to: 
(1) evaluate the effectiveness of the Campaign 
administrative organization, and (2) learn how to 
organize such a campaign. Held during Adult 
Education Year, the Campaign covered three 
subjects: Produce Marketing, Ujamaa Villages 
(Socialist Villages), and Membership in Co- 
operative Societies. Media employed were one- 
day courses, radio programs, articles in a 
newspaper, and illustrated materials. Results of 
the test showed that the administrative organiza- 
tion can be improved upon, and that one-day 
courses are the most suitable means for dis- 
——e information to large numbers of peo- 
(DB) 
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Tugbiyele, E. A. 
Out-of-School Education for Rural Development in 


Africa. 

African Adult Education Association, Lusaka 
(Zambia). 

Pub Date Apr 71 


Note—14p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
ree of Dar es Salaam, Tanzania, April 19-24, 
1971) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Developing Nations, Economic 
Development, *Educational Needs, *Educa- 
tional Quality, Financial Support, *Rural 
Development, Rural Education, Urban Educa- 
tion 
Education is a necessary investment in the 

modern state since it is the key to overall na- 
tional development. Its two parts consist of for- 
mal and out-of-school education. The first in- 
cludes the regular classroom--primary, secondary, 
technical, and university education. The second 
consists of nonformal education and training. 
Economic development is the increasing per 
capita, the volume quality, and of 
economic goods and services at diminishing or 
constant real costs. It also includes political and 
social progress. A sound philosophy of education 
is necessary for an effective educational system. 
Education must meet the needs of both urban 
and rural communities. Rural development may 
be enhanced through various forms of out-of- 
school education, such as national th service 
training, correspondence education, extension, 
adult, and continuing education programs. The 
use of educational media is important. Allocation 
of educational resources may be achieved 
through an in’ ted and team approach to na- 
tional development planning. (CK) 
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Remtulla, Khatun Barrett, Hugh 
Towards Mass Education. 
African Adult Education Association, Lusaka 
(Zambia). 
Pub Date Apr 71 
Note—17p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
poy of Dar es Salaam, Tanzania, April 19-24, 
1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Education, *Cooperative 
Education, *Correspondence Courses, Instruc- 
tional Materials, *Mass Media, Teaching 
Methods 
Identifiers—Tanzania 
Instruments directed toward mass education 
and in use or soon to be in use in Tanzania are 
discussed. These include radio, radio with the ad- 
dition of written study aids, or a combination of 
these with correspondence instruction. The radio 
approach to adult education has been uncoor- 
dinated at the national level. Each organization 
with radio time has approached its listeners on 
narrowly oriented topics. Plans are in progress to 
show the need for coordinated efforts in the field 
of educational radio. The Cooperative Education 
Centre in Moshi has been using study group 
methods to aid listeners. The Centre has 
developed different methods of organizing and 
teaching cooperative education. It is the only na- 
tional institution in Tanzania which offers cor- 
respondence courses combined with radio broad- 
casts. In the future, the newly established Na- 
tional Correspondence Institution will widen the 
scope and opportunities of correspondence edu- 
cation for adults in Tanzania. The national plan 
includes provision of radio programs, study 
groups, and short residential courses. (CK) 
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African Adult Education Association, Lusaka 
(Zambia). 

Pub Date Apr 71 

Note—15p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
Univ. of Dar es Salaam, Tanzania, April 19-24, 
1971) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Adult Education, *Data Analysis, 
*Developing Nations, *Socioeconomic Status, 
*Universities 

Identifiers—Ghana, Tanzania, Uganda 
Data on the participants from university adult 

education institutions in Ghana, Uganda and Tan- 

zania are examined in order to understand how 

existing university adult education programs 

strengthen differences between the educated and 

the uneducated. Not only does the gap between 

the two groups grow larger, but the rate at which 

this gap widens is increasing. For each of the pro- 


grams studied, three types of information have 
been examined: environmental, educational, and 
occupational. The choice of Ghana, Uganda, and 
Tanzania reflects availability of data rather than 
an effort to select for geographical or political 
reasons. One assumption that is made is that 
ing the gap between the educated and the 
uneducated is desirable both in terms of social 
equality and permanent development. (CK) 


ED 050 323 AC 010 293 
Crowley, David 
Suggested Areas Wherein the School of Adult 
Learning Might Operate. 
African Adult Education Association, Lusaka 
(Zambia). 
Pub Date Apr 71 
Note—I1p.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
pent of Dar es Salaam, Tanzania, April 19-24, 
1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Education, Information Dis- 
semination, *Mass Media, *Universities, *Vo- 
cational Education 
Identifiers—Botswana, Lesotho, Swaziland 
The University Extension Department in Bot- 
swana would operate in the field of adult educa- 
tion. Adult studies would be programs of relevant 
educational courses in the evenings, on a day- 
release basis, on weekends, and, for short 
periods, residentially. Training would cover both 
the Credit Union work now being carried out in 
Lesotho and Swaziland, as well as training in 
methods of adult education; university and other 
appropriate staff would be secured to train work- 
ing people--normally in government--to be more 
effective in their jobs. These activities would usc 
face-to-face teaching methods, group-learning 
methods, and the available mass media. The 
methods would be applied to the three countries 
involved (Botswana, Lesotho, and Swaziland) as 
and when it would be useful and agreeable to do 
so. The Botswana School of Adult Learning 
(SOAL) would operate nationally in Botswana 
with and through reowege | organizations. One ser- 
vice the SOAL might offer is local radio broad- 
casts. It might disseminate information on the ex- 
istence of conferences. Permanent and temporary 
score would be employed to perform these 
nctions. (CK) 
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Adult Education and National Development. 
African Adult Education Association, Lusaka 


(Zambia). 

Pub Date Apr 71 

Note—2Ip.; Paper presented at Conference of 
the African Adult Education Association (3rd, 
Univ. of Dar es Salaam, Tanzania, April 19-24, 
1971); Also presented at Nat'l Seminar of the 
Adult Education Association of Zambia, 


Lusaka, August 1969 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Education, *Conference Re- 
ports, *Developing Nations, *Industrialization, 
*Rural Development 
Identifiers— Zambia 
One conference address and two reports on 
adult education in Zambia are presented. The ad- 
dress is entitled “Adult Education and Industri- 
alization” and the reports are “Adult Education 
and Industrialisation” and “Adult Education and 
Rural Development,” respectively. (CK) 
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Fletcher, B. A. 

Students of Outward Bound Schools in Great 
Britain. A Follow-up Study. 

Bristol Univ. (England). Inst. of Education. 

Spons Agency—Joseph Rowntree Memorial 
Trust, York (England). 

Pub Date 70 

Note—87p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Educational Research, *Outdoor 
Education, Pilot Projects, *Special Schools 

Identifiers—Outward Bound Sea School, Wales 
The Outward Bound Trust was formed in 1946 

in Wales and assumed responsibility for the only 

school of its type then existing, nameiy, the Out- 

ward Bound Sea School. The Trust has grown to 

be responsible for five boys’ schools and one 

girls’ school in the United Kingdom and for giv- 

ing help and advice to 18 schools overseas. Stock 

of what the trust is doing and of the effect on 

those who attend its courses is taken. Earlier 














researches are discussed, and pilot studies are ex- 
amined. Also, follow-up studies are analyzed. Ta- 
bles are included and conclusions listed. (CK) 
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Lowe, John, Ed. 

Adult Education and Nation Building. 

Pub Date 70 


Note—296p.; A symposium on Adult Education 
in Developing Countries 
Available from— Aldine Publishing Company, 529 
South Wabash Avenue, Chicago, Illinois (ISBN 
0 85224 073 2) 
Document Not Available from EDRS. 
Descriptors—*Adult Education, *Comparative 
Analysis, *Developing Nations, *Educational 
Objectives, *Nationalism 
Identifiers—Africa, Asia, Latin America, Ocean 
Territories 
Comparatively little is known about the sheer 
scale and diversity of the task facing adult educa- 
tors in developing countries. This book, written 
by a number of distinguished adult education spe- 
cialists with first-hand experience of the countries 
they describe, is designed to help fill the gap in 
knowledge. Detailed studies of the structure, defi- 
ciencies, and future of the system of adult educa- 
tion in a cross-section of developing countries in- 
clude examples from Asia, Africa, Latin America, 
and the Ocean Territories. There is an introduc- 
tory chapter stressing the importance of adult 
education as an instrument of national develop- 
ment and indicating common themes and distinc- 
tive innovations. The concluding chapter provides 
a comparison between Canada and a number of 
African countries. (Editor/DB) 
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Community Service and Continuing Education 
Programs Conducted by Institutions of Higher 
Education in South Carolina. Progress Report. 
South Carolina Univ., Columbia. Coll. of General 
Studies. 
Pub Date May 71 
Note— 103p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Adult Education, Community Ser- 
vice Programs, *Educational Legislation, *Edu- 
cational Programs, *Higher Education 
Identifiers—ESEA Title I, South Carolina 
The progress and problems of the South 
Carolina organization for administration of Title I 
of the Higher Education Act of 1965 are 
discussed. Points covered are state organization, 
administration, comments of the implementing 
agency, state agency recommendations, financial 
report, program summary, and U.S. Office of 
Education staff review of state operations. Six ta- 
bles are included. (CK) 
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Rancier, Gordon J. Brooke, W. Michael 

An Annotated Bibliography of Adult Basic Educa- 
tion. 

Canadian Dept. of Regional Economic Expan- 
sion, Ottawa (Ontario). 

Pub Date Aug 70 

Note—280p. 

Available from— Queen's Printer, Ottawa, Canada 
(Catalogue No. RE22-570, $3.25) 

Document Not Available from EDRS. 

Descriptors—*Adult Education, *Annotated 
Bibliographies, *Bibliographies, *Educational 


$s 
Identifiers—Canada 
A compilation of adult programs available in 
Canadian schools is given. Included are: an an- 
notated bibliography of instructional material, an 
annotated bibliography of literature, and four ap- 
pendices. (CK) 
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Second Chances for Mature Women. 

Quo Vadis School of Nursing, Etobicoke (On- 
tario). 

Spons Agency—Ontario Inst. for Studies in Edu- 
cation, Toronto. Dept. of Adult Education. 

Pub Date 3 Mar 71 

Note—S5p.; Report of a talk-in with the Quo 
Vadis School of Nursing, March 3, 1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Adult | Education, 
*Medical Education, *Nurses 

Identifiers— *Quo Vadis School of Nursing 
The Quo Vadis School of Nursing is designed 

and operated for women between the ages of 30 

and 50 years. It offers a two-year program which 


*Females, 





prepares candidates to write the registration ex- 
aminations of the College of Nurses of Ontario 
- qualify as professional registered nurses. 
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Dominion Bureau of Statistics, ‘Ottawa (Ontario). 
Education Div. 

Pub Date May 71 

Note—14 ip. 

Available from—Dominion Bureau of Statistics, 
Education Division, Student Information Sec- 
oy eps Canada (Catalogue No. 81-209, 

1.50) 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Enrollment Trends, ‘Private 
Schools, *Public Schools, *Statistical Data, 
*Vocational Education 

Identifiers—Canada 
Vocational education and training in Canada 

carried out in both the public and private sectors 

are discussed. Topics covered include: (1) 

publicly sponsored post-secondary courses, (2) 

technical, vocational and composite high schools, 

(3) publicly operated vocational schools, (4) 

publicly supported vocational training programs 

involving private business and industry, (5) ap- 
prenticeship, (6) training of vocational teachers, 

(7) private vocational schools, and (8) training 

for the nursing profession. Attendance figures at 

‘cn courses and other statistical data are shown. 
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New York State Education Dept., Albany. Bu- 
reau of Continuing Education Curriculum 
Development. 

Pub Date 71 

Note—56p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Adult Education, *Business Educa- 
tion, *Course Content, ‘*Estate Planning, 
*Guides 
An instructor’s guide for teaching adults to 

manage their estates is presented. Topics covered 

are: (1) accumulating an estate, (2) estimating 
the estate, (3) wills, (4) trusts, and (5) problems 
of business owners, employees, and professionals. 

An appendix is included. (CK) 
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An Evaluation of Adult Basic Education in the 
State of New York. 

Research & Technology Corp., Inc., Bethesda, 
Md. 

Spons Agency—New York State Education Dept. 
, Albany. Div. of Continuing Education. 

Pub Date [70] 

Note—237p. 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—* Adult Basic Education, *Continu- 
ing Education Centers, *Educational Objec- 
a on Big. se Evaluation, *Student Charac- 


identifien—New York 

Selected aspects of the Adult Basic Education 
Program of the State of New York are evaluated, 
and the program's effectiveness in providing basic 
education that is suited to the capabilities, 
problems, interests, and needs of the adult par- 
ticipants is assessed. The evaluation and assess- 
ment are presented in three parts: Part I provides 
the setting for the study; establishes the parame- 
ters; describes the research design; and highlights 
the findings, conclusions, and recommendations, 
Part II consists of a description and analysis of 
the program in terms of the students, their 
characteristics, and factors related to their suc- 
cess or achievement; and Part III provides a cur- 
rent description and analysis of the program in 
the areas of instruction and _ instructional 
technology, methods and materials, use of human 
and physical resources, program development and 
coordination, management and supervision, and 
staff development. (Author/DB) 
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Ninety-First Congress, Second Session on H.R. 
17763 


Congress of the U.S., Washington, D.C. House 
Committee on Education and Labor. 

Pub Date 71 

Note—294p.; Hearings held in Miami, Fla., July 
20, 1970; Washington, D.C., Sept. 16, 17, 24. 
1970; South Bend, Ind., Sept. 19, 1970; Elk- 
hart, Ind., Sept. 19, 1970 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 


Descriptors—*Federal Legislation, Health Ser- 
vices, *Nutrition, *Older Adults, *Social Ser- 
vices, *State Aid 
Hearings on a bill to amend the Older Amer- 

icans Act of 1965 are reported. The intent of the 
prealdhe tae, -ogredtente mache hare nage 
ment, maintenance, operation, and expansion of 
low-cost meal programs, nutrition training and 
education programs, opportunity for social con- 
tacts, and for other purposes. The text of H.R. 
17763, statements, prepared statements, letters, 
supplemental material, etc. are presented. In- 
cluded are an Organizational Manual for Meals 
on Wheels from the Baltimore, Maryland Health 
Department, and exhibits concerning food and 
nutrition problems of the elderly, solutions to 
these problems, recommendations for a national 
nutrition program, project examples of five cities, 
and profiles of the participants in AOA nutrition 
programs in 17 cities. (DB) 
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Veterans’ Advance Educational Assistance Al- 
lowance and Work-Study Program. 
Congress of the U.S., Washington, D.C. Senate 
Committee on Labor and Public Welfare. 
Report No—R-91-1231 
Pub Date 23 Sep 70 
Note—74p.; Calendar No. 1249, 91st Congress, 
2d Session 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Educational Finance, *Federal 
Aid, *Federal Legi , *Veterans Educa- 
tion, *Work Study 
Bill S. 3657 to amend chapter 34 of title 38, 
United States Code, and amendments to bill are 
reported. This bill and its amendments concern 
advance educational assistance allowance pay- 
ments to eligible veterans at the beginning of any 
school year to assist such veterans in meeting 
educational and living expenses during the first 
two months of school, and to establish a veterans’ 
work-study program through which the veteran 
could augment his educational assistance al- 
lowance. (DB) 
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Belbin, R. M. 

The Discovery Method in Training. 

Department of Employment and Productivity, 
London (England). 

Report No—Trng-Info-P-5 

Pub Date 69 

Note—S5Op.; Based on a more detailed study by 
the Organisation for Economic Co-operation 
and Development in Austria, Sweden, the U.S. 
and the U.K. 

Available from—Her Maijesty’s Stationery Office, 
49 High Holborn, London WC1, England 

Document Not Available from EDRS. 


Descriptors—*Discovery Learning, *Job Train- 

r= *Learning Processes, *Teacher Role, 

taining Techniques 

In the form of a discussion between faceless 
people, this booklet concerns discovery learning 
and its advantages. Subjects covered in the 
discussions are: Introducing the Discovery 
Method; An Experiment with British Railways; 
The OECD Research Projects in U.S.A., Austria, 
and Sweden; How the Discovery Method Differs 
from Other Methods; Discovery Parallels in Edu- 
cation; Applying the Discovery Method; How the 
Type of Training Affects What We Learn; and 
The Pros and Cons of Discovery. Four Appen- 
dixes present Comparisons between the Two 
Groups of Trainees in the British Railways’ Ex- 
periments with the Discovery Method; The Start 
of Three Micrometer Programmes; The Discovery 
Programme for Reading a Micrometer; Specimen 
Frames in the Heinemann Programmed Text 
“The Micrometer.” (DB) 
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Combs, Arthur W. And Others 

Helping Relationships; Basic Concepts for the 
Professions. 


Pub Date 71 
Note—366p. 
Available home: Allyn and Bacon, Inc., 470 At- 
lantic Avenue, Boston, Mass. 02210 
Document Not Available from EDRS. 
Descriptors—*Behavioral Counseling, *Helping 
Relationship, *Human Relations, *Perceptual 
Development, *Psychological Services 
Identifiers— Florida University 
Written for people who are entering or who are 
already engaged in some form of the helping 
professions, this book attempts to answer the fol- 
lowing questions: “What ideas about human 
behavior have ial value for understanding the 
helping relationship?” “What do these imply for 
effective practice in the helping professions?” 
Concepts discussed are: What Is a Professional 
Helper?; Two Ways of Looking at Behavior; Self- 
Concept: Product and Producer of Experience; A 
Humanistic View of Motive; The Crucial 
Character of Meaning; Learning as Meaning 
Change; The Limits of Man’s Becoming; Freedom 
and Self-Actualization; Goals and Purposes of 
Helping; Developing Understanding; Establishing 
Helping Relationships; Aiding the Search for New 
Meaning; Communication; Varied Roles of Hel- 
pers, and The Helper as Person and Citizen. 
Selected Readings, related to the topics in a 
chapter, are listed at the end of each chapter. 
(DB) 
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Pub Date Dec 70 
Note—23p.; Abstract of Ph.D. Dissertation, Univ. 
of Chicago 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adult Development, ‘*Behavior 
Change, *Extension Agents, *Models, *Profes- 
sional Personnel, Work Experience 
The purpose of this study is twofold: (1) to 
develop a model, generally applicable to all 
professions, that identifies the commonly ex- 
perienced developmental changes that occur in 
the behavior and attitudes of the male profes- 
sional worker in a number of dimensions of his 
work-life; and (2) to modify the model so that it 
is specifically applicable to one group of profes- 
sionals--county agents, adult educators in the 
Cooperative Extension Service. (Author/DB) 
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Wahlberg, James L. And Others 

Peer Ratings as Predictors of Success in Military 
Aviation. 

Human Resources Research Organization, Alex- 
andria, Va. 

Spons Agency—Office of the Chief of Research 
and Development (Army), Washington, D.C. 

Report No—Prof-P-1-71 

Pub Date Mar 71 

Note— 19p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Aviation Technology, *Peer 
Groups, ‘*Performance Tests, *Predictive 
Validity, *Rating Scales 

Identifiers— Potential Aviator Rating 
Three experimental peer rating forms were 

developed for use in research in prediction of the 

aviation training performance criterion--comple- 

tion/attrition--from the training program for Avia- 

tion Warrant Officer Candidates at the U.S. 

Army Helicopter School. This paper describes the 

construction of the ratings, the ‘‘Potential Aviator 

Rating” forms, and compares the validity of these 

forms with the Contemporary Evaluation Form 

(CEF) used by the U.S. Army Helicopter School. 

The basic comparison involved validity between 

absolute scale and ranks. The original validity 

coefficients were sufficiently high to anticipate 

that the use of peer ratings may increase predic- 

tive accuracy in a multivariate system. (Author) 
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Human Resources Research Organization, Alex- 
andria, Va. 

Spons Agency—Office of the Chief of Research 
and Development (Army), Washington, D.C. 


Report No—TR-71-5 
Pub Date Apr 71 

Note—SOp. 

EDRS Price MF-$0.65 HC-$3.29 


Identifiers— United States Army 

A series of experiments explored the feasibility 
of substituting listening for reading requirements 
in Army training and jobs, with ial reference 
to marginally literate, AFQT Mental Category IV 
men. Results of these experiments and related 
earlier research are summarized. Major findings 
indicate that high and low aptitude men may 
learn certain materials as well by listening as by 
reading; some poorer readers prefer to learn by 
listening rather than by reading. Characteristics 
of the recorded message that were found to affect 
listening comprehension include difficulty level of 
message, linguistic features of speech, and rate of 
speech. Extensive studies of the use of time-com- 
pressed and expanded recordings are described. 
(Author) 
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Human Resources Research Organization, Alex- 
andria, Va. 

Spons Agency—Office of the Chief of Research 
and Development (Army), Washington, D.C. 

Report No—TR-71-2 

Pub Date Feb 71 

Note—118p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—* Behavioral Science Research, *Hu- 
man Relations, *Interpersonal Relationship, 
Measurement Techniques, *Military Personnel, 
*Research Methodology 

Identifiers—Korea Military Advisory Group, Mili- 

Assistance 


tary 
In order to identify the human factors that af- 
fect the achievement of the Military Assistance 
Program (MAP) objectives and from them define 
personnel selection criteria, training objectives, 
and management policies, a conception of advisor 
proficiency and a method with which to study it 
were developed. Results presented in this report 
are based upon a questionnaire survey conducted 
in 1966 among U.S. Army advisor personnel as- 
si to the Korea Military Advisory Group (K- 
MAG) and their counterparts in the Republic of 
Korea Army. A rationale for conceiving of profi- 
cient advisor counterpart transactions in terms of 
their stated willingness to continue working 
together in the future is presented. Construction 
of an assessment technique to obtain estimates of 
these intentions is described, as are the results of 
tests of the validity of the concept and method. 
(Author) 
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Spons Agency—Office of the Chief of Research 
and Devel a Leet) Washington, D.C. 
Report No— 
Pub Date Mar 71 
Note—147p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Marksmanship, *Military Person- 
nel, *Teaching Techniques, *Training Objec- 
tives 
Identifiers—Rifle Firing 
Commanding officers in Vietnam and others 
have indicated that individual rifle marksmanship 
training needed attention. Furthermore, no com- 
prehensive, systematic study of Army rifle 
marksmanship has been conducted since the 
Work Unit TRAINFIRE studies conducted by 
HumRRO in 1954. Phase 1 of the MARKSMAN 
research dealt with basic rifle marksmanship. This 
report describes a series of 21 experiments ad- 
dressing both “what” should be taught and “- 
how” it should be taught. A number of conclu- 
sions were reached concerning such matters as 
the use of automatic fire, aimed fire vs. pointing 
fire, including Quick Fire, night firing techniques, 
firing positions, carry positions, aiming points, 
night sights, multiple targets, area targets, sur- 
prise targets, sight calibration, and other issues. 
FAuthor) 
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ystem, 

Human Resources Research Organization, Alex. 
andria, Va. 
Spons Agency—Office of the Chief of Research 
and Development (Army), Washington, D.C. 

Report No—PP-5-71 

Pub Date Apr 71 

Note—12p.; Paper presented at Annual Meeting 
a Psychological Association, May 


EDRS Price MF-$0.65 HC-$3.29 
*Aircraft Pilots, *Flight Training, 
*Military Personnel, *Predictive Validity 
The development of a multivariate prediction 
system aimed at having useful predictors available 
early in the training of potential Army aviators is 
Using this system, supervisors will be 
able to relate a predictor score to a probability 
table, thus enabling administrators to make early 
decisions involving further training of Army avia- 
tors. (Author/DB) 
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Poor But Not Forgotten. An Evaluative Study of 
the samen’ Food and Nutrition Education 


Program in Maryland. 
Maryland Univ., College Park. Cooperative Ex- 

tension Service. 
Report No—Monogr-! 
Pub Date 70 
Note—44p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Data Collection, *Home Health 

Aides, Interviews, *Low Income Groups, 

*Nutrition Instruction, *Program Evaluation, 

Research Methodology 
Identifiers— Maryland 

An evaluative study of the Expanded Food and 
Nutrition Education Program in Maryland was 
made. The study aimed at the assessment of the 
results of this program currently conducted by 
the University of Maryland. The object of the 
program is to influence homemakers to change 
and improve family nutritional practices. This 
study focused on the educational tasks of non- 
professional aides in effecting this change. The 
general research strategy employed was twofold. 
First, the direct service recipient, the homemaker 
(usually of low-income status), and the direct ser- 
vice provider, the aide (often of similar 
background), were made the primary sources of 
data. Secondly, this evaluation sought to measure 
change over time. Visits were made by super- 
visors to selected sites (three) for study. Three 
interviewers in each county selected were 
recruited and hired by the supervising agents. 
Using a table of random numbers, a 50% random 
sample was drawn from the population of 
homemakers being served by the program during 
December 1969. All data gathering interviews 
with homemakers took place during January 
1970. A coding system was developed, and the 
data was coded and put on punched cards for 
sorting purposes. Data obtained directly from 
homemakers indicates that the program was seen 
as helpful. The contributions of the aides are 
what has made the program successful. It is con- 
cluded that the program should be continued and 
expanded. (CK) 
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Saskatchewan NewStart, Inc., Prince Albert. 

Pub Date 14 Oct 70 

Note—19p. 

Available from—Saskatchewan NewStart, Inc., 
First Avenue and River Street East, Prince Al- 
bert, Saskatchewan, Canada (No price given) 

Document Not Available from EDRS. 

Descriptors—*Adult Education, 

Aids, ‘*Social Development, 
Techniques, *Video Tape Recordings 

Identifiers—Canada, Saskatchewan 
As a learning aid, videotape recording and 

playback have been used successfully by 

Saskatchewan NewStart for almost two years with 

200 students. The following seven functions 

which videotape replay can provide are discussed: 

(1) Information Giving, (2) Personality Develop- 

ment, (3) Learning Social Skills, (4) Learning 

Job Skills, (5) Community Development, (6) 

Evaluating Projects, and (7) Supervision. Six les- 


*Instructional 
*Teaching 





Program for 
munities in Northern Saskatchewan. 
Saskatchewan NewStart, Inc., Prince Albert. 


requirements of employment and to conduct his 
affairs. This report discusses relevant areas 


sym 
pace of learning, training of coaches, two types of 
training in communications and arithmetic, train- 
ing of coaches, developing the curriculum, 
ing the curriculum, evaluation, and main- 
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Note—318p. 
Available from—Saskatch 

First Avenue and River Street East, Prince Al- 

bert, Saskatchewan, Canada ow given) 
Document Not Available from ED 
Descriptors—*Behavior Change, *Counselor 

Role, *Group Dynamics, Individual Develop- 

ment, Interpersonal Competence, *Manuals, 

*Problem Solving, Training Techniques 

Ways of helping coaches to counsel unem- 
ployed adults in the solving of their personal 
problems are explored in this manual. Originally 
printed as two separate volumes, this reprinting 
of the study has bound the two together. Volume 
I involves a general discussion of life's problems 
and of the need to solve them. This volume con- 
tains four parts. Part 1 discusses problem-solving 
practice in a group situation and probes into the 
problem-solving practice as a whole. A self-test 
for counselors is included at the end of Part !. 
Part 2 deals with individual behaviours, both 
helpful and harmful, in the group situation. Part 3 
covers useful techniques for the coach to use in 
his counseling activities, including such activities 
as brainstorming and role playing. Part 4 
discusses personal development in the problem- 
solving groups, such as opportunities and respon- 
sibilities of the group member and the acquiring 
of problem-solving skills. Volume Il refers back 
to Volume I and contains Parts 5 through 6F. 
Part 5 covers the life skills coaching process and 
discusses the learning of life skills and the process 
of behaviour change. Part 6 examines six impor- 
tant coaching activities: motivating, planning, in- 
forming, leading di ns, counseling and 
evaluating. Seven appendices are included. (CK) 
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Identifiers— PILOT Model, Project RAND 
The results of the Rand study of pilot flows and 
the computer-opcrated decision model, called the 
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annual training 
AC 010 341-347. (Author/DB) 
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Rand Corp., Santa Monica, Calif. 
Spons Agency—Department of the Air Force, 
Cc. 


Washington, D. 
Report No—RM-6085-PR 


Advanced Programs, ‘Aircraft 
» *Cost wy an *Educational Pro- 

pre *Military Personnel 
Identifiers—* Advanced Pilot Training, APT, Pro- 

ject RAND 
An overview is presented of advanced pilot 
wane eo Oe ees 
program that constitutes the means of 
providing this training. Section I deals with the 
various phases of advanced pilot training that a 
pilot may encounter during his career; Section II 
with 


the general contents of the formal training cour- 
ses; Section V discusses the variations in course 
lengths, lead-in courses, and the pilot qualifica- 
tions required for entry; Section VI presents a 
general equation relating course length to training 
hours; and Section VII deals with the problem of 
determining the resources that contribute to the 
cost of pilot training. A bibliography and glossary 
are included. For related documents, see AC 010 
340 and AC 010 342-347. (Author/DB) 
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The Pilot Training Study: Precommissioning 
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Spons Agency—Department of the Air Force, 
Washington, D.C. 
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Note—9 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Aircraft Pilots, *Cost Effective- 
ness, *Educational i som — Costs, 
*Military Training, * Personne! 
Identifiers—Project RAND a ctl Pilot 
Training, UPT 
The cost of training, as conducted by the Air 
Force Academy, Reserve Officer Training —-. 
and Officer Training School, and leadin, 
commissioning of new Air Force o! 5° 
presented. The student flows, personnel resources 
required to support the flows, and costs of pilot 
candidates graduating from each of the three 
commissioning sources were analyzed. These 
analyses were made to develop estimating rela- 
tionships and predictive factors that may be used 


m invoived is sounded 
ee bier tb study of flow factors; (2) 
the calculation of average pe vi rates; (3) the 
identification of student load capacities; (4) the 
determination of historical costs of training at 
past student-load levels; and (5) the estimation of 
future costs of training at varying production 
levels, with costs adjusted to FY 1968 dollars and 


Note—213p. 
EDRS Price MF-$0.65 HC-$9.87 


program in flowchart form. 
ments, see AC 010 340-343 on AC 010 345- 
347. (Author/CK) 
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Note—90p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cost Effectiveness, *Educational 

Programs, *Flight Training, *Models 
identifiers— * Advanced Pilot Training, APT, Pro- 

ject RAND 

The Advanced Pilot Training Cost Model is a 
statement of relationships that may be used, given 
the necessary inputs, for estimating the resources 
required and the costs to train pilots in the Air 
Force formal flying training schools. Resources 
and costs are computed by weapon system on an 
annual basis for use in long-range planning or 
sensitivity analyses. The model may be used for 
any number of weapon systems for any number 
of years. Total operating cost, incremental invest- 
ment cost, and operating cost per graduate are 
computed. Resource requirements include per- 
sonnel, aircraft, and simulators. This document 
describes the structure of the cost estimating 
model and the problems encountered in its 
development. All of the relationships embodied in 
the model are explained and examples of its use 
for sensitivity studies are given. For related docu- 
ments see AC 010 340-344 and AC 010 346-347. 
(Author/CK) 
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Identifiers— Project RAND: *PILOT Model 

This Memorandum is a manual or guide for 
users of the PILOT computer model. Section I is 
an introductory explanation of the purposes of 
the model. Section II and III describe the data in- 
puts and program outputs. They provide a listing 
of a sample input deck and a sample printout of 
each of the six sets of output data. Section IV is a 
detailed explanation, illustrated by flowcharts, of 
the routines involved in entering the data inputs, 
computing requirements for new pilots and for 
cross-training of pilots, searching for means by 
which to fill the requirements, and computing 
commission training entrants and graduates. The 
PILOT model program was written in FORTRAN 
IV. It uses 116K bytes of core on a 360/65 com- 
puter. As indicated above, all input data is read 
from cards and the output is printed. The final 
section of the Memorandum presents a symbolic 
listing of the FORTRAN IV computer program. 
For related documents see AC 010 340-345 and 
AC 010 347. (Author) 
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Descriptors—* Aircraft Pilots, *Computer 
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*Models, Program Planning, *Resource Alloca- 
tions 

Identifiers— Project RAND, *Undergraduate Pilot 
Training, UPT 
A means for estimating the resource require- 

ments and attendant costs of any configuration of 

the undergraduate pilot training system (UPT) is 

described by inputs that are supplied by the user 

of the model. The inputs consist of data such as 

UPT graduate requirements, course syllabus 

requirements, instructor-student ratios, adminis- 

trative and support manpower relationships, 

number of aircraft and simulators available, air- 

craft and simulator utilization rates, amount of 

facilities available, and cost relationships. The 

UPT model, which is designed to aid the user in 

examining long-range alternatives in yearly incre- 

ments for up to 20 years, calculates the costs as- 

sociated with these resource requirements in 

terms of research and development costs, invest- 

ment costs, and operating costs. Among the alter- 

natives that can be examined are changes in the 
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numbers and types of training aircraft and simula- 
tors used; adjustments in prescribed syllabus 
hours for flight, simulator or classroom training; 
changes in numbers of graduates required; 
modifications of aircraft or simulator utilization 
rates; and changes in airspace, facilities (e.g., 
runways) or numbers of training bases. For re- 
lated documents, see AC 010 340-346. 
(Author/DB) - 
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Descriptors—*Dropout Attitudes, *Dropout 
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ethodology 

Identifiers—Laredo, Texas, Title III - Elementary 

and Secondary Education Act 

This study concerns the identification, in- 
terpretation and interrelationship of factors which 
are germane to a student’s perception of himself 
and his environment and upon which factors he 
bases his decision to drop out of school. The 
methodological format goes beyond mere quan- 
tification in an attempt to distil the quality of the 
dropout’s human experience. A questionnaire was 
developed for eliciting candid responses from 
dropouts about themselves, their families and the 
public school. In addition, interviewers, equipped 
with cassette tape recorders, interviewed a ran- 
dom sample of 166 dropouts. Among the exten- 
sive results were: (1) pregnancy, overage and 
poverty accounted for the largest number of 
female dropouts; (2) overage and poverty were 
the reasons given by a majority of male dropouts; 
and (3) most boys had vocational goals. Addi- 
tional counseling, more individual help from 
teachers, and a meaningful job training program 
are the changes most needed to reduce the 
number of dropouts. A tremendous need exists 
for creating a school environment in which all 
students are treated with compassion. Extensive 
data tables, and lengthy interviewee responses 
and questionnaire responses are included. The 
research reported herein was funded under Title 
Ill of the Elementary and Secondary Education 
Act. (TL) 
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Descriptors—Counseling, *Counseling Effective- 


ness, *Counselor Acceptance, *Counselor 

Evaluation, *Counselor Performance, *Coun- 

selor Training, Interpersonal Relationship 
Identifiers—Carkhuff's Empathy Scale, 

Counselor Response Scale 

In this study a group of graduate students in 
counseling courses were randomly placed in an 
experimental group and were trained to be open- 
minded in their attitudes. They were compared 
with a randomly selected control group who 
received no training. During a 10-week period, 
subjects in the experimental group completed 8 
written exercises, and corresponded by mail with 
the experimenter regarding them. At the end of 
the experimental period, all subjects were evalu- 
ated by written attitude tests and by measures of 
their performance with a coached client in a 45- 
minute counseling session. Results showed that 
the trained subjects were significantly higher on 
the 3 performance measures. No differences were 
found on the written attitude measures. The 
levels attained by those briefly trained subjects 
were comparable to or higher than levels attained 
by advanced graduate students and counselors in 
the field. Implications are that the brief training 


Hart’s 


(which was an indirect form of counseling) was 
effective. (Author) 
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This bibliography of three reports updates the 
1967 series of comprehensive listings of available 
research literature on status projections of youth. 
It is intended to serve as a guide for researchers 
to use in planning new studies and in providing a 
broader base for interpreting results of studies al- 
ready completed. Reports I and II contain entries 

overing: (1) books; (2) journal articles; (3) bul- 
letins and reports; and (4) unpublished material. 
Report III contains three sections: (1) residence 
orientations; (2) income orientations; and (3) 
family orientations. These reports are intended as 
an updated revision only, of continuously com- 
piled material on all relevant research published 
on the status projections of youth. (TA) 
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Bucknell Univ., Lewisburg, Pa. 
Pub Date [69] 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 
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Rewards, Social Reinforcement, *Success Fac- 
tors, *Verbal Operant Conditioning 
Seventy-two sixth graders, stratified on the 
basis of sex and two levels of IQ (high and low) 
were randomly assigned to one of three treatment 
groups: (1) Group I (success only); (2) Group Il 
(failure only); and (3) Group III (success and 
failure). These subjects (Ss) were used to in- 
vestigate the effects of verbally controlled success 
and failure conditions on three aspects of learn- 
ing behavior: (1) the level of Ss’ performance 
during conditioning; (2) the number of times 
each S voluntarily performed the task after train- 
ing; and (3) the level of Ss’ performance follow- 
ing training where they are required to par- 
ticipate in the tasks. Results tend to support the 
hypothesis that a combination of verbal rewards 
and failures cause Ss to persist longer in involve- 
ment on similar tasks following the termination of 
verbal conditioning procedures. Female Ss’ per- 
formance was found not to be differentially af- 
fected by the various treatments or as a function 
of IQ while male Ss’ performance was so af- 
fected. (TL) 
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Identifiers— Wisconsin 
The purpose of this study was to investigate the 

actual and ideal roles of counselors as perceived 

by Wisconsin secondary school counselors and 

teacher counselors and to compare them with a 

counselor role model based on a consensus of 
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Wisconsin counselor educators. An extensive 
review of the literature on counselor role deter- 
mination and implementation is presented which 

suggests a current composite counselor role 
milieu. This is elaborated upon. The population 
of over 600 counselors, the procedures and in- 
strumentation utilized in the study, and an analy- 
sis of the data are described. The results of the 
study suggest, generally, that the role of the 
school counselor is an individual matter, a 
product of the interaction between the individual 
counselor and the unique situation in which he is 
employed. More specific conclusions and implica- 
tions are delineated. (TL) 
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The author suggests that the apparent calm at 
colleges and universities around the country can 
only be analogized to that calm which followed 
the active but peaceful period of the Civil Rights 
Movement but preceded the explosion in the na- 
tion’s ghettos in 1967. The unimaginative and 
cavalier response of the establishment and public 
during the era of peaceful demonstrations is seen 
as having left the way open for more violent tac- 
tics. At higher educational institutions, the focus 
of student attacks will be the faculty and their 
tenure system and outmoded pedagogical 
technology. Lastly, the university is viewed as a 
meeting place for the revolution where hope for 
change is nurtured and from where it spreads into 
the larger world. The paper concludes that any “‘- 
cooling off” of the campuses is superficial and 
that its end result may well be a more totally irra- 
tional and violent explosion. (TL) 
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Responsibility, Clergymen, Counseling Effec- 
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A single theme for each of the three conven- 
tion years forms the nucleus around which the 
presented papers revolve. The 1968 theme, The 
Christian’s Quest for Maturity, focuses on nor- 
malcy and the ways and means whereby 
Christians can become more healthfully mature. 
In 1969, the convention examined the unique 
role of the Christian therapist who is viewed as 
having an added dimension to his counseling. The 
Christian using psychology to help others con- 
siders himself different and strives to meaning- 
fully share this difference. Dynamic Christian 
Growth, the 1970 theme, sees the Christian 
professional as, above all else, a Christian and, 
therefore, a witness. The papers are geared to 
providing Christians better ways to witness - in 
the office, in groups, in the community, and in 
the church. All three series of papers ultimately 
explore ways of feeling with man and his 
problems within the context of the evangelical 
Christian faith. (TL) 
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Disadvantaged, Education, *Group Guidance, 
*Job Placement, *Minority Group Children, 
Minority Groups, Occupational Choice, *Occu- 
pational Guidance, Descriptions, 
Urban Areas, Urban Environment, Vocational 
Counseling, Vocational Development 

The first two operational years of the Houston 
area Vocational Guidance Service’s Group 
Guidance Program for minority high school _ 
who live in economically disadvantaged urban 

areas is described. The program is experimental 
and is designed to prepare youth to make a posi- 
tive transition from high school to suitable em- 
ployment or post high school training. = 
include: (1) exposing students ste national and 
local labor market infor 

trends; (2) helping students learn po implement 
techniques for employment and career planning; 
and (3) facilitating job-seeking techniques. 
Complete program activities are described for 
both years. First year results indicate that partici- 
pants were more aggressive in the labor force, 
were better equipped to enter the labor force and 
earned higher wages. A second year evaluative 
ae points to success in respect to 
ional effects on partici- 
pants, staff adequacy, program-school relation- 
ships, and program relevance to the target popu- 
— Plans for the third year are discussed. 
(TL) 
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This paper proposes that counseling will and 
should be replaced by another discipline which 
will be called applied behavioral science. The ap- 
plied behavioral scientist would be employed in 
situations similar to those now employing coun- 
selors; his job will be to apply theory and 
research derived from the various behavioral 
sciences in order to help individuals and institu- 
tions achieve their purposes. For example, the 
behavioral scientist in the school would work 
with students, their parents, teachers, and ad- 
ministrators to provide students with experiences 
that most efficiently facilitate their development. 
Essentially, much of what is presently included in 
graduate programs would be eliminated and the 
proposed preparation would be considered as ex- 
tending over a life time. The graduate school 
would only start the preparation, then universi- 
ties, professional associations and employing in- 
stitutions would rate to provide the profes- 
sional worker with opportunities for continuing 
education. Some of the questions and problems 
one must face to consider this proposal are 
raised. (TA) 
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Identifiers— Wisconsin 
This handbook provides educational, vocational 
and resource information to aid teachers, ad- 
visors, and counselors in guiding Indian students. 
Information presented includes the cultural 
dilemma, Wisconsin’s Indians today, Wisconsin 
Indian tribes, counseling techniques, economic 
assistance, educational opportunities, state 
resources and books representing true Indian cul- 
ture. Essentially, the handbook is a resource of 
contextual insight into the world of the Indian, in 
order that the counselor, teacher or advisor may 
be better equipped to understand the world of 
the Indian, his needs, and his perceptions of a 
white socioeconomic world. Only with this degree 
of understanding of the Indian can the counselor 
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attempt to counsel the Indian justly and benefit 
both Indian and counseling interests. In effect, 
the handbook gives the view that the Indian is a 
member of our American culture and, simultane- 
ously, a member of a unique, valued sub-culture. 
(Author/TA) 
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tudent Personnel Work, Stu- 
dent Teacher Relationship, Teacher Behavior 

paper discusses the issue of how to 
decrease student alienation in higher education. 
Its focus is on the quality of the relationship 
between instructor and students, which is charac- 
terized by the student’s involvement in the sub- 
ject matter while, simultaneously, being offered 
the potential for personal interest by the instruc- 
tor. This” writer maintains that this existential 


the formalism within our system of 
education and that the student personnel adminis- 
trator is in a position to become the catalyst to 
encourage, permit, and provide the context 
within which individuals in the university commu- 
nity can relate to each other as individuals. 
(Author/TA) 


ED 050 366 CG 006 366 

Kilbane, Marion T. 

Relation of Quantity and Quality of Counselor 
proce Participation to Outcomes of Group 

American Educational Research Association, 
ae D.C.; Cleveland Public Schools, 


Pub rol Feb 71 
Note—25p.; Paper presented at the American 
Educational Research Association Convention 
in New York, New York, February 4-7, 1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Achievement, *Attendance, 
*Counseling Effectiveness, Counselor Per- 
formance, Grade Point Average, *Group Coun- 
seling, High School Students, *Low Achievers, 
Verbal Communication 
This study investigated the relation of differing 
patterns of counselor verbal behavior to the 
progress of participants in counseling groups. 
More specifically, the study compared changes in 
school attendance and achievement by low- 
achieving high school students who participated 
in counseling groups differing in quantity and 
quality of counselor verbal participation. Results 
included: (1) groups with low-talk counselors had 
attendance gains during counseling that were sig- 
nificantly greater than the gains of high-talk 
counselor groups; (2) groups with indirect ap- 
proach counselors evidenced greater gains in 
grade point average (GPA) and attendance than 
= groups with direct approach counselors; (3) 
the greatest gains during counseling were made 
by low-talk, indirect groups, and the least gains 
were made by high-talk, direct groups; and (4) 
the quality and quantity of counselor talk ap- 
peared to have a greater impact on attendance 
change than on GPA change. (Author/TA) 
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Identifiers—New Left Scale 
This study was undertaken to broaden the 

scope of the components of the “New Left” 
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of playfulness at the adolescent level, it would ap- 
pear that young people and adults are aware that 
specific behavioral dimensions of playfulness can 
be shown more freely in an unstructured setting. 
(Author/TA) 
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Group Experience, *Group Therapy, *Mental 
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identifiers— Denver, Colorado 
Hager setge nape ome rot pay angen 


lowing: (1) the referrals were some of the most 
chronic patients at the hospital; (2) no statisti- 


lated to referrals, the number of men who were 
rejected, the number who refused to enter or 
See a ae Ga and (3) with the ex- 
ception of the vocational rehabilitation coun- 
selors, the attitude on the = of treatment per- 
sonnel was only slightly ble. In general, 
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cangh nenares | (Author/TA) 
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She-gooaues Be toh tee te aor Gee eke on 
feelings and concerns of their sons. It is obvious 
that improvement of the total family situation 
requires two-way communication. (Author/TA) 
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Learning, 


Identifiers—Matching Familiar Figures Test, 
Wechsler Intelligence Scale for Children 
Sixteen (16) male and sixteen (16) female 


and the Matching Familiar Figures Test (MFFT), 
followed by a task and a dis- 


tion learning. (Author/TA) 
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effective communication was established 

use of a tape — exchange procedure; = 
the levels agreement and understandin, 
between sean and teachers were initially high 
and remained high throughout the investigation; 
and (3) the basis for existing ent was 
identified in terms of differential cue weighting. It 
was deemed that the ability to identify the precise 
basis of the existing disagreement directly led to 
the implementation of a program which substan- 
tially a gt relations between students and 
teachers in this particular setting. (Author/TA) 
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This study explored the poarwns between 
the background of en- 
gineering “students and outcome after one year of 
college. The variables of ability, financial aid, 
part-time employment, and residence were ex- 
plored to determine their effect on the relation- 
ship between 
background and outcomes. Results indicate that 
the ability level of the student demonstrated the 
strongest effects of the variables considered. Per- 
sistance and withdrawal rates were strongly in- 
fluenced by ability level. High ability students 
more frequently lived in residence halls, received 
financial aid, and worked less than students of 
lower ability. Each ability group included stu- 
dents from a variety of 
backgrounds. (TL) 
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Identifiers— University of California in Los An- 


i parents of all students at the University of 


California in Los Angeles under the age of 21 
to determine their 


which, in essence, would remove all University 
imposed restrictions on visitation hours. The re- 
sidents of each floor would determine the hours 
during which visitation would be permitted. Of 
the 1,410 usable responses, nearly two-thirds op- 
posed the proposed expansion of visitation 

. At the same time, however, less than 
10% of the responding parents indicated that they 
would go so far as to refuse to allow their child 
to live in the halls under the proposed policy. A 
copy of the survey and the text of the explanato- 
ry cover letter which accompanied it are in- 
cluded. (TL) 
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This work assesses the characteristics of cur- 
rent Air Force accessions. On the basis of draft 
lottery numbers, four groups of basic trainees en- 
listing in early 1970 were defined in terms of 
their draft vulnerability at the time of enlistment. 
These groups, designated as high, moderate, low, 
and no threat, were compared on a number of 
dimensions. Compared to the other groups, the 
test performance of the low-threat group was 
somewhat lower. In addition, there were signifi- 
cant differences between the no-threat group, the 
other groups, and the total group. In various 
comparisons on test performance, there were 
marked differences between racial and enlistment 
region subgroups, but only moderate differences 
within draft-threat groups. The data suggest that 
under zero-draft conditions, manpower resources 
at the higher aptitude levels may be more limited 
than is presently the case. (Author/TL) 
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This report documents the success of the High 
Priority Education Project in generating an 
unusual amount of creative activity in the Florida 
colleges of education in designing and implement- 
ing projects to improve vocational education and 
counseling. The program's five phases are 
discussed in terms of their intersecting objectives, 
their procedures and outcomes. These phases 
were: (1) data collection during which relevant 
personnel were interviewed to assess the status of 
current, planned and needed activities related to 





Pisce fecti 
the Public Education System; a) a bth of 
ma and (5) an analysis of funding needs. 
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Talented Students 

Counselors at the Research and Guidance 
Laboratory for Superior Students at the Universi- 


ty of Wisconsin specific suggestions 
d to assist i high school stu- 
dents in their educational nt. One hun- 


dred and eight academically superior students 
were assigned to three experimental groups and 
one control 
activities, each of the three experimental -— 
were offered an additional brief 
senecilons ap anetenhian dinate Nitaiasaaee on 
counselor suggestions: (1) reinforcement counsel- 
ing; (2) written communications to subjects; and 
(3) written communications to subjects’ parents. 
Results indicate that the counseling treatment 
was significantly more effective in promoting stu- 
dents’ actions on suggestions than were the writ- 
ten communications. Females did significantly 
more initiating than males. Speculation about the 
results concludes the report. (TL) 
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Following Walter Nord (1969), the present ar- 
ticle contains a predictive model of individual 
behavior based on both operant conditioning and 
management literatures. The behavior of an or- 
ganizational member is seen as a function of the 
reinforcement contingencies applied by various 
groups in his environment and of his cognitive as- 
sessment of such contingencies. Several charac- 
teristics of reinforcement contingencies are ex- 
amined, e.g., positive vs. negative reinforcement, 
schedules of reinforcement, and immediacy of 
reinforcement. The model provides a potentially 
useful scheme for classifying environmental con- 
tingencies operating on a member of an organiza- 
tion and for predicting their varied effects on 
behavior. (Author) 
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Two studies were reported which attempted to 
estimate the stability and construct of 
human salivary as a measure in- 
dividual differences (IDs) in physiological 


a test-retest correlation PMoangh ober. the 


the eight dependent variables for each jue 
the overall multivariate wi 

cant for these main effects: (1) grade level; (2) 
teacher sex; and (3) student sex in- 
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The role of meaning in the learning 
presented paired amociates (PAS) ix described by 
means of an experiment with a replication. A 
printed PA list containing six different types 
items was presented to Sixth Graders. Four of the 


going research into semantic and imaginal 
components of children’s learning. (Author) 


Agei 
Woslingion, D.C. Bureau of Research. 
Bureau No—BR-8-D-05 1 
Pub Date Oct 70 
Grant—OEG-4-8-08005 1-0092-057 
4p. 


t, 
*Stimulus Behavior, 


Program 

One of the focal points of this study is the in- 
vestigation of the relationship between rates and 
types of imitative ing and responsiveness 
to social reinforcement (approval). Subjects were 
96 children (5 to 6 years old) equally divided ac- 
cording to sex and race (Negro and white). 
Findings indicate that: (1) it seems tenable to as- 
sume that a relati between verbal imitation 
and socioeconomic level does exist, although the 
nature of the relationship and the relevance of 
other factors is still unclear; (2) it might be fruit- 
ful to maintain the distinction of verbal and 
motor imitation as separate classes of imitative 
responses; (3) it appears that there is a greater 
difference in the rates of responsiveness between 
white males and white females than between 
Negro males and Negro females; and (4) patterns 
of responsiveness are related to whether the so- 
cial influencing agent is physically or symbolically 
presented to the subject. The results were in- 
terpreted as indicating the complexity of the mul- 
tidimensional phenomena called responsiveness to 
social stimuli. (Author/TA) 
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Identifiers— University of Illinois 
pose of this pilot study at the Universi- 
ty of Or Mince was to survey and establish patterns 
of student expenditures, sources and amounts of 
income, and the relationship of income to expen- 
ditures over time. Using the above as dependent 
variables, the primary analytic problem was to 
determine the extent to which student income 
and expenditures vary with the characteristics of 
the institutions the students attend. Findings in- 
dicate that: (1) Lage cae in the weekly sum- 
mation of income expenditure information 
was largely determined by an initial commitment 
to participate; (2) the average expenditure per 
week per student was about $71.88, the average 
income $68.95, i.e. financial concern is su 
by fact; (3) approximately half of the students 
had a total income per term of $1000 or less; (4) 
over 40 percent applied for financial aid; and 
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a short period of time, inter-item in 

curs and depresses recall. If a subsequent group 

of words are coded into a different category, 

inter-item interference is minimized and recall is 
facilitated. (Author) 
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is publication is intended as an initial effort 
wea the New York state education department to 
provide pragmatic and realistic suggestions for 
the development by schools of successful drug 
abuse prevention programs. The information pro- 
vided covers: (1) the nature of the problem; (2) 
present school district policies and poor 
(3) program development, centering on helping 
students develop their own solu 
school and community facilities; (4) health ea 
cation, which focuses on continuing programs of 
hysical, mental and gon ere health; (5) 
gs oar such as inspection of ioe 
search of person, and confidentiality when deal- 
ing with suspected student abusers; (6) recom- 
ended references, which includes a brief ab- 


y 

ment, schools need to be continuously aware of 
the interrelationship of drug abuse with other so- 
cial problems such as student alienation, deper- 
sonalization, and the feeling of he 

derived from a perceived inability by students to 
affect the course of events around them. 
(Author/TA) 
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tles, qualifications and functions of the employed 
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teers and their training. (TA) 
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This study measured the interpersonal needs of 
the counselor and counselee using the FIRO-B 
Scale to determine their effect on the subject's 
reaction to a counseling interview. Each coun- 
selor and counselee met with a compatible and 
an incompatible subject within the counter- 
balanced research designed. The general hypothe- 
sis for the study was that the interpersonal com- 
patibility of the counselor and the counselee 
would have a positive effect on: (1) counselor 
and counselee feelings and reactions toward the 
counseling relationship; and (2) reactions towards 
each other. The results of the statistical testing of 
the hypotheses indicated that interpersonal com- 
patibility did = have a significant effect, and 
suggested the theory may be inadequate for 
determining outcomes in initial counseling rela- 
tionships. Among the implications were that: (1) 
felt progress; (2) interest of the interviewer; (3) 
an estimation of the interviewer's ability to help; 
and (4) rewards and costs should also be con- 
sidered when investigating counseling relation- 
ships. (Author/TA) 
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Reinforcement, Task Per- 
is i attem to clarify the ef- 
fects of different classes of reinforcement on the 
size discrimination learning of normal and low 
achieving third grade middie class boys. The 
classes of reinforcement consisted of tangible 
reinforcement, person reinforcement (praise), 
and performance reinforcement (correctness of 
). Each of these reinforcers was 
presented on a reward-nothing combination basis. 
The results indicated that the subjects did not all 
respond homogeneously to a particular class of 
reinforcement when achievement level was con- 
sidered. The low achieving boys had a higher per- 
centage of correct on the learning task 
under tangible reinforcement than under person 
or performance reinforcement, while the normal 
achieving boys performed more effectively under 
person performance reinforcement than 
under tangible reinforcement. (Author/TA) 
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in investigating emotional phenomena in hu- 
mans,  overt-behavioral, _self-report, and 
physiological responses all often seem to be ap- 
propriate measures. However, experience has 
shown that these different kinds of response often 
do not vary together. It may be that these mea- 
sures disagree because they are related to dif- 
ferent underlying variables. To illustrate how 
overt-behavioral and physiological responses ap- 
to be influenced by different kinds of varia- 
bles, several studies of sex differences in emo- 
tional responding are reviewed. These indicate 
that, in certain emotional situations, females ap- 
pear to respond more than males on overt- 
behavioral measures, while males show larger 
physiological responding. In situations involving 
m, in contrast, males show more overt 
responding while females show greater physiologi- 
cal reactions. The data suggest that the overt- 
behavioral responses are in fact affected directly 
by social expectations, while the physiological 
measures are not. It is concluded that different 
sets of variables must underlie overt-behavioral 
and physiological responses, and that the relation- 
ships between different kinds of emotional 
responding deserve further study. (Author/TA) 
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This paper is concerned with making current 
research in guidance more viable. Two sug- 
gestions are proposed: (1) there is a need to po- 
lice manuscripts submitted to professional 
research journals for relevance and practicality; 
and (2) there is a need to involve school person- 
nel, the practitioners in the field, in the planning, 
design, and conduct of viable research studies. 
Several impediments to this goal are noted, e.g., 
little internal and external pressure to change the 
status quo; the paucity of theories of organiza- 
tions and of guidance mitigates against the build- 
ing of a sound base for generating research; and 
organizational psychologists have not been much 
more successful in solving similar problems in 
their own field. Yet, the author is hopeful that a 
systems approach to research will serve to alter 
present priorities by: (1) mandating the necessity 
for a team effort; (2) maximizing the likelihood 
of producing usable results; (3) creating order 
among present diverse functions; (4) seeking 
ways to maximize benefits and minimize costs; 
and (5) by compelling guidance workers to 
operationalize their thinking and actions. Difficul- 
ties include prohibitive initial costs and syste- 
matizing the process and outcomes, a de-hu- 
manizing procedure in itself. (Author/TA) 
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pease Cooperation, 
The Weber Mental Health Center consultation 
program to schools is described. The conditions 
under which children might be directly treated at 
the center are enumerated, but the essential 
thrust of the program is to train teachers, ad- 
ministrators, and parents the principles and appli- 
cation of learning theory to the 
children’s behavioral disorders. Several successful 
approaches are described: (1) a class was offered 
through the local college offering credit for 
teachers interested in the behavioral approach; 
(2) inservice programs were provided for total 
school staffs indicating an interest; (3) total class 
programming was taught where desired; and (4) a 
comprehensive consultation program with the 
community Head Start Program was initiated and 
included teachers, aides, parents, etc. (TL) 
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The effects of emotional role playing on inter- 

personal attitudes toward the disabled are ex- 

plored. Three treatment groups (role players, 
vicarious role players, and controls) were in- 
volved. Role playing consisted of traveling about 
the campus in a wheel chair for an hour. Results 
indicated that, compared to the control ex- 
perience, both direct and vicarious emotional 
role-playing led to more positive responses: (1) to 

a specific disabled person; (2) to a series of is- 

sues concerning disabled students in general; and 

(3) to a disguised attitudinal measure given by 

telephone four months later. The concept of em- 

pathy appeared more adequate than dissonance 
for understanding the results. The potential of 
role playing and vicarious experience for increas- 
ing tolerance and social maturity is considered. 
(Author/TL) 
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Old style and new style mental hospitals are 
criticized for not dealing directly with a person’s 
inability to live within his community and relate 
effectively with significant people. The com- 
prehensive mental health programs, which arose 
in reaction to the deficits of previous facilities 
and treatment, are viewed as frequently following 
a similar, if community-based, course. The Weber 
Mental Health Center’s decentralized group treat- 
ment approach is described. Its major premise is 
a behavioral one: clients are not sick, but are 
having difficulty managing certain aspects of their 
lives. The program utilizes non-clinic facilities 
throughout the community, as well as non-clinic 
personnel. Their approach is viewed as a mental 
health rather than a mental illness approach and 
fits well with the consultation and education com- 
nent which is basic to comprehensive mental 
ealth centers. (TL) 
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Behavior 

How can a person be induced to do something 
he might not ordinarily do? What constitutes a 
commitment on his part of some future action? 
Past research indicates that compliance with a 
small, relatively innocuous ‘‘foot-in-the-door” 
request serves to increase, relative to a control 
group, subsequent compliance with a —_— 
request directed toward the same goal. 
present study suggests such commitment — 
ing) effects may be limited to active “‘feet-in-the- 
door,” predicting substitution (decreasing) effects 
for passive (less effortful) ‘foot-in-the-door” 
compliance. Results support only the substitution 
predictions and show none of the commitment ef- 
fects previously demonstrated in the literature for 
active “foot-in-the-door” compliance. Attempts 
to resolve these discrepant findings generate a 
two-factor model, specifying both the degree of 
initial commitment and the active versus passive 
nature of the “foot-in-the-door” requests. Specifi- 
cally, active ‘‘foot-in-the-door” compliance and 
low degrees of initial commitment seem to 
produce commitment effects; passive compliance 
and high initial commitment tend toward substitu- 
tion effects. (Author) 
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This paper discusses the effects on college stu- 
dents of a weekly personal growth group and a 
marathon growth group, both of which are forms 
of experiential learning focusing on expanded 
awareness of self and environment, authenticity, 
and more effective interpersonal communication. 
The experiential-Gestalt growth group is a rela- 
tively unstructured group experience which 
emphasizes the exploration and expression of 
here-and-now feelings concerning self and other 
group members. Focus is put on what “is,” on 
awareness of one’s experiencing and interpersonal 
interactions, and on awareness of ways in which 
one prevents himself from feeling, moving, and 
living more fully and honestly. Marathon growth 
groups, a time extended growth group ex- 
perience, are a group practicum in intimate, 
authentic, human interaction to facilitate a transi- 
tion from self defensive alienation to trans- 
parency and psychological intimacy through 
genuine encounter. The studies support the 
proposition that the experiential-Gestalt growth 
group may be an effective method for fostering 
the process of personal growth and experiential 
learning in relatively healthy, growth seeking in- 
dividuals. The growth center model is currently 
being implemented at Bowling Green State 
University. (Author/TA) 
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This paper is concerned with the question of 
Standardization of manpower services. It deals 
with the extent to which there is too much stan- 
dardization in the mix of programs, with the 
cause of standardization, and with what can be 
done about it. The author proposes: (1) that the 
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solution to over standardization of manpower ser- 
vices lies in eliminating the role of guidelines by 
altering the organizational structure to one which 
is not based on over arching centralized rule 
making; (2) that programs are over standardized 

intrinsically because they are run by agencies or- 
ganized around a model which requires stan- 
dardized tasks and work processes; and (3) that 
manpower agencies must change the basis of 
their organizational structure to one not requiring 
a uniform definition of tasks. To make the mix of 
services more responsive to the state of the local 
economy and to the range of the universe of 
need, a conversion of the manpower system to an 
alternative organizational type with greater local 
operational autonomy and control, as well as 
resources, is needed. (Author/TA) 
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Identifiers —Hill Interaction Matrix 
A method of supplying consultation services to 
school districts is reported. The philosophy un- 
derlying this approach is that teaching front line 
personnel better methods and techniques of han- 
dling mental health problems will ultimately lead 
to true prevention by way of curricular change, 
changes in teaching techniques, and clearer 
definition of role responsibility. It appears that a 
reality oriented, behavior modification approach 
in group psychotherapy has usefulness not only in 
dealing with more disturbing behaviors, but also 
has a tremendous potential for assisting coun- 
selors to better utilize their experience in dealing 
with normal adoiescents. The Hill Interaction 
Matrix was deemed a very useful technique in 
determining what is therapeutic in a group. Also, 
it appears that the concept of volunteer group 
psychotherapy has a definite place as both a clini- 
cal and consultative model for secondary schools. 
(Author/TA) 
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This paper reports on an analysis of some 
manifest, surface and verbal characteristics of the 
classroom behaviors of students and teachers in 
the first, sixth, and eleventh grades of urban Mis- 
souri schools selected for their composition rela- 
tive to black and white population. Findings in- 
dicate that: (1) on the average verbal participa- 
tion by students increased from the first grade to 
the sixth grade, but decreased from the sixth 
grade to the eleventh grade; (2) similar results 
were found for the average length of individual 
student utterances; (3) the percentage and length 
of group responses decreased with increasing 
grade level; (4) students in first and sixth grade 
lower class classrooms said less overall and had 
shorter utterances than did students for those 
grades in middle class classrooms; (5) in contrast, 
black eleventh grade students said more and at 
greater length than did white eleventh grade stu- 
dents; (6) for first and sixth grades, fewer multi- 
person responses occurred in the middle class 
classrooms than in the lower class ones; and (7) 
in these two grade levels, teachers in the lower 
class classrooms showed less lexical diversity than 
teachers in corresponding middle class class- 
rooms. (Author/TA) 
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The most commonly stated and demonstrated 
shortcoming of the employment interview is its 
lack of reliability. Yet Wagner (1949) was able 
to conclude that the reliability of an employment 
interview is situation and interviewer specific. In 
this study, the author investigated the inter- 
viewer's scoring system, the way he weighs and 
combines the information he gathers as he at- 
tempts to make a personnel decision. This infor- 
mation processing includes: (1) assessing the in- 
terrelations of the cues; (2) assessing the validity 
of the cues for his given purpose; and (3) com- 
bining the individual validities while partialling 
out the common variance among the cues. 
Results show that: (1) interviewers make adjust- 
ments when they perceive redundant information; 
(2) they process negative information more accu- 
rately than positive information; and (3) they 
differ widely in terms of how valid and interde- 
dent they perceive information units to be. 
The decisions or hiring recommendations were 
based almost exclusively on the overall evalua- 
tions of the information which the interviewers 
received and processed. If the final evaluation ex- 
ceeded the base rate of success, the recommen- 
dation was to hire; if not, the recommendation 
was to reject. (TA) 
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Reviews of research in the area of creativity 
have consistently emphasized the importance of 
the criterion problem while simultaneously docu- 
menting its neglect by contemporary investiga- 
tors. The failure to explicitly place the criterion 
problem within an appropriate conceptual model 
is perhaps a major reason for the failure to con- 
front directly this problem on the empirical level. 
Notable, too, is that the focus on the criterion 
problem and indeed creativity research in general 
has ignored interpersonal considerations. The 
present study was undertaken to test the general 
hypothesis that the personal value orientation of 
the rater and category of behavior being rated 
would interact in determining judged creativity. 
Results indicate a significant interaction between 
value orientation and behavior category, clearly 
indicating that these two factors interact to deter- 
mine judged creativity. In addition, the significant 
Newman-Keuls Analyses indicate the exact nature 
of this basic interaction: behaviors within the 
field of one’s own value orientation are judged 
more creative than behaviors outside the field of 
one’s value orientation. (Author/TA) 
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It is suggested that student personnel workers 
in higher education have comparable responsibili- 
ties to their academic counterparts as ‘“‘educa- 
tors” in a literal sense. Each contact with a stu- 
dent by personnel officers should be viewed as an 
and growth. 


oppo learning 
As such, a responsibility for being conversant 


open to discussion of matters integral to 
the (local) student culture rests squarely on stu- 
personnel. 


profitable occurrence 
of such a duty. In addition to 
such day-to-day interaction whereby developmen- 
tal opportunities are inherent in the interchange 
with students, planned activities should be offered 
to complement the classroom situation. Such co- 
curricular offerings should center about vital is- 
sues and contemporary topics not dealt with in 
traditional academic courses. Examples of several 
such program approaches are presented and a 
schema for assigning responsibility for the or- 
ganization and sponsorship of such programs is 
outlined. (Author) 
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An overview of past developments and trends 
which have had an impact on what is occurring at 
the present time in student personnel services for 
adults is presented. The intent was to establish 
some basis for current and future trends. The 
author contends that the development of student 
personnel services for adults in higher education 
has been extremely painful, erratic, and slow and 
that there now seems to be a major trend that 
these services be handled by specially trained 
personnel. Particular attention is given to the 
areas of admissions, financial aid, counseling, 
mA and food service and veterans affairs. 
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Forty adult overweight female volunteers were 
randomly assigned to one of four conditions: (1) 
two self-control instruction conditions; (2) an au- 
tomatic immunization instruction group; and (3) 
a no treatment control group. In the self-control 
groups, treatment was presented as an aid to 
gaining self-control over behavior, while in the 
automatic immunization group, it was explained 
in classical conditioning terminology. The major 
finding was that covert sensitization by itself has 
relatively little effect as a treatment for obesity. 
Relaxation level, visualization ability and felt 
discomfort were uncorrelated with weight loss. 
Methodological considerations are also discussed. 
(Author/TL) 
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while positive comments after correct responses 
had little effect. To explain the findings, a natu- 





dren’s behavior. A distinctive feature of the work 
is its emphasis upon gains to be made from an in- 
tegration of traditional experimental methods 
with analyses of children’s behavior. 
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Holland postulates six personality types, to 
which he relates vocational choice as the expres- 
poe of one’s needs and personality. This study 

as designed to validate one of these types, 
which he designated as Social. One hundred and 
nine occupational therapy students were ad- 
ministered six tests which measured needs, per- 
sonality factors, self concept, anxiety levels and 
interpersonal behaviors. The general findings in- 
dicated that occupational therapists corresponded 
to the social personality type description given by 
Holland. Comparisons with other social type 
groups give some, though equivocal, support to 
the concept of social type as well as pointing out 
the need for further validation of each personality 
type and each occupation included in the typolo- 
gy. (Author/TL) 
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This study deals with the interaction between 
social influence technique and locus of control, 
internal or external to oneself, on attitude 
change. In a persuasive communication situation, 
where effectiveness depends on the receiver 
feelings controlled and subject to influence from 
outside sources, externals ought to show more at- 
titude change than internals. On the other hand, 
counter-attitudinal behavior, i.e., role playing, 
should be effective to the extent that one doesn’t 

constrained and views himself as a 

causal agent of his rewards and behavior. Results 
indicated that: (1) with role playing behavior, low 
externals showed significantly more change; (2) 
with persuasive messages, high and low externals 
didn’t differ significantly, and (3) high and low 
external controls didn't differ in change scores. 
Thus, the relative efficacy of social influence 
techniques depends on perceived locus of control 
of subjects. (Author/TA) 
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This paper provides a descriptive overview of 
research on the consequences of overcrowding 
and the agp apr of high population densities 
in animals, and speculates on the relevance of 
these studies for similar human phenomena. 
Three major foci are distinguished: (1) the effect 
of high population densities on animal behavior; 
(2) the nature of population growth in freely- 
growing populations confined to limited areas; 
and (3) the effect of high tion densities on 
the physiological condition of animals. Effects on 
behavior included vicious aggression, ‘“‘pansex- 


uality,” disruption of adeq 
behavior and withdrawal from social interaction. 
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alidity 
This paper summarizes a review of the recent 
literature in search of evidence for the validity of 
industrial assessment centers. The topic is divided 
into two fb ges gh: the evidence regarding the 
validity of of the individual assessment 
techniques that are used in industrial assessment 
centers; and (2) the evidence concerning the 
validity of the overal assessment rating (OAR). 
Findings indicate that: (1) the most valid 
techniques seem to be performance exercises in- 
volving “samples” of behavior; (2) few studies 
have treated the technique psychometrically; (3) 
numerous reports fail to report the correlations of 
the tests, games, etc. with any sort of criteria, 
although these data were gathered; (4) the 
ee finding is that OAR’s are related to 
a variety of criteria for subsequent performance 





tamination in some studies; and (6) the overall 
assessment evaluation adds a unique contribution 
to assessment beyond information obtainable 
from objective tests. (Author/TA) 
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Identifiers—New York, Syracuse 
The study was designed to discover relation- 

ships between certain backgrounds and charac- 

teristics of children, and some of the attitudes 

that are considered vital in a democracy, e.g. 

those concerning democratic living, group inter- 

dependence, empathy, independent thinking and 
social responsibility. The major variables in- 

cluded: (1) grade or class level; (2) sex; (3) 1.Q.; 

and (4) school achievement level. Subjects were 

upper elementary school children. Data was col- 
lected by a questionnaire. In general, it was 
esized that girls would have more favora- 

attitudes than boys, and that the older the 
chad and the higher his/her 1.Q. and achievement 
scores, the more favorable his/her attitudes would 
be. In great part, the findings bear this out. The 


Reasons for the findings are adduced and impli- 
cations for future study d discussed. (TL/Author) 
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Laboratory research and initial studies of the 
effects of goal setting in the classroom indicate 
that goal setting increases achievement. Thus, 
goal setting may prove to be an effective motiva- 
tional technique for use in the schools. Goal 
setting, however, is influenced by many factors 
such as knowledge of results, explicitness of 
goals, difficulty of goals, origin of goals, and 
monetary incentives. Research concerning the ef- 
fects of these factors is reviewed to provide a 
basis for the development of classroom goal 
setting procedures. Classroom -studies dealing 
with conferences and with goal setting are also 
summarized. Suggestions are . provided for 
research to delineate the effects of goal setting 
variables in the classroom and for formative 
evaluations of goal setting procedures. (Author) 
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This study focuses upon programs designed for 
full-time paraprofessional employees in human 
service agencies given time off with pay to attend 
school. The programs discussed are those whose 
curricula are designed to connect with and sup- 
plement the participants’ work and which also 
grant degrees. Questionnaire returns from 162 
such programs comprised the data. Findings 
reveal that: (1) paraprofessionals perform with 
considerable academic success; (2) colleges are 
making many changes to accommodate the new 
students; (3) most of the programs are in the 
field of education and of recent origin; and (4) 
while programs for paraprofessionals exist at col- 
leges all over the country, there is a clustering of 
such programs on the two coasts. The programs 
are viewed as part of the more general trend of 
opening up the nation’s colleges in terms of stu- 
dents who are admitted, courses of study offered, 
and connection with the non-academic and non- 
college campus world. (TL) 
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Thirty students were formed into ten triads, 
each of which participated in a series of 48 
games generated by the combination of eight 
power structures with six payoff levels. The game 
paradigm presented each player with the option 
of attacking or not attacking one of the other two 
players in this triad. The game procedure, ap- 
paratus and design are fully described. It was 
found that the power structure of the triad, the 
position in certain of these structures, and the 
type of local norm that develops all affect the 
propensity to engage in conflict in which at most 
one person can achieve his goal, and in which it 
is possible for all to fail. The study of more com- 
plex conflict is encouraged. (TL) 
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Identifiers— *Draft Counseling 

A rationale is presented for why counselors 
need to become involved in draft counseling. The 
author discusses five basic reasons why draft 
counseling should be offered and then considers a 
number of examples which indicate the kinds of 
problems which young draft-age men face: anx- 
iety, moral dilemma, family pressures, self image, 
etc. The professional counselor's crucial role in 
the area of draft counseling is viewed as 
threefold: (1) establishing its legitimacy; (2) 
receiving training and then trai others; and 
(3) working with the exceptionally difficult refer- 
rals. The question of values is briefly considered. 
The author’s recommendations concerning the 
professional counselor and draft counseling con- 
clude the paper. (TL) 
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Previous research has indicated that for dis- 
cretely (paired associate) as well as continuously 
(sound-film) presented information, high arousal 
during acquisition results in poor immediate re- 
call, but is characterized by a strong reminiscence 
effect. Low arousal learning results in better im- 
mediate recall with poor retention. The hypothes- 
is that high arousal during learning results in in- 
creased long term retention, but poor immediate 
recall, was found tenable. Similarly, it was con- 
firmed that low arousal facilitates improved short 
term retention with a typical forgetting curve. 
The implication of this study for the educator 
centers on a re-examination of the arousal state 
of the learner during the learning process. 
(Author) 
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Prior to their attendance at a summer orienta- 
tion program, 339 students were mailed their own 
student profile, materials for its interpretation, 
and information on factors important in academic 
choices. A control group of 321 students received 
no mailed materials. Both groups subsequently 
participated in a standard orientation program, in 
which the same topics were discussed. Results in- 
dicate that students who received the mailed 
materials more frequently reported that they 
might change their major than did the controls; 
however, no actual differences between groups 
were noted in the number of major changes, the 
time major changes occurred, or fall term GPA. 
It is concluded that materials mailed to students 
to heighten the effects of orientation programs 
may be of questionable value if the same content 
is adequately covered at the orientation program 
itself. (Author/TL) 
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of Educational 
"s efforts to measure progress toward a 
commonly accepted educational goal - vocational 
satisfaction and competence - are discussed. The 
attempt to operationalize the goal resulted in a 
set of capabilities prerequisite to the ultimate 
goal attainment. The difficulties with this “. 
general” set are considered, one of which is that 
it does not assess capabilities specific to any 
given occupation. Such a task is viewed as 
overwhelming, necessary, but not susceptible to 
immediate solution. The remainder of the paper 
elaborates some possible interim assessment 
procedures. The author concludes that the assess- 
ment of vocational education to date has been 
ambitious and rigorous and that the difficulties 
inherent in the process are now exposed. (TL) 
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Identifiers— Person Descriptive Instrument 
This paper describes a study which was carried 
out to examine the intra-group verbal behavior of 
“person-oriented” and “‘non-person-oriented” in- 
dividuals. Extrapolating from conceptual systems 
theory, it was expected that the “person-orien- 
ted” (conceptually abstract) individuals would 
deal with different referents, time focuses and af- 
fect levels in their verbalizations than would the 
“‘non-person-oriented” individuals (conceptually 
concrete). Within the framework of a verbal clas- 
sification system developed for the study, the ver- 
bal usage patterns of the two groups were ex- 
amined. These verbal usage patterns generally 
supported the theoretically derived expectations, 
showing an overall usage superiority by the “per- 
son-oriented” sub-group in the areas of: (1) “- 
here-and-now” statements; (2) affective state- 
ments; and (3) affective self-disclosure state- 
ments. A quarter-by-quarter examination of these 
usage patterns revealed a tendency for the “per- 
son-oriented” sub-group’s superiority in these 
areas to become more marked during the last half 
of the total group’s life. Implications of these 
findings for laboratory group composition and 
design are discussed. (Author) 
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This report presents the thesis that most col- 

lege health services will have to undergo critical 

reexamination and drastic changes before stu- 

dents can rightfully participate as consumers and 

before effective planning becomes standard 

operating procedure. The two basic areas where 














changes will have to occur are: (1) in con- 
sideration and treatment of the student as a dues 
paying consumer, along with all the other mem- 
bers of society; and (2) in far — plans ow 
mer icipation, comprehensiveness, an 

caning cecuastona than are now the case in 
most college communities. In addition, the con- 
cept of consumer participation is explored to 
reveal that there are gaps between practice and 
promise not only on college campuses but in the 
whole health care system. In addition, the nature 
of health planning and evaluation is explored to 
reveal that the most effective planning process is 
not always harmonious, that negotiation is the 
language, and that planning and evaluation neces- 
sarily presume medical, social, and political 
dimensions. (Author/TA) 
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This project was undertaken with the objective 
of offering the police departments involved an ac- 
ceptable and feasible way to extend to their 
members an insight into the complexities and 
problems of the people with whom they must 
deal. Small group discussion was utilized, and the 
seminars dealt with human dynamics, communi- 
cation breakdowns, crime and delinquency, 
leadership and fellowship, and urban problems. 
Results from a questionnaire administered during 
the last session of each seminar showed a great 
deal of acceptance by the officers for the small 
group interaction approach, as well as for the 
topics presented and discussed. A particularly sig- 
nificant result was the feeling by most partici- 
pants that someone was concerned with their 
needs and feelings and would be in a position, 
perhaps, to communicate their frustrations and 
suggestions to the top command. One tentative 
conclusion drawn was that the officers gained a 
better understanding of urban problems and the 
ticklish position in which they are placed as en- 
forcers of the law in twentieth century, urban 
society. (Author/TA) 
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Recent theories of verbal memory have 
hypothesized that memory for a stimulus is not 
represented by a unitary memory trace, but 
rather by a coding on several attributes of the 
event. The present experiment tested the dif- 
ferential forgetting hypothesis in a unique way. 
Words were presented either visually (V) or audi- 
torally (A) in a continuous recognition memory 
task. Each word occurred twice, with equal num- 
bers of item pairs in each of the four possible 
modality combinations (A-A, V-V, A-V, and V- 
A). The first and second occurrence of a word 
were separated by 12, 24, 48, and 96 intervening 
items. Two lists, common and rare nouns, were 
used. Averaging data from the two lists, a greater 
number of misses occurred on mixed-modality 
than same-modality pai-< at the first three inter- 
vals. At the 96-item interval mixed-modality was 
superior to same-modality presentation for the 
rare list only. The results are discussed in terms 
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of Underwood’s multi-attribute theory of 
memory. (Author) 
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In the serial position memory task, a series of 
stimulus cards are placed face down in a row in 
front of the subject. A card identical to the 
stimulus card is then shown to the subject, who is 
required to indicate the position of this card in 
the stimulus array. The present three studies in- 
vestigated the possibility that the labeling effect 
found with children is at least in part a modality 
effect similar to that found with adult subjects. 
As in previous research with subject-produced 
labels: (1) addition of the label facilitated per- 
formance only for the recency portion of the list; 
(2) this effect did not vary systematically with 
age; (3) memory for the first serial position im- 
proved markedly between the ages of 5 1/2 and 6 
1/2; (4) labels alone were superior to pictures at 
the end of the list, but pictures were superior to 
labels at the beginning; and (5) combined picture 
and label presentation appeared to follow the 
curve for pictures at the beginning of the list and 
that for labels at the end. The results are 
discussed in terms of modality and mediation ef- 
fects in children’s short-term memory. (Author) 
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This is a follow-up study of clients seen at the 
Inter-University Psychological and Counseling 
Center during the 1968-1969 academic year. The 
instrument used was the Counseling Services As- 
sessment Blank; 59% of the clients returned the 
questionnaire. Three questions were investigated: 
Are there differences in satisfaction among 
clients with problems which are primarily educa- 
tional-vocational and personal problems? Is client 
satisfaction related to training and experience of 
the counselor? Is client satisfaction related to 
amount of time spent in counseling? Results in- 
dicated: (1) greater satisfaction for the clients 
with personal problems, rather than educational- 
vocational problems; (2) no significant dif- 
ferences in satisfaction dependent on the training 
and experience of the counselor; and (3) length 
of time in counseling and satisfaction were found 
to be significantly correlated for the clients with 
personal problems, but not for the educational- 
vocational choice clients. (Author) 
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The main purpose of the research was to make 
a comparative study of: (1) trial-and-error learn- 
ing, in which a subject performs and is provided 
with knowledge of results; and (2) observational 
learning, in which a subject either observes the 
performance of another subject or is otherwise 
codied oth eanicihaat Wiakanee 
correctness and incorrectness of responses. In 
general, the earlier results showing superiority of 
observation learning were not substantiated. 


that both sexes tend to repeat errors more often 
over trials under performance and less often 
under observation. Also, college students in other 
experiments learned more effectively on the 
second of two functions, whether it was per- 
formance or observation, indicating the role of a 
warm-up or learning-to-learn factor. (Author) 
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The results of a group of studies, the objective 
of which was to clarify the conditions that ac- 
count for the effectiveness of verbal approbation, 
are reported. Among the most significant findings 
were: (1) that the reinforcement properties of 
verbal approval are susceptible to distortion, mis- 
interpretation or enhancement and must be ap- 
plied in a consistent information-giving manner; 
(2) that high prior frequency of occurrence does 
not necessarily lead to a | ed effecti of 
verbal approval (i.e. satiation); (3) that the pre- 
experimental indiscriminative use of social ap- 
proval can override experimental manipulation; 
and (4) that disapproval words are quite effec- 
tive, regardless of prior, pre-experimental use, in 
the control of children’s learning. (TL) 
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The primary concern of this research was to 
examine the effect, on the self concept of 
delinquent male adolescents, of a relationship in 
which they perceive themselves as helpers to 
other human beings. A group of 20 delinquents 
were paired with patients at a mental hospital. A 
comparable control group was selected. All 
procedures and measurement instruments are 
described. Results indicate that the institutional- 
ized delinquent youghs who were involved in the 
treatment condition developed a positive self con- 
cept when compared to the control group. No “- 
spin off” effect was reflected in academic im- 
provement. Though such a goal was not included, 
it was also found that patients involved with the 
delinquents improved more on pre-selected 
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behaviors than did a control group of patients. 
(TL) 
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This issue indexes 1452 entries with annota- 

tions drawn from the literature of the counseling 
and personnel services field. Entries include 
ERIC documents, dissertations, journal articles, 
and books. Information for obtaining the original 
document is given with each entry. The entries 
are cross-referenced in a subject index and 
author index. Materials in this issue are drawn 
from those made available during the time period 
of July through December, 1970. (JM) 
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This paper presents an R & D planning system 

(RDPS) that consists of (1) a multistage model 

for formulating projects and (2) a “reward” 

model for selecting projects. The system is based 
on a combination of decisionmaking and opera- 
tions research approaches. Using the system con- 
cept, the R & D process is defined in three inter- 
related terms -- mission, goals, and objectives -- 
that serve as the radix for generating projects in 
multistages. The project selection model is used 
to select projects that maximize expected total 

“reward” within budgetary limitations. The 

proposed RDPS can be used to concentrate and 

coordinate research and development activities. 

(Author) 
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Empirical work in industrial research organiza- 
tions has provided data to describe researcher 
behavior during innovation. Based on these data, 
the role of information during idea creation and 
submission is described. A model of a manage- 


ment information system, consistent with and 
supportive of researcher behavior, is structured to 
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speech emphasizes Florida’s progress in 
school Pe wad while exposing a number of their 
still unsolved educational planning problems. 
Among these problems are those of ti) pupil 

analysis within the school district 

when considerations have to be made concerning 
whether to add to or remodel existing schools, or 
to construct new ones; (2) land use studies that 
will permit effective dealing with population “v4 
bility; and (3) administrative 
por ey barge a a 
of space. Alternative forms of space utilization 
such as open plan schools, community schools, 
and flexibility of design are suggested. The im- 
pact of bond issue failures on school buildi 
programs concludes the presentation. (MLF) 
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Univ. R h Corp., N.Y. Educational 
"Policy Research Center, Syracuse, N.Y. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/CE), 
Washington, D.C. 

Bureau No—BR-7-0996 

Pub Date 28 Feb 69 

Contract—OEC-1-7-070996-4253 

Note—202p. 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—Computers, Educational Planning, 
*Educational- Policy, Expectation, Methodolo- 
gy, Personnel, *Personnel Selection, *Program 
Development, *Research and Development 
Centers, *Research Projects 

Identifiers— Delphi Method 
From 1968 to 1969 the EPRC focused on: staff 

development, definition of a specific research 

program, and development of methods to deal 
with educational policy issues in the context of 
longrange futures. The research program of the 
center is organized around educational futures 
and policy planning. Specific methods include 

Delphi techniques, goal analysis, cross-impact 

matrix, and other forecasting methods. Appen- 

dixes present some relevant materials from the 
rg (Some graphs may reproduce poorly.) 

(RA) 
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California Association of School Business Offi- 
cials, San Diego. Imperial Section. 

Pub Date Apr 70 

Note—3ip.; Study prepared for California As- 
sociation of School Business Officials State 
Conference. (Sacramento, California, April, 
1970) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Administrative Personnel, Com- 
puter Oriented Programs, Computers, *Educa- 
tional Administration, Educational Equipment, 
*Electronic Data Processing, *Facility Invento- 
ry, Information Processing, Purchasing, 
*Recordkeeping, Records (Forms), School Ac- 
counting 
Electronic data processing provides a fast and 

accurate system for handling large volumes of 

routine data. If properly employed, computers 

can perform myriad functions for purchasing 

operations, including purchase order writing; 

equipment inventory control; vendor inventory; 
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Note—72p. 

Available from—J. B. White, Executive Secreta- 
ry, Florida Educational Research & Develop- 
ment Council, Coll. of Education, Univ. of 
Florida, Gainesville, Florida 32601. ($2.00, 


Utilization, *Systems A; 
Identifiers—ESEA Title 

This pamphlet surveys the research and litera- 
ture dealing with the identification and use of or- 
ganized knowledge in educational systems. Focus- 
ing on curriculum development and — i the 
document discusses curriculum pee corto 
projects in four fields: (1) physical oe 
sciences, (2) mathematics, (3) social studies, and 
(4) English. An extensive bibliography is in- 
cluded. Research for this review was funded 
under ESEA Title Ill. Related documents are EA 
003 420, 421, 422, 423, 424, and 425. (LLR) 
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Breivogel, William F. 

Project Ideals: Resources for Learning (Area E). 

Florida Educational Research and Development 
Council, Gainesville.; Pinellas County District 
School Board, Clearwater, Fla. 

Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D 
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Report No—DPSC-68-6664 

Pub Date 69 

Grant—OEG-4-8-066640-0066-056 

Note—114p. 

Available from—J. B. White, Executive Secreta- 
ty, Florida Educational Research & Develop- 
ment Council, Coll. of Education, Univ. of 
Florida, Gainesville, Florida 32601. ($2.00, 
quantity discount) 

Not Available from EDRS. 

Descriptors—Bibliographies, Closed Circuit 
Television, Educational Equipment, *Educa- 
tional Resources, *Equipment Utilization, In- 
structional Films, *Instructional Media, Instruc- 
tional Technology, Instructional Television, 
Literature Reviews, *Media Research, 
*Research Reviews (Publications) 

Identifiers—ESEA Title 
This pamphlet es the research and litera- 

ture concerned with instructional media. In addi- 

tion to reporting on research projects, case stu- 
dies, and the professional judgment of media ex- 
perts, the document criticizes research techniques 
used in various reports and studies. An extensive 
bibliography is included. Research for this review 
was funded under ESEA Title III. Related docu- 
ments are EA 003 419, 421, 422, 423, 424, and 
425. (LLR) 
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Spons Agency—Bureau of Elementary and 
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ton, D.C. 

Report No—DPSC-68-6664 

Pub Date 69 

Grant—OEG-4-8-066640-0066-056 





zp 7 WSTM REV2QSEESEeBBeE = 


> Zo OZ 


-_ 


Ee —————— Le. UL. le oe ae 











on , Oe B. White, Executive Secreta- 
ry, Florida Educational Research & Develop- 
ment Council, Coll. of Education, Univ. of 
Florida, Gainesville, Florida 32601. ($2.00, 
quantity discount) 
cay coment og ~ sag ll eae 
Descriptors— Bibliograph' Class xii 
Scheduling, *Group Instruction, Horizontal Or- 
ganization, Independent Study, *Individualized 


Identifiers—ESEA Title II] 
B...- pamphlet surveys the research and litera- 
with school organizational plans 
pa their effects on learning. Focusing on vertical 
and horizontal organization and scheduling, this 
document lists 10 guidelines to improve organiza- 
tion for instruction and discusses exemplary prac- 
tices and plans. An extensive bibliography is in- 
Research for this review was funded 
under ESEA Title III. Related documents are EA 
003 419, 420, 422, 423, 424, and 425. (LLR) 


EA 003 422 


Florida Educational Research and Development 
Council, Gainesville.; Pinellas County District 
Schoo! Board, Clearwater, Fla. 

Spons Agency—Bureau of Elementary and 

Education (DHEW/OE), Washing- 


Grant—OEG-4-8-066640-0066-056 

Note—70p. 

Available from—J. B. White, Executive Secreta- 
ry, Florida Educational Research & Develop- 
ment Council, Coll. of Education, Univ. of 
Florida, Gainesville, Florida 32601. ($2.00, 
quantity discount) 

Document Not Available from EDRS. 

Descriptors—Accelerated Programs, Accelera- 
tion, Bibliographies, *Continuous Learning, 
Continuous Progress Plan, *Curriculum Design, 
Curriculum Research, Dropout Research, Edu- 
cational Retardation, Grade Organization, *In- 
dividualized Instruction, Literature Reviews, 
Nongraded System, *Research Reviews (Publi- 
cations), School Organization, *Teaching 
Methods 

Identifiers—ESEA Title III 
This pamphlet surveys the research and litera- 

ture concerned with the effects of curriculum and 

instructional practices on pupil progress. Specific 
topics include (1) student grade acceleration and 

retardation, and elimination from school; (2) 

graded vs nongraded curriculum and school or- 

ganization; (3) teaching and curriculum practices 
for individualized instruction and continuous 
learner progress; (4) exemplary practices and 
plans; and (5) guidelines for continuous learner 
progress. An extensive bibliography is included. 

Research for this review was funded under ESEA 

Title Ill. Related documents are EA 003 419, 

420, 421, 423, 424, and 425. (LLR) 
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Florida Educational Research and Development 
Council, Gainesville.; Pinellas County District 
School Board, Clearwater, Fla. 

Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 

Report No—DPSC-68-6664 

Pub Date 69 

ee ene 

e— 100p. 

Available from—J. B. White, Executive Secreta- 
ry, Florida Educational Research & Develop- 
ment Council, Coll. of Education, Univ. of 
Florida, Gainesville, Florida 32601. ($2.00, 
quantity discount) 

Not Available from EDRS. 

Descriptors— Bibliographies, *Differentiated 


Staffs, *Inservice Teacher Education, *Interac- 
tion Process Analysis, Literature Reviews, 
Paraprofessional School Personnel, *Research 
Reviews (Publications), Staff Utilization, 
Teacher Aides, Teacher Certification, Teacher 
Selection, *Team Teaching 

Kdentifiers—ESEA Title Il] 


This pamphlet surveys the research and litera- 
ture concerned with (1) differentiated staffing, 
(2) paraprofessional school personnel, (3) inser- 
vice education, (4) team teaching, (5) teacher 
selection, (6) interaction analysis, and (7) 
teacher certification. Extensive bibliographies are 
presented for each topic. Research for this review 
was funded under ESEA Title III. Related docu- 
ments are EA 003 419, 420, 421, 422, 424, and 
425. (LLR) 
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Project Ideals: Special Services of the School Dis- 
trict (Area I). 

Florida Educational Research and Development 
Council, Gainesville.; Pinellas County District 
School Board, Clearwater, Fla. 

Spons Agency—Bureau of Elementary and 
egy ag Education (DHEW/OE), Washing- 
ton, D.C. 

Report No—DPSC-68-6664 

Pub Date 69 

Grant—OEG-4-8-066640-0066-056 

Note—75p. 

Available from—J. B. White, Executive Secreta- 
ry, Florida Educational Research & Develop- 
ment Council, Coll. of Education, Univ. of 
Florida, Gainesville, Florida 32601. ($2.00, 
quantity discount) 

Document Not Available from EDRS. 

Descriptors— Bibliographies, Bus Transportation, 

Educational 


Relationship, Sc! Design, 

School Health Services, cee Services 
Identifiers—ESEA Title Il 

This pamphlet surveys the research and litera- 
ture concerned with such local school district ser- 
vices as school plant planning and services, 
school community communication, school food 
services, school rtation services, and 
research and evaluation services. A series of 
generalizations is listed for each topic based on 
information reported in the literature. An exten- 
sive bibliography is included. Research for this 
review was funded under ESEA Title III. Related 
documents are EA 003 419, 420, 421, 422, 423, 
and 425. (LLR) 
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Descriptors—* Administrative Organization, 
Bibliographies, Boards of Education, *Citizen 
Participation, Educational Parks, Extended 
School Day, *Extended School Year, Litera- 
ture Reviews, Models, *Research Reviews 
(Publications), School Organization, Superin- 
tendents, *Urban Schools 

Identifiers—ESEA Title III 
This pamphlet surveys the research and litera- 

ture concerned with the effectiveness of different 

types of administrative organizations and the 
problems of articulation among different schools. 

Discussions and bibliographies are presented for 

the following topics: (1) the extended school year 

and day, (2) educational parks, (3) alternative 
organization models for urban schools, (4) or- 
ganization of the superintendent and board of 
education, and (5) organizing for effective citizen 
participation. Research for this review was 
funded under ESEA Title Ill. Related documents 
are EA 003 419, 420, 421, 422, 423, and 424. 
(LLR) 
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Between Teachers and School Boards. 
Pub Date 4 Feb 71 


Note—20p.; Paper presented at American Educa- 
tional Research Association Annual Meeting 
(55th, New York, New York, February 4-7, 
1971) 


Director 
District, Bower Hill Rd. at Moffett St., Pitt 
sburgh, Pennsylvania 15243 (Free) 

EDRS Price MF-$0.65 HC Not Available from 


EDRS. 
—*Collective Negotiation, *Conflict 


*Models, 
*Negotiation Agreements, Speeches 
This paper uses a formulation involving con- 
— of pure, mixed, and mutual accommodation 
The formulation 


crue as a result of bargaining over numerically 
based pure bargaining issues. The formulation 
was tested in a case study 


into the collective negotiations process. (Author) 
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Pub Date 4 Feb 71 
Note—20p.; Paper presented at American Educa- 
tional Research Association Annual Meeting. 
= New York, New York, February 4-7, 
) 
EDRS Price MF-$0.65 HC-$3.29 
g, Communication Skills, 
*Educational Planning, Motivation, Objectives, 
Organization, *Organizational Change, *Or- 
ganizational Climate, *Participant Involvement, 
Planning, Programing, Resource Allocations, 
Speeches, Systems Approach 
ae Programming Budgeting 
Systems, PPBS 
Current practices of p 
budgeting systems in educational “organizations 
have been criticized because they impose objec- 
tives, emphasize hierarchical control, and foster 
unproductive climates. A new method, organiza- 
tional development, makes effective use of 
human behavior and when used with PPBS could 
provide an efficient system for educational 
planning. PPB methods combined with organiza- 
tional development treat humans as a resource, 
and one of the first objectives is to improve com- 
munication skills and channels so that all mem- 
bers can participate in decisionmaking. Such par- 
ticipation decentralizes hierarchical control, al- 
lowing participants to set goals; and it maintains 
the proper motivational climate. A related docu- 
ment is EA 003 241. (RA) 
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Pub Date 22 Feb 71 
Note—10p.; bry presented at American As- 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Educational Finance, *Equal Edu- 
cation, Equalization Aid, *Federal Aid, 
*Federal Programs, *Financial Policy 
Identifiers— Federal Foundation 
This report discusses several kinds of Federal 
aid to education and decides that a Federal foun- 
dation program is the best type. Arguments in 
favor of such a program are that (1) contempora- 
ry societal problems require a national policy (in- 
cluding a federally financed education program), 
(2) equity of financial responsibility for the edu- 
cational system among individuals is best assured 
through a Federal program supported by a 
Federal tax system, (3) inequities among States in 





24 Document Resumes 


financial ability and effort can best be removed 
by such a program, (4) the economic well-being 
of the age rg a ec eeu cy 
education afforded by a foundation program, and 

(5) a more educational financing 
system will develop as a result. (JF) 
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Pub Date 21 Feb 71 
Note—13p.; Paper presented at American As- 
sociation of School Administrators Annual 
Convention. (103rd, Atlantic City, New Jersey, 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Administrative Personnel, Com- 
puter Science, Educational Objectives, In- 
dividualized Instruction, *Information 
Processing, *Management Education, Man- 
power Needs, *Public Education, Speeches, 
*Technological Advancement 
Because technically oriented nations are spend- 
ing billions of dollars on research and develop- 
ment, by 1980 school administrators will be 
operating in a society saturated with new infor- 
mation and devices to handle it (i.e., computer- 
based terminals in homes, offices, and schools 
hooked up to telephones, videos, and radios). 
However, the pressing need for professional and 
technical talent to man the information devices 
will remain to be satisfied. Through professional 
management training, educational leadership 
must master the new management techniques and 
apply them to education. (Author) 
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University Educational Administration Program. 
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Orga: 
Pub Date Feb 71 
Note—S5p.; Paper presented at American Associa- 
tion of School Administrators Annual Conven- 
tion. (103rd, Atlantic City, New Jersey, 
February 20-24, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Decision Making Skills, *Educa- 
tional Administration, Interpersonal Relation- 
ship, *Management Development, *Manage- 
ment Education, *Organizational Change, Par- 
ticipant Involvement, \. Sensitivity Training, 
*Simulation, Small Group Instruction, Team 
Training 
This report describes self-administered exer- 
cises on management and organizational develop- 
ment that emphasize a participative approach in 
small groups. The Program of Exercises (PEX), 
an integrated set of exercises, incorporates case 
study, role playing, programed instruction, and 
sensitivity training. The training provides a series 
of experiences relevant to personal growth, team 
building, and organizational development. PEX 
icipants have possessed wide ranges of work 
and cultural backgrounds. (Author/JF) 
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Dolce, Carl J. 
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Note—10p.; Paper presented at American As- 
sociation of School Administrators Annual 
Convention, (103rd, Atlantic City, New Jersey, 
February 20-24, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Administrative Personnel, Ad- 
ministrator Responsibility, Clothing, *Court 
ee. Elementary School Students, 
of S h, Religious Factors, *School 
Lew, Secondary School Students, Speeches 
Identifiers— Dress Codes, Due Process, *Student 
Responsibility, Student Rights 
This report discusses factors that lead to wide 
disagreement among educators about proper 
definitions of student rights and responsibilities. 
These factors include (1) the particular era in 
which a definition is formulated, (2) the role per- 
spectives, (3) the values held, (4) the anticipated 
consequences, and (5) the implicit concepts held 
concerning the nature of education. The author 
calls for an expansion of student rights balanced 
against institutional (societal) needs. He argues 
that students should have the rights to (1) free 
expression of their religious, political, and/or 





pies ye ance beliefs, (2) wide latitude in per- 
a enane appearance, and (3) due process. 
(JF) 
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Derr, C. Brooklyn 
Adaptation to Forces for Change 
in a Big City School System. A Draft. 
Pub Date 1 Feb 71 
Note—27p.; Paper presented at American Educa- 
tional Research Association Annual Meeti 
—_ New York, New York, February 4-7, 
1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Administrative Organization, Edu- 
cational Research, *Environmental Influences, 
tion, *Organizational Change, Social 
Factors, Speeches, *Urban Environment, *Ur- 
ban Schools 
This report on the relationship of a complex 
organization (such as a big-city school system) to 
its environment critiques the theory and method 
developed by Paul R. Lawrence and Jay W. 
Lorsch for analyzing this relationship. To test 
their approach to organizational analysis, the 
author conducted a research project in a large 
urban school system. One of the weaknesses of 
the Lawrence and Lorsch approach is that it fails 
to provide urban educators with data concerning 
which external organizations threaten their sur- 
vival as an organization, which groups have the 
resources to help or hurt them, and what major 
forces in the environment could change the 
present direction of the city school system. 
Furthermore, the Lawrence and Lorsch approach 
speaks indirectly to major policy questions such 
as decentralization. From this exploratory study 
has emerged a number of testable hypotheses for 
future studies, (JF) 


Pub Date Feb 71 
Note—Ilp.; Paper presented at American As- 
sociation of School Administrators Annual 
Convention (103rd, Atlantic City, New Jersey, 
February 20-24, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Boards of Education, Federal 
Legislation, ‘*Leadership, ‘Political Issues, 
*Political Power, *School Superintendents, 
*Social Change, Speeches, State Departments 
of Education, State Legislation 
This speech examines political activities rele- 
vant to school administration on local, State, and 
national levels. Superintendents are (1) cautioned 
to pay heed to the local political power situation 
and to approach the problem deliberately, (2) ad- 
vised to activate their State association of school 
administrators and acquaint it with State officials 
whose help may be necessary, and (3) urged to 
know their representatives in Congress and to 
contact them only after they themselves have 
become fully appraised of the situation. (MLF) 
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Note—12p.; Paper presented at American As- 
sociation of School Administrators Annual 
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Descriptors—Activism, *Administrator Role, 
Bond Issues, *Educational Change, *Educa- 
tional Quality, *Federal Aid, Financial Support, 
Leadership, Leadership Responsibility, 
Speeches 

Identifiers—* Educational Reform, Student Rights 
This report discusses the crisis facing American 

education, comprised of professional unrest, stu- 
dent disruption and dissatisfaction, irrelevant cur- 
ricula, financial distress, and need for reform. 
The resolution of this crisis depends on the 
creativity and courage of American educators. 
Changes could be brought about by an en- 
lightened educational leadership that would bring 
together the thinkers, doers, gradual reformers, 
and radical reformers. Educational leadership 
must, among other things, continue agitation for 
increased Federal funds. (JF 
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Administrative Reaction to Student Disruption. 


Pub Date 23 Feb 71 

resign Paper presented at American Associa. 
tion of School Administrators Annual Convep. 
tion. (103rd, Atlantic City, New Jersey, 
Ao pearil 20-24, 1971) : 

EDRS Price MF-$0.65 HC-$3.29 

Descri * Activi *Administrative Person. 
nel, “* Administrator Responsibility, Simulation 
a *Student Alienation, *Student Par. 


This coc discusses appropriate preventive 
measures for and proper reaction to student 
disruptions. While admitting that there is no hard 
and fast aes the author cautions agains 
o ing to disruptions and encourages a 
positive approach in using student involvement to 
improve the educational effort. The report 
emphasizes that an administrator should listen to 
and become involved with students in an Ongoing 
interchange of ideas on procedures and 
The author also recommends the simulation of 
school disruption as a technique for planning the 
course of action necessary for a particular situa. 








Pub Date Feb 71 
Note—12p.; Paper presented at American As- 
sociation of School Administrators Annual 
Convention. (103rd, Atlantic City, New Jersey, 
February 20-24, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Administrator Evaluation, *Ad- 
ministrator Qualifications, * Administrator Role, 
*Administrator Selection, *Evaluation Criteria, 
Leadership Responsibility, Performance Fac- 
tors, Professional Recognition, Role Percep- 
tion, School Superintendents, Speeches 
This document discusses some of the problems 
in and offers suggestions for the implementation 
of administrator evaluation. The author believes 
that a set of criteria for functions defined in 
behavioral terms is necessary for an evaluation of 
administrative performance and emphasizes that 
these criteria should be utilized at the time a 
potential administrator applies to graduate school 
and again when he applies for an administrative 
position. A plan is proposed for the establishment 
of a National Commission for the Evaluation of 
Administrative Performance in Education, which 
involves the collaboration of school board mem- 
bers, superintendents, and professors of educa- 
tional administration in nominating commission 
members. (Author/MLF) 
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Descriptors—*Activism, *Administrative Person- 
nel, Administrator Responsibility, Clothing, 
Elementary School Students, *Federal Court 
Litigation, Freedom of Speech, Religious Fac- 
tors, *School Law, Secondary School Students 

Identifiers—Dress Codes, Due Process, *Student 
Rights 
This report reviews legel problems related to 

students’ rights by discussing the results of legal 
disputes involving primary and secondary student 
challenges to school district rules, regulations, 
and policies. The study is concerned solely with 
controversies involving Federal issues that have 
been heard by Federal courts. A summary of ap- 
parent trends and Federal judiciary decisions per- 
taining to student rights is found at the end of 
each chapter. (JF) 
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sstors—Educational Accountability, *Edu- 
~ cational Equality, *Educational Finance, Ex- 
penditure Per Student, *Governance, Political 
Influences, *School Taxes, Speeches, *State 





fee paper discusses four arguments for full 
State funding of schools: (1) the State is the logi- 
cal and legal governmental unit to guarantee 
educational opportunity and program 
adequacy, (2) the State can command revenues 
through a variety of taxes whereby districts are 
limited to property taxes, (3) students 

in sparsely settled schoo! districts and those of 
low socioeconomic levels would receive better 
of curricular offerings, and (4) efficien- 

cy and economy in the collection and distribution 
of tax revenues would eliminate the numerous 
and assessment offices at local levels. 

ACsr pointing out several administrative weak- 
ness) in these arguments, the author concludes 
that uw “*7 «of full State funding has not yet 
come of age. (Author/JF) 
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tion of Elementi School Principals Annual 
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Descriptors— Administrative Problems, Case Stu- 
dies (Education), *Elementary Schools, Enroll- 
ment Trends, Evaluation, *School Schedules, 
+S Utilization, Speeches, *Year Round 
Schools 

Identifiers—*Frances Howell School District, 
Missouri 
This address describes how one school district 

overcame the problems of too many students for 
the available classroom space and of insufficient 
funds to provide additional classrooms. In one 
school a year-round program for students in 
grades one through six was proposed and sup- 
ported by parents and teachers. A school calen- 
dar was established that required students to at- 
tend school during four 9-week sessions and pro- 
vided a 3-week vacation after each 9-week ses- 
sion. Teachers and other school personnel were 
allowed one day following each session to 
prepare for the next cycle of students. The calen- 
dar also observed the same holidays and vaca- 
tions, September-May, that were observed by all 
other schools in the district. Some of the 
problems encountered in the program since its in- 
ception in July 1969 and the solutions thereto are 
presented and discussed. (MLF/Author) 
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The school administrator should assure that 

every child, upon leaving school, is prepared 
either to take a decent job, to go on to further 
occupational education, or to go to college. Any 
feasible national policy for meeting present and 
future mengeene needs must presuppose a major 
overhaul of our total structure of education. Only 
one in four high school students today will have 
any kind of occupational education, and scarcely 
one in ten will leave high school with entry-level 
skills in any occupation. New Federal legislation 
is being proposed that would increase emphasis 
on postsecondary occupational education while 
holding out Federal inducements to elementary 
and secondary schools for putting occupational 
orientation, counseling, and preparation (includ- 
ing placement) on the same footing with tradi- 
tional academic preparation. (Author) 
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This report describes a multivariate analysis 
technique that approaches the problems of edu- 
cational production function analysis by (1) using 
comparable measures of output across large ex- 
periments, (2) accounting systematically for dif- 
ferences in socioeconomic background, and (3) 
treating the school as a complete system in which 
different experiments can be related to each 
other. Multivariate analysis provides (1) a useful 
perspective for o: izing educational research, 
(2) an accurate information source for describing 
American education, and (3) a framework for 
planning future research. Included in this paper 
are a review and an annotated listing of various 
multivariate studies, some implications of mul- 
tivariate analysis for future research, and a list of 
31 references. (Author/LLR) 
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Washington Univ., Seattle. Bureau of School Ser- 
vice and Research. 

Pub Date 70 
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Principal Evaluation Inventory 

Available from—Bureau of School Service and 
Research, 126 Lewis Annex, Univ. of W - 
ton, Seattle 98105. (Specimen set: $1.00; 
WPEI forms $.25 each. Complete data analysis, 


The Washington Prin 
provides a measure of principal effectiveness. Not 
only does the inventory yield a total measure of 
overall principal effectiveness, but also meaning- 
ful scores for each of seven dimensions of ad- 
ministrator behavior. The inventory consists of 64 
statements of principal behavior on which 
teachers and fellow administrators make 
judgments concerning the extent to which the 
principal fulfills his responsibility. A sample in- 
ventory and a scoring key are included. 


(Author/RA) 
ED 050 459 - EA 003 459 
Teacher Tenure and Contracts. A Summary of 


Series. 
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Pub Date 71 

Note—96p. 

Available from—Publications Sales Section, Na- 
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EDRS Price MF-$0.65 HC Not Available 
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This report contains a State-by-State summary 

of statutory tenure provisions for teachers and 

other school personnel. In those States where 
tenure legislation is not statewide, or where no 
tenure laws have yet been passed, other statutory 
provisions that bear on the duration of employ- 
ment have been summarized. All reported enact- 
ments through September 30, 1970 are included, 
and citations to appropriate State codes are 
given. A tabular listing psu the type of tenure 
and contract provisions in effect in each State. 


(JF) 
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tional Finance, Expenditures, *Human Capital, 
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* 


‘Speeches : 

This conference paper analyzes educational 
finance from the standpoint of human capital, 
noting the external economic and social benefits 
that result from educational expenditures. A case 
is made for publicly sponsored adjustments to the 
market mechanism to insure an optimum alloca- 
tion of educational resources. (LLR) 
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The significance of a planning-progr g: 
budgeting system for educational use lies in its 
ability to improve educational amg and cost 
effectiveness. As part of the Western New York 
PPBS project, a model for implementing PPBS in 
districts of fewer than 25,000 students was 
devel and tested. The completed model con- 
sists of three components: planning, programing, 
and budgeting. This document reports on the four 
elements in the programing component: (1) pro- 
gram structure, the framework designed to 
achieve educational objectives; (2) 
criteria, the measures of effectiveness of stated 
programs; (3) feedback mechanisms, the 
procedures to faeilitate information return on 
costs and attainment of objectives; and (4) mul- 
tiyear cost, the techniques to facilitate forecasting 

future educational needs. (RA) 
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grams, *Management Education, *Principals, 
Speeches 
Identifiers—Career Development, Upper Marl- 

boro Maryland 

This speech outlines a local elementary prin- 
cipals association’s innovative program of career 
development for elementary school principals. 
This program consisted of three elements: (1) 
human relations skills, (2) management training, 
and (3) internships. The program’s uniqueness 
centered around its longrange training projections 
for currently employed or newly appointed prin- 
cipals, and for future appointees on a continuing 
basis. (LLR) 
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ministrator Characteristics, Change Agents, 
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Organization, Organizational Change, *Or- 
ganizational Climate, Principals, Speeches 
The objective of this research was to determine 

the relationships between organizational climate 
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and innovativeness. Investigators used the Or- 
ganizational Climate Descriptive Questionnaire to 
determine the organizational climate for 24 Ohio 
school districts. An open climate is defined as 
one in which there is attention to both task 
achievement and social » Whereas in a 
closed climate members receive little satisfaction 
from either. Findings indicate that innovative dis- 
tricts foster the open climate whereas noninnova- 
tive districts are characterized by the closed. Im- 
plications for the role of the principal as a change 
agent are also given. (RA) 
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Values, *Student Centered Curriculum 
Current educational phi jes stress the 
need to personalize education. Emphasis must be 
placed on the needs and interests of individuals, 
and curricula must be constructed to enable stu- 
dents to actualize their own potentialities. The 
humanizing curriculum centers on the student, 
and the teacher helps to plan, guide, and evaluate 
the individual rather than to transmit selected 
facts. Four types of humanizing curricula are 
being introduced that differ primarily in their 
view of the centrality of man in his relations with 
his environment. One type emphasizes humanities 
instruction, while the other three conceive of 
man as (1) a social creature, (2) a unique in- 
dividual, and (3) an_ introspective analyst. 
(Author/RA) 
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Students are clients of the educational system, 
but traditionally have had little voice in decision- 
making about the services they receive. Students 
are now demanding greater involvement, and ad- 
ministrators have tried a number of programs 
designed for student participation, generally with 
success. Some examples of successful programs 
are (1) student centers that provide a focus on 
students and serve to improve relations with stu- 
dents, (2) inclusion of students on deliberative 
and decisionmaking bodies to encourage greater 
communication and understanding between staff 
and students, and (3) involvement of students in 
producing innovative educational programs and 
services that better meet the needs and interests 
of students. (RA) 
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present a variety of materials developed during 
a a A related document is ED 023 914. 
(RA) 
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This document describes the efforts of program 

administrators to implement an organic curricu- 

lum in the elementary and secondary schools of 

Bloomfield Hills, Michigan. The chief program 

administrator coordinated curriculum design and 

implementation under the continuous progress 

plan, selected and evaluated instructional materi- 

als, and established communication with the com- 

munity. Organic curriculum is a learner- rather 

than a teacher-centered course of study utilizing 

learning packages specifying behavioral objec- 

tives. Appendixes present a variety of related pro- 

ject materials. (RA) 
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Identifiers—Community Needs, Ohio Youth 
Commission, Societal Needs 
This document describes the present activities 
of and recommends improvements for the Ohio 
Youth Commission, an organization designed to 
provide treatment and rehabilitative services for 
socially deviant youths. (LLR) 
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This pamphlet advocates air conditioning to 
improve educational productivity. The ph 


learning. The necessity and economy of oir date 
tioning for schools with large open-space 

areas and for those with year-round usage ig 
emphasized. Air conditioning as part of a school’s 
modernization process is also discussed. (MLF) 
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Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
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Descriptors—Community Action, Continuous 
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tion, Vocational Education 
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A model organization of the State educational 
structure is proposed and specific suggestions are 
made concerning State-local governance, financ- 
ing plant operation, and construction of job 
descriptions for certain key functions. Recom- 
mendations for implementation of the program 
are: (1) individualized instruction and early child- 
hood education, (2) basic occupational orienta- 
tion from which students can make critical voca- 
tional decisions, (3) vocational programs suitable 
to the needs and talents of all students, (4) provi- 
sion for and encouragement of lifelong education 
and reeducation, (5) involvement of students in 
community action, (6) schools to serve as agen- 
cies for social programs that affect students and 
communities, and (7) efficiency in meeting these 
goals. The consulting firm preparing the report 
was assisted by Mr. Joseph M. Cronin and As- 
sociates of Harvard University. Tables, maps, 
charts, and diagrams serve to elaborate the text. 
(Portions of the seven maps may reproduce 
poorly because of poor contrast.) (Author/MLF) 
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Identifiers—Homer New York 
This survey takes into consideration population 
growth, past enrollments, and resident live births 
in its projection of school district building needs. 
The existing facilities -- two elementary schools, 
an intermediate school, and a junior-senior high 
school -- are examined and the functional capaci- 
ty of each building determined. Recommenda- 
tions are made for (1) reorganizing usage and the 
remodeling of existing school buildings, and (2) 
site acquisition and construction of a new build- 
to house 1,000 students. Costs of the sug- 
gested remodeling and the new construction are 
roughly estimated. The amounts of State aid and 
local taxation necessary to complete the project 
are estimated, and a timetable for action is 
proposed. Tables, charts, maps, and floor plans 
accompany the text. (MLF) 
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tribution, Student Transportation, Team 
‘eac! 
sees tani Harbor Michigan 
This report focuses on the structure of the dis- 
trict, criteria for and educational 
research data that provide background for impli- 
cations for change. The report makes five recom- 
mendations: (1) reorganize the school structure 
to early childhood (ages 3-7), elementary (ages 
8-10), middle school (ages 11-13), and high 
school (ages 14-17); (2) construct a new senior 
high school for 3,000 students; (3) add to and 
remodel some of the existing schools; (4) 
establish a central kitchen and provide food ser- 
vice to every school; and (5) establish a central 
administrative center to serve the entire district. 
Tables, maps, charts, photographs, and floor 
plans accompany the text. (MLF) 
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New Jersey 
This document describes the efforts of program 
administrators to implement an organic curricu- 
lum in the Willingboro, New Jersey, public 
schools. Major activities included inservice pro- 
grams to train teachers and administrators to 
write behavioral objectives, and implementation 
and modification of learning packages. Organic 
curriculum is a learner- rather than a teacher- 
centered course of study utilizing learning 
packages specifying behavioral objectives. Appen- 
dixes present a variety of project related materi- 
als. (RA) 
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Two studies by ESB staff are used to compare 

actual and potential dropouts; data from these 

studies are reflected in 43 tables. Some school 
program recommendations are made as a result 
of the studies: (1) research for identifying actual 

and potential dropouts and for developing a 

dropout profile, (2) pupil remedial education 

programs, (3) remedial education programs 
adapted for dropouts, (4) special occupational 
curriculum orientation programs, (5) centers for 
learning and living enrichment, (6) inservice 
teacher education programs, (7) principals’ ad- 
ministrative leadership seminars, and (8) employ- 
ment surveys. The purposes of these programs 
and the procedures to initiate them in school dis- 
tricts are described. (Author/MLF) 
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tempt to raise the quality of school buildings 
without raising the cost of building them. Educa- 
tional changes have required new sets of spaces 
in schoolhouses, whose specifications could only 
be met by changes in building technology and in 
construction management. This triumvirate of 
change emerged in the form of the systems ap- 
proach to school construction, which necessitates 
an improvement in building technology, but de- 
mands a revolution in management techniques. 
Five cases of school construction using the 
systems approach are presented to acquaint edu- 
cationists with the advantages of systems applica- 
tions. (Author/RA) 
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PERT 
Network-based management procedures serve 

as valuable aids in organizational management, 

achievement of objectives, problem solving, and 
decisionmaking. Network techniques especially 
applicable to educational management systems 
are the program evaluation and review technique 

(PERT) and the critical path method (CPM). 

Other network charting techniques are (1) line of 

balance charts, (2) Gantt bar charts, (3) 

milestone charts, and (4) flowcharts. Research 

for this project was provided by an ESEA Title Ill 

grant. (Author/RA) 
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Resource acquisition is a a process active 

in all social organizations. relative success of 

organizational resource mobilization determines 
whose goals and values will be met. Several fac- 
tors impinge on resource mobilization, including 
suborganizational levels, technological sophistica- 
tion, professionalization, and ee oes En- 
vironmental factors include dispersion, quantity, 
and stability of resource suppliers. Budgeting and 
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was funded under a Title TH grant. (Author/RA) 
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Support 
Identifiers—ESEA Title III, Operation PEP 

This document, prepared by consultants of 
Operation PEP, consists of two separate parts. 
The first discusses relevant aspects of county 
school service fund budgeting; the second, the 
preparation and approval of school district 
budgets. The principal referent for discussion in 
both cases is the budgetary requirements of edu- 
cational agencies in California. Research for this 
project was provided by an ESEA Title Ill grant. 
(Author) 
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Memory, *Perception, Problem Solvin: 

Identifiers—ESEA iy Ill, Operation PEP 
This profile of significant research findings 

comprises a framework for analyzing and synthes- 

izing information on the cognitive development of 
children. The variables used to systematize the 
literature search were: perception; motor 
development, language; conceptual activity; and 
learning, memory, and problem solving. The 
findings are arranged according to these variables 
by age group and include author citations, the 
classification of research as empirical or theoreti- 

cal, and the identification of source as prime or a 

review article. A final bibliography provides 

complete citations. (MLF) 
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Indicators, Social Reports = Social Ac- 
counts: Toward the of Society. 

Operation PEP, Burlingame, Calif.; San Mateo 
pase Superintendent of Schools, Redwood 

ity, C 

Spons jst of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 

Report No—DPSC-67-4410; ESEA-Title-3 

Pub Date Mar 70 

Note—39p. 

Available from—San Mateo County Office of 
Education, Redwood City, California 94063 
($.50) 

EDRS Price MF-$0.65 HC-$3.29 
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Descrip A d Bibliographies, 
Economic Research, Government’ Role, 
*Management, “Policy Formation, Social 

Social Planning, Social Problems, 





Identifiers—ESEA Title Ill, Futurism, Social Ac- 

counting, Social Reporting 

This report examines the origins and implica- 
tions of social reporting and accounting and 
defines the problems related to finding measura- 
ble indicators of social change. The development 
of scholarly and governmental interest in these 
concepts and the interest in the conceptual dif- 
ferences among approaches on how to manage 
society are discussed. In general, social reporting 
and accounting functions consist of (1) assess- 
ment of the state and the performance of society, 
(2) anticipation of future crisis situations, (3) in- 
dication of control mechanisms, and (4) guidance 
of social knowledge. Discussed are some of the 
approaches -- the analysis of trends, national goal 
analysis, futurism, the new political economy, and 
systems theory -- that constitute a base of con- 
cepts, models, and methodologies for the 
development of social reports and accounts 
systems. An annotated bibliography of selected 
readings is included. (Author/MLF) 
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Warner, David C. 

A Brief History and Analysis of Budgeting as a 
Tool of Allocation. 

Operation PEP, Burlingame, Calif.; San Mateo 
County Superintendent of Schools, Redwood 
City, Calif. 

Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 

Report No—DPSC-67-4410 

Pub Date Mar 70 

Note—5 Ip. 

Available from—Mrs. Elaine Barnes, Director of 
Education, San Mateo County Office of Educa- 
tion, 590 Hamilton St., Redwood City, Califor- 
nia 94063 ($.50) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Budgeting, *Cost Effectiveness, 
*Federal Government, Government Role, 
*Management Systems, Planning, *Program 
Budgeting, Resource Allocations, Social Values 

Identifiers—ESEA Title Ill, Operation PEP 
This document consists of three sections: a 

summary of the development of government 

budgeting, a discussion of the concepts and ap- 

plicability of performance _ budgeting, and a 

critique of the techniques and usefulness of PPBS 

with a detailed analysis of its economic assump- 
tions. Appendixes show that an optimum solution 
to the problem of allocations between the public 
and private sector is virtually impossible. For 
some merit goods such as education, a partial use 
of the market system may be more productive. 

Funds for this research project were provided by 

an ESEA Title Ill grant. (Author) 


ED 050 482 EA 003 507 

Evans, John A. 

The Role of System Analysis in Education 
Management: A Pragmatic Appraisal and a 
New Perspective. 

Operation PEP, Burlingame, Calif.; San Mateo 
County Superintendent of Schools, Redwood 
City, Calif. 

Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 

Report No—DPSC-67-4410 

Pub Date Sep 70 

Note—55p. 

Available from—Mrs. Elaine Barnes, Director of 
Education, San Mateo County Office of Educa- 
tion, 590 Hamilton Street, Redwood City, 
California 94063 ($.50) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Decision Making, Educational Ad- 
ministration, Educational Change, Educational 
Objectives, *Management, *Management 
Systems, Organizational Change, *Organiza- 
tional Climate, *Problem Solving, *Systems 
Analysis, Systems Concepts 

Identifiers—ESEA Title III, Operation PEP 
This paper explores the potential of systems 

analysis for the educational manager. It contains 

a review of systems concepts with comments on 

current and proper practice. An application 

model of systems analysis in an organizational 
context is provided to foster rational decision- 
making and increased skill in problem finding and 
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solving. The limitations and the future of systems 
analysis are also discussed to provide educational 
managers with balanced perspectives to assist 
them in organizational renewal. Funds for this 
research were provided by an ESEA Title Ill 
grant. (Author/RA) 
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Operation PEP, Burlingame, Calif.; San Mateo 
County Superintendent of Schools, Redwood 
City, Calif. 

Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 

Report No—DPSC-67-4410 

Pub Date May 70 

Note—42p. 

Available from—Mrs. Elaine Barnes, Director of 
Education, San Mateo County Office of Educa- 
tion, 590 Hamilton Street, Redwood City, 
California 94063 ($.50) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Educational Administration, Educa- 
tional Change, Educational Objectives, Evalua- 
tion, *Individual Characteristics, *Management 
Systems, Personality, *Personality Assessment, 
Personality Change, *Personality Studies, *Per- 
sonality Tests, Planning 

Identifiers—ESEA Title III, Operation PEP 
Realizing the importance of human personality 

variables in comprehensive educational assess- 
ment structures, Operation PEP sought to 
develop a tool to assess specific human personali- 
ty characteristics. The resulting accounting 
scheme is divided into three chapters: (1) an out- 
line and definition of relevant terminology, (2) a 
scheme to account for relevant aspects of an in- 
dividual’s personality, and (3) an outline of rele- 
vant information concerning available personality 
tests. Research for this project was provided by 
an ESEA Title Ill grant. (Author/RA) 
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Sommerville, Joseph C. 

An Analysis of Certain Interpersonal Aspects of 
the Home and School in Low Socioeconomic 
Areas Relating to Student Achievement. 

Pub Date [70] 

Note—12p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Academic Achievement, Commu- 
nication Skills, *Economic Disadvantagement, 
*Family Environment, Grade 6, High 
Achievers, *Interpersonal Relationship, Lan- 
gua ge Development, Low Achievers, Mental 

evelopment, *Self Concept 
This article summarizes an investigation of fac- 

tors manifested by 6th grade students in four 
Detroit metropolitan area schools who achieved 
on the Iowa Test of Basic Skills at levels signifi- 
cantly above and below the average. The study 
sample consisted of 80 students with scores di- 
vided equally above and below the average. In- 
struments measured students’ self-esteem, a 
questionnaire asse: the nature of selected 
background experiences, and the California Test 
of Mental Maturity provided mental maturity fac- 
tors. The results imply a significant relationship 
between home environment and achievement 
level of students. (Author/MLF) 
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Cusick, Philip A. 
Some Student Groups and Their School Perspec- 
tive. 
Pub Date [69] 
Note—17p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Group Norms, Group Relations, 
*Group Unity, *High School Students, Peer 
Groups, *School Environment, Student At- 
titudes, Student Behavior, *Student Grouping 
Identifiers—Participant Observation 
This research project investigated adolescent 
group activity in a high school. Using participant 
observation, the researcher joined small, informal 
student groups to be able to describe and explain 
inschool activities and their relations to other fea- 
tures of the school environment. During five 
months of daily interaction with the students, the 
researcher participated in three groups that 
reflected these similar characteristics: (1) all 
were active social units with the members spend- 
ing most of the day in one another’s company; 
(2) distinct group activities took place when op- 
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portunities arose to interact; (3) group activities 
had little to do with the academic sector of the 
school; (4) group membership did not interfere 
with a particular member's academic achieve- 
ment; (5) little cross. occurred 
between groups; and (6) all groups showed con- 
cern for and complied at least minimally with 
school regulations. These findings are explained 
as a pattern of behavior in response to the school 
environment. (Author/MLF) 


ED 050 486 EA 003 514 
Piele, Philip K. 


Review of Recent Literature on Educational Diffu- 


sion Research. 
Pub Date 16 Oct 70 
Note—20p.; Paper commissioned by the National 
Federation for the Improvement of Rural Edu- 
cation in cooperation with ERIC Clearinghouse 
on Rural & Small Schools, Las Cruces, New 
Mexico 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adoption (Ideas), Bibliographies, 
Case Studies (Education), Communication 
(Thought Transfer), *Diffusion, *Educational 
Innovation, *Educational Research, *Informa- 
tion Dissemination, ‘Literature Reviews, 
Seminars, Telecommunication 
Identifiers—Educational Diffusion Research, 
Traveling Seminars 
This report reviews the increasing numbers of 
case studies, technical guides, and _ theory- 
oriented reports that bear on the successful diffu- 
sion of new instructional programs and their local 
adoption. The author separates these reports and 
articles into four categories: (1) case studies of 
educational innovation diffusion, (2) theory- 
oriented studies that draw upon particular in- 
stances of educational innovation to determine 
factors that influence successful diffusion and 
adoption of innovative programs, (3) studies that 
focus on particular school personnel as determi- 
nants of program diffusion and adoption, and (4) 
reports that define local, State, and national com- 
munication networks as agents of adoption and 
diffusion. A selected bibliography is included. 
(Author/JF) 
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Ruscoe, G. C. 
The Conditions for Success in Educational 
Planning. Fundamentals of Educationci 
Planning-12 


United Nations Educational, Scientific, and Cul- 
tural Organization, Paris (France). Interna- 
tional Inst. for Educational Planning. 

Pub Date 69 

Note—46p. 

Available *from—UNIPUB, Inc., P.O. Box 443, 
New York, N.Y. 10016 (B. 2646, $1.50) 

Document Not Available from EDRS. 

Descriptors—Coordination, *Developing Nations, 
*Educational Planning, *Educational Strate- 
gies, *Governance, *Political Influences 
This report analyzes some of the conditions 

necessary for successful educational planning 
with emphasis on political and administrative 
conditions that tend to make the educational 
planner’s task more difficult. The research and 
experiences are drawn from Latin America. The 
author suggests that educational planners should 
seek ways of working with general planners and 
reformers of public administration, thereby enlist- 
ing outside support for educational planning and 
avoiding direct confrontation with the educa- 
tional powers. The report also warns against 
planning in a highly institutionalized context, 
emphasizing that planning on a more ad hoc basis 
could provide the flexibility necessary for taking 
advantage of minor planning successes as they 
occur and for avoiding direct confrontation with 
events likely to delay or even to destroy planning 
endeavors. (Author/JF) 
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Student Activism -- and Involvement in the Educa- 
tional Program. Federation AdHoc Committee 
Report, January, 1970. 

New Jersey State Federation of District Boards of 
Education, Trenton. 

Pub Date Jan 70 

Note—57p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Activism, *Administrative Person- 
nel, Administrator Role, *Guidelines, Minority 
Groups, School Community Relationship, *Stu- 
—_ Participation, *Student School Relation- 
ship 
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Identifiers— Student Rights 
This report notes that (1) activism is preferable 
to apathy, (2) larger problems loom for schools 
that fail to involve parents and community, (3) 
board member and administrator rigidity can 
cause conflict, and (4) black and Spanish-speak- 
ing students have special problems. Recommen- 
dations for school administrators and teachers 
emphasize sincerity in responding to student de- 
mands; increased communication with parents, 
students, and community; increased consideration 
for student needs; and the importance of a 
knowledge of the law. Appendixes include (1) a 
model for local community study, (2) sample pol- 
icies concerning student rights and participation, 
(3) grievance procedures for students and 
nts, (4) a teacher evaluation form for ‘stu- 
dents, (5) “The Year of the Militant Student” by 
Dr. Carroll R. Johnson, and (6) a selected 
bibliography. (JF) 
ED 050 489 EA 003 528 
Anderson, Dewayne And Others 
The Feasibility of the Educational Ex- 
periences of Secondary School Students in 
Haslett, Okemos, and East Lansing, Michigan. 
Extended School Year Committee of the School 
Districts of East Lansing, Okemos, and Haslett, 
Michigan. 
Spons Agency—Michigan State Dept. of Educa- 
tion, Lansing. 
Pub Date 15 Aug 69 
Note—322p. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—Administrative Personnel,  At- 
tendance Patterns, Boards of Education, *Cur- 
riculum Development, ‘*Educational Ex- 
perience, Educational Facilities, Educational 
Finance, Educational Resources, *Extended 
School Year, Feasibility Studies, Interdistrict 
Policies, *Relevance (Education), School Com- 
munity Relationship, Secondary School Coun- 
selors, *Secondary School Students, Secondary 
School Teachers, Summer Schools, Work Study 
Programs 
Identifiers— Michigan 
Three school districts examine cooperatively 
the implications of extending the academic calen- 
dar into the summer months and a tentative fu- 
ture curriculum. The study recommends: (1) a 
school year composed of five 9-week terms; (2) 
the introduction of travel- and work-study ex- 
periences into the credit structure of existing cur- 
ricula; (3) the addition of a fifth (summer) term 
to permit additional student attendance options; 
and (4) increased interdistrict cooperation in the 
areas of planning, facilities utilization, transporta- 
tion sharing, and student interdistrict attendance. 
(Floor plans on pages 151-153 and map on page 
159 may reproduce poorly.) (Author/MLF) 
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Mink, Charles W. 

Coordination of Organic Curriculum Development 
in the Public Schools of San Mateo, California. 
Final R 

San Mateo Union High School District, Calif. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/CE), 
Washington, D.C. 

Bureau No—BR-8-0155 

Pub Date Dec 70 

Grant—OEG-8-080155-2666(085) 

Note—749p. 

EDRS Price MF-$0.65 HC-$26.32 

tip Behavioral Objectives, Communica- 
tion Skills, Coordination, *Curriculum Design, 
*Curriculum Development, Educational 
Change, Educational Innovation, *English Cur- 
riculum, Instructional Materials, *Program Ad- 
ministration, Reading Instruction, *Student 
Centered Curriculum, Writing Skills 

Identifiers—ES 70, Learning Packages 
This document describes the efforts of program 

administrators to implement an organic curricu- 

lum in the San Mateo, California, Union High 

School District. The chief program administrator 

coordinated efforts to develop innovative instruc- 

tional materials for reading and writing, business 
education, and social science curricula. Organic 
curriculum is a learner- rather than a teacher- 
centered course of study utilizing learning 
packages specifying behavioral objectives. Appen- 
dixes present a variety of materials developed in 





the course of the project. (RA) 
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Eastern Regional Inst. for Education, Syracuse, 
N.Y 


Spons Agency—National Center for Educational 
Research and Development (DHEW/CE), 
Washington, D.C. 

Bureau No—BR-6-1440 

Pub Date Jan 70 

Contract—OEC-1-7-06 1440-3062 

Note—18p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Consultants, *Program Develop- 
ment, ‘*Questionnaires, *School Statistics, 
*Statistical Data, *Statistical Surveys 

Identifiers—ERIE: Eastern Regional Institute for 
Education 
This document summarizes in tabular form 

viewpoints expressed by RAN _ professor-con- 

sultants relevant to personnel, materials, class- 
room management, and curriculum -- specific 
problems that might hinder the implementation of 

a new program. Data are analyzed by frequencies 

and percentages. Related documents are EA 003 

545, EA 003 546, EA 003 549, and EA 003 550. 

(Author/LLR) 
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Bickel, R. F. Cole, H. P. 

Generalized Synthesis Plan. Synthesis Proceeds 
From Earlier Curricular Search and Analysis 


Eastern Regional Inst. for Education, Syracuse, 
N.Y. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/CE), 
Washington, D.C. 

Bureau No—BR-6-1440 

Pub Date 26 Feb 69 

Contract—OEC-1-7-06 1440-3062 

Note— 1 8p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Change Agents, Curriculum Design, 
*Curriculum Development, *Curriculum 
Research, Educational Change, *Instructional 
Materials, *Program Evaluation, Synthesis, 
*Teacher Education, Teacher Education Cur- 
riculum 
This paper outlines procedures for (1) identifi- 

cation and review of curricular materials and pro- 

grams that can be used for articulating a 

complete process curriculum, (2) specification of 

synthesis tasks by which well designed materials 
can be augmented to be more effective and 
better articulated for classroom use, (3) develop- 
ment of teacher education materials and pro- 
grams to insure utilization of instructional materi- 
als and procedures, and (4) development of 
evaluation procedures to determine the effective- 
ness of the augmented and articulated materials 
in relation to specified learning objectives. This 
plan, patterned after the Popham and Baker “- 

Product Development Cycle,” may be of interest 

to curriculum designers or educational change 

agents concerned with articulation and utilization 
of knowledge and technology in the form of exist- 
ing curriculum materials. Related documents are 

EA 003 544, EA 003 546, EA 003 549, and EA 

003 550. (Author/LLR) 
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Dal Santo, John, Ed. 
Administrative Guidelines for High School Activ- 


ism. 
Northern Illinois Univ., De Kalb. Educational Ad- 
ministration Center. 
Pub Date 71 
Note—36p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Activism, *Administrative Person- 
nel, Administrator Role, *Guidelines, Seconda- 
ry School Students, *Student Alienation, *Stu- 
dent Participation, Student School Relationship 
This report presents guidelines proposed and 
utilized by practicing teachers and administrators 
for coping with student activism. Included are 
discussions of the causes of student activism, the 
indicators of student unrest, and the preparation 
for the protest, including what to do when 
violence occurs and guidelines for longrange 
planning. The author concludes that public 
schools should provide youth with the ex- 
periences of the due process procedure in resolv- 
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ing individual and group differences, thus 
teaching them to accept social discipline as ex- 
pressed in tradition, custom, and law. He also 
maintains that students should be involved in the 
intellectual life of the school including represen- 
tation on faculty and parent-teacher committees. 
Appendixes contain sample policy statements for 
dealing with student disruptions as set forth by 
the Los Angeles Public School Districts’ director 
of public information and the superintendent, and 
the Los Angeles Police Department. (JF) 
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Implications of Instituting a Split-Trimester Calen- 
dar Plan in the Ann Arbor Public Schools. A 
Feasibility Study Report. _ 

Ann Arbor Public Schools, Mich. 

Spons Agency—Michigan State Dept. of Educa- 
tion, ing. 

Pub Date Jun So 

Note—360p. 

EDRS Price MF-$0.65 HC-$13.16 

Descriptors—*Cost Effectiveness, Educational - 
Improvement, Educational Technology, Equal 


, *Feasibility Studies, In- 
dividualized Instruction, Inservice Education, 


les 

Identifiers—Ann Arbor Michigan 

This report sets forth the design, procedures, 
and findings of the Ann Arbor Split-Trimester 
Feasibility Study. The plan is based on a school 
year of 216 days as opposed to the present 180 
days and is organized into six split-trimester 
terms, with students attending five terms for a 
total of 180 days. The plan provides a universal 
30-day summer vacation in addition to the 
elected split-trimester vacation term. The choice 
of the plan over others is justified by staff readi- 
ness, curricular flexibility, and instructional in- 
dividualization. Study findings are considered 
under three headings: economic feasibility, in- 
structional feasibility, and social feasibility. The 
report concludes that the plan is economically 
feasible for any school district undergoing high 
growth rates in pupil population. Appendixes in- 
clude reports by the Instructional Feasibility 
Study Committee, The Class Scheduling Study 
Committee, and the Economic Feasibility Study 
Committee. Materials disseminated by the Survey 
Committee are also provided. (JF) 
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McKague, Terence R. Penner, Glen H. 
Rescheduling the School Year. The Report of a 
Feasibility Study for Saskatoon Public Schools. 
Saskatoon Public Schools (Saskatchewan). 
Spons Agency—Saskatch Dept. of Educa- 
tion, Regina. 
Pub Date Jan 71 
Note—229p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Facility Utilization Research, 
*Feasibility Studies, *Financial Problems, 
Quarter System, *School Schedules, Summer 
Schools, Trimester Schedules, *Year Round 
Schools 
Identifiers—45-15 Plan, Continuous School Year, 
Rescheduled School Year, Saskatoon 
This report is the result of a study to assess the 
feasibility of rescheduling the school year in the 
public schools of Saskatoon, Saskatchewan 
(Canada). The study directors limited their in- 
vestigation to three approaches: the extended 
summer school, the divided year, and the rota- 
tional or cyclic. To assess the feasibility of each 
approach, researchers reviewed | current 
rescheduled school year programs, and collected 
facts, opinions, and reactions from Saskatoon 
parents, teachers, and students. Conclusions were 
then drawn and recommendations made. Appen- 
dixes include rescheduled school year plans from 
other districts, questionnaires used in the study, 
and a bibliography. (The calendar in Appendix C 
will reproduce poorly.) (JF) 
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Stucker, J.P. Hall, G. R. 
The Contracting Concept in Educa- 





tion. 

Rand Corp., Santa Monica, Calif. 

Spons Agency—Department of Health, Educa- 
tion, and Welfare, Washington, D.C. 

Report No—R-699-1-HEW 

Pub Date May 71 

Note—8 Ip. 
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Available from—Communications Department, 
Rand, 1700 Main Street, Santa Monica, 
California 90406 ($3.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— * Academic Achievement, *Ad- 
ministrative Personnel, Contracts, *Decision 
Making, *Educational Accountability, Mea- 
surement Instruments, *Performance Contracts, 
Performance Criteria, Performance Specifica- 
tions, Program Evaluation, Testing Problems 
This document, part one of a report on per- 

formance contracting, explores its basic issues 

and considerations and is addressed to educa- 
tional decisionmakers. The evolution of per- 
formance contracting is traced and the concept 
as it is currently being applied in education is 
discussed. The second part will analyze the out- 
comes of some s when 1970-71 results 
are available. The final report, a Performance 
Contracting Guide, will combine original con- 
cepts with conclusions drawn from program 
results to produce a general guide on how to 
plan, conduct, and evaluate performance con- 
tracting programs. The appendix provides deci- 
sionmakers with information on contracting ex- 
periences in other sectors such as the Department 
of Defense and the National Aeronautics and 
Space Agency. A related document is EA 003 
603. (Author) 
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Stucker, James P. 

The Performance Contracting Concept, Appendix: 
A Critique of the Theory. 

Rand Corp., Santa Monica, Calif. 

Spons Agency—Department of Health, Educa- 
tion, and Welfare, Washington, D.C. 

Report No—R-699-2-HEW 

Pub Date May 71 

Note—56p. 

Available from—Communications Department, 
Rand, 1700 Main Street, Santa Monica, 
California 90406 ($3.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Administrative Personnel, Con- 
tracts, *Mathematical Models, Models, 
*Motivation Techniques, *Performance Con- 
tracts, *Theories 

Identifiers— *Incentive Theory 
This report, a technical appendix to The Per- 

formance Contracting Concept in Education (EA 

003 602), summarizes the mathematical models 

that have been developed to analyze contractual 

relationships and incentives. Fhe report will be of 
interest primarily to theoreticians and analysts 
rather than educational administrators. (Author) 
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Farquhar, J. A. 

Accountability, Program Budgeting, and the 
California Educational Information System: A 
Discussion and a Proposal. 

Rand Corp., Santa Monica, Calif. 

Spons Agency—Carnegie Corp. of New York, 


N.Y. 
nae No—R-637-CC-RC 
Pub Date Apr 71 
Note—34p. 
Available from—Communications Department, 


Rand, 1700 Main Street, Santa Monica, 
California 90406 ($2.00) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Administrative Personnel, Decision 
Making, *Educational Accountability, *Infor- 
mation Needs, *Information Systems, Informa- 
tion Utilization, Policy Formation, *Program 
Budgeting, Program Effectiveness, *Program 
Evaluation 
Identifiers—California Educational Information 
System, CEIS 
It has been argued that the answer to public 
and political demands for a more responsive edu- 
cational system lies in the practice of accounta- 
bility. The future implementation of program 
budgeting may offer an attractive vehicle for ac- 
countability. Currently, many California school 
districts use the California Educational Informa- 
tion System (CEIS) as a primary vehicle for in- 
formation storage, processing, and retrieval. 
Although adequate for present needs, CEIS is ill- 
suited to effective support of accountability and 
program budgeting. The legislature should create 
an advisory commission on information systems 
to define the structure and services of a CEIS Il, 
a statewide information system designed to sup- 
port accountability and program budgeting. A 
CEIS II would require system definition to deter- 


and privacy issues, and a functional system design 
to translate needs into specifications for sub- 
sequent programing and testing. (Author) 
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Browning, Robert M. Stover, Donald O. 
Behavior Modification in Child Treatment: An Ex- 
perimental and Clinical Approach. 
Pub Date 71 
Note—422p. 
Available from—Aldine Publishing Company, 529 
South Wabash Avenue, owe oy Illinois 60605 
Document Not Available from 
*Behavior - gg *Emotionally 
tional Child Research, 


psp Methodology, 


IdentifiersWisconsin Childrens Treatment 

Center 

The discussion of applied research in the field 
of behavior modification as used in child treat- 
ment is based on the carefully controlled research 
design of the Children’s Treatment Center in 
Madison, Wisconsin. The Center provides a total 
treatment program for emotionally disturbed chil- 
dren and their families while serving research 
needs and interests. The book features the 
presentation of a scientific attitude and technical 
methods for arriving at a meaningful system of 
applied research into child and family behavioral 
disturb The experi linical method, 
synthesizing scientific “and clinical approaches to 
behavior, is defined. How this methodology 
brings scientific rigor to the clinical setting is il- 
lustrated in discussions of measurement of 
behavior variables, specification of treatment 
procedures, and same-subject experimental 
designs. Described in detail are the Center's 
behavior modification programs. The basic intent 
of the studies is stated to be the development and 
demonstration of exper 
procedures. Five extensive case studies, compos- 
ing nearly half of the book, are included to give a 
day-by-day account of expe 
procedures and to illustrate the values of constant 
monitoring of treatment effects and of providing 
total milieu planning. (KW) 
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Identifiers— Wisconsin 
An interim report on the Stout State University 
model for training special class teachers to 
prepare secondary level educable mentally han- 
dicapped students for social and vocational ad- 
justment is presented. Pertinent literature is 
reviewed; and the Stout State proposal which 
emphasizes academic skills and incorporates vo- 
cational education and rehabilitation in secondary 
level teacher preparation is described. 
Proceedings from a conference (Menomonie, 
Wisconsin, November 12-13, 1970), held to assist 
the Stout project staff in determining the efficacy 
of the model, include eight papers which deal 
with the needs of secondary level educable men- 
tally handicapped students and competencies 
needed by their teachers. Conference question- 
naire results are cited and the data is noted as 
having served as a basis for a field questionnaire 
sent to all teachers and administrators of secon- 
dary level educable mentally handicapped classes 
in Wisconsin. The data from the field question- 
naire, when received, are considered by the 
author to be primary sources of curriculum study 


prior to preparing a secondary level special 
teacher training program for Stcut, (CD) 
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rogramed kit phoni 
as a foundation for reading. Reading level was 
tested before and after the experiment. Post test 
scores were felt to show considerable increases in 
nearly all cases. It was noted that the reading 
classes had improved the students’ ability to 
recognize Protective Vocabulary words which 
were taught in the classroom. Improve- 
ment in the childrens’ self confidence was also 
noted. It was felt that assessment of children 
should be primarily in terms of learning attitudes 
rather than IQ, that children in schools for the re- 
tarded should be exposed to reading readiness 
programs, that the reading program should aim to 
introduce fundamental sks involving phonics, 
and that the teaching approach should be of a 
concrete nature and carefully programed so that 
the child can move with confidence from step to 
step. (CD) 
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Identifiers—* Michigan 
Michigan’s plan for the development and 
delivery of comprehensive, quality education pro- 
grams and services for handicapped children in 
the state is reported. The four major goals of the 
plan encompass not only the need for com- 
prehensive special education programs, but also 
the organizational and communications structures 
necessary for the delivery of the programs, per- 
formance objectives, and the roles of state 
operated schools and institutions. The per- 
formance objectives for the program are broken 
down by handicapping condition; and the per- 
formance objectives for the supportive services 
are divided by type of service (e.g., teacher-con- 
sultant, ne therapy service, school social 
work). (CD) 
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and Development Centers, Universities 
The current status of three federally supported 

construction programs of facilities for the men- 

tally handicapped is reviewed. The programs 
danians are designed to provide assistance in 
the areas of: continuing research into causes and 
means of prevention of mental retardation, inter- 
disciplinary training of professional personnel, 
and establishment of community _ facilities. 
Research centers operating under the program 














(P.L. 88-164) are described including location, 
area of study and funding statistics. University-af- 
facilities for the mentally handicapped set 
up to provide clinical training of professional per- 
sonnel are examined. A brief description of each 
facility reviews the types of facilities and pro- 
which have been supported with the funds 
and the current status of their construction. Com- 
munity facilities approved for federal assistance 
under the construction program are listed by 
state and pertinent data such as type of facility, 
services available, retarded served, and estimated 
costs, are supplied in chart form. (CD) 
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Written by a cerebral palsied man with severe 
speech and physical handicaps, the fictional ac- 
count reveals the poverty, attitudes, cultural 
mores, and problems of a large working class 
family in Dublin. The narrator of the autobio- 
graphically-based novel is cerebral palsied 
although the handicap is only treated incidentally 
throughout the book. The primary focus of the 
text revolves around the narrator's descriptive 
perceptions of the people and conditions sur- 
rounding him as he views such aspects as his 
father’s brutality, the defeating burdens of pover- 
ty and ignorance, the emotional chaos and 
crowded conditions of a inually-expanding 
family, and the customs and language charac- 
teristics of the Irish culture. (RD) 
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Washington, D.C. Bureau of Research. 
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To provide insight into the organization, inter- 
relationship, and importance of the relevant areas 
of research related to special education, a study 
was made of citings to and from a core of jour- 
nals in special education, psychology and general 
education. The basic data consisted of cross 
citings related to the special education literature. 
A total of 118 journals were chosen for inclusion 
in the analysis. It was found that there was a 
much stronger tie from special education to 
psychology than from special education to 
general education. General and special education 
were both felt to be dependent upon psychology 
and relatively independent of one another. It was 
concluded that in fields where there was a rela- 
tively high degree of organization of knowledge, 
the journals tended to be concentrated in their 
referencing, with a large fraction of references in 
a given journal to a relatively small number of 
journals. In fields which drew upon many dif- 
ferent areas of knowledge, and which themselves 
had small bases of accepted knowledge, it was 
felt that the referencing structure tended to be 
quite dispersed. (CD) 
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Identifiers—Canada 
The report is part of a national inquiry initiated 

in 1966 (One Million Children) in a cooperative 
effort to identify some of the problem areas of 
services in Canada for children with emotional 
and learning disorders. The report of the Ontario 
Committee gives a provincial focus to the wider 4 
year study and reflects local implementation 
based on results of the national study. The stated 
tasks of the Ontario Committee were to assemble 
information about and assess existing services for 
emotionally disturbed children, examine projects 
underway in Ontario, and frame recommenda- 
tions derived from these findings. Throughout the 
report the authors indicate that services to chil- 
dren have grown piecemeal, with gaps and over- 
lapping. The importance of different levels of 
preventive activities is stressed as a potential 
bridge to the gap between services available and 
population need. Recommendations for the con- 
sideration of local authorities such as a communi- 
ty-centered approach, and local involvement and 
responsibility for services are also made. (CD) 
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Report. 
Pittsburgh Univ., Pa. School of Education. 
Spons Agency—Pennsylvania State Dept. of 
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The purpose of the project was to develop a 
reality-based simulator with training materials as 
one component of preservice and inservice train- 
ing programs for persons in leadership positions 
in public residential institutions for the mentally 
handicapped. In order to identify the responsibili- 
ties and problems of leadership personnel, site 
visits, consultations, and personal interviews were 
conducted. The problems identified concerned 
medical staff, personnel management, department 
heads, business management, physical plant, pa- 
tients, community relations, policies and regula- 
tions, and nursing staff. A simulated institution 
was designed from reality based incidents 
gathered from interviews in state schools and 
hospitals for the mentally handicapped. The 
development of preservice and inservice training 
exercises to implement the simulator was still in 
the planning stage at the time the report was 
written. An assessment of the reliability of the 
simulator through pilot investigations was also 
planned. A review of literature and a feasibility 
study conducted at the beginning of the project 
led the researchers to believe such a simulated 
program can provide a vehicle for experimenta- 
tion and research to produce meaningful changes 
in the management of real institutions for the 
mentally handicapped. (CD) 
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The purpose of the study was to assess the im- 
pact of regular class placement on learning 
problem students. Consideration was given to 
academic achievement, personal and social ad- 
justment, peer relationship, and students’ percep- 
tions of the class. Fifty seven learning problem 
students were selected from four types of learning 
disabilities classes: opportunity (educable, slow 





Document Resumes 31 


learner), perceptual, behavioral (including mul- 
tiply handicapped), and special reading. 
Questionnaires distributed to the class teacher 
and interviews with the children were used to col- 
lect data. According to the teachers’ evaluations, 
all groups but the opportunity class group 
achieved according to expectation. Overall per- 
sonal and social adjustment, as perceived by the 
teachers, was considered similar for all groups. 
The special students were shown to give favora- 
ble responses to questions related to their feelings 
about the regular class. It was revealed by com- 
parison that the ps pmgees class students were 
the most positive of the groups. Samples of the 
teacher questionnaire and student interview 
questions are included in the appendix. (CD) 
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To differentiate behaviorally, success-strivers 
and failure-avoiders within a group of educable 
mentally handicapped, two experiments were 
conducted. The effects of learning potential 
status (gainers, nongainers, high scorers) and 
motivational style (success strivers, failure 
avoiders) on discrimination learning when rein- 
forcement was varied was examined. In the first 
experiment 24 educable mentally handicapped 
black adolescents from a low income housing 
area were tested using trials-to-criterion as the 
dependent variable in a two choice simultaneous 
discrimination problem. Only the learning poten- 
tial, motivation interaction combination was felt 
to approach significance. Experiment II was 
modified only in certain test procedures. Twenty 
four white boys from lower class families were 
tested with modifications in motivational assess- 
ment, incentive, and cue set procedures. Contrary 
to prediction, it was concluded that the negative 
motivational feedback did not yield greater effi- 
ciency for the success-strivers. Results were felt 
to confirm the prediction that gainers and high 
scorers would be superior to nongainers on the 
discrimination task. The validity of the construct 
of failure-avoidance versus success-striving as it 
has been applied to the mentally handic: d 
group was questioned by the researchers. (CD) 
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Twenty intermediate and 16 primary grade 
children were administered sociometric question- 
naires to determine their social acceptance of 
three groups of children: normal children, educa- 
ble mentally i who were integrated 
into the academic routine of a nongraded school, 
and educables who remained gated in a self- 
contained class. Results were felt to show that 
both integrated and segregated educable mentally 
handicapped were rejected significantly more 
often than normal children, that younger children 
are more accepting of others than older children, 
that boys express more overt rejection than girls, 
and that integrated educables are rejected more 
than segregated ones by boys but not by girls. 
The conclusion was advanced that regardless of 
intellectual level, the labelling of children 
as retarded may affect the expectations that nor- 
mal children maintain for them; and that the 
same behaviors that lead to rejection when ex- 
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hibited by normals may not result in social rejec- 
tion when exhibited by children classified as men- 
tally handicapped. (Author/CD) 
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Identifiers—New York 
The fourth annual report on problems of the 

deaf concentrates in the area of the mentally re- 
tarded deaf. Proposed legislation for 1971 is first 
presented for hearing aids, audiologists and 
speech pathologists, pre-nursery school educa- 
tion, and a permanent state commission for the 
deaf. A survey and proposal for the retarded deaf 
are described as is the status of the multiply han- 
dicapped deaf compiled from a survey of schools 
and classes in the state. Also discussed are care 
for the aged deaf and recommendations of the 
commission. Eleven appendixes including state 
acts, exhibits, and proceedings comprise the bulk 
of the document. (RJ) 


ED 050 512 EC 032 226 
Newport County Regional Special Education Pro- 
gram Course of Study; Number 1, Volume 1: 
Curriculum Guide Primary and Intermediate 

Educable. 

Newport County Regional Special Education Pro- 

gram, R.I. 

Pub Date 70 

Note—84p. 

EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Educable 

Mentally Handicapped, ‘*Exceptional Child 

Education, Arts, Mathematics, Pro- 

gram Planning, Social Studies, Special Classes 
Identifiers— Newport County (Rhode Island) 

The purpose of special classes for the educable 
retarded, including aims and objectives, is 
presented. The organization of such classes in 
Newport County is discussed in terms of methods 
of transfer to and from the classes, tests and ex- 
aminations, relations with the regular classes and 
within the class, elements of the daily program 
and suggested time allotments, and elements of 
the weekly program. Methods and activities are 
provided for the following curriculum areas in 
primary and intermediate levels: social develop- 
ment, language arts, arithmetic, social studies, 
science, and self care skills. (RJ) 
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The manual of administrative guidelines outlin- 
ing program organization for the education of the 
mentally retarded in Kansas presents standards of 
program organization and operation and plans for 
implementing specified services for the various 
levels of mental retardation. Part | of the 
manual, detailing program organization, covers 
program philosophy and major goal, administra- 
tive structure (scope and sequence outline of ad- 
ministrative levels of instruction for the trainable 
and the educable mentally retarded), administra- 
tive organizational variations (teacher units and 
other specialized personnel or related administra- 
tive organizational units), and program facilities, 
particularly suggestions for learning centers 
within facilities for the retarded. Part 2 describes 
the statewide program of curriculum development 
and instructional improvement, emphasizing the 


administrative structure for statewide implemen- 
tation of the Kansas Plan. A summary of edminis- 
trative regulations for public school 
programs for the retarded in Kansas constitutes 
the third section of the manual. (KW) 
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As part of a 2 year demonstration project to 
evaluate the effect on the mental health of physi- 
cally handicapped children placed in organized 
group activities with their nonhandicapped peers, 
two research instruments were used. The mono- 
graph discusses one of the instruments, the Self- 
Image Evaluation. A synopsis of the project is 
provided; and a brief history of the Self-Image 
Evaluation is included. Use of the testing tool 
with and nonhandicapped children, 
children in foster home care, and in the chil- 
dren’s integration study is reported. Illustrations 
of the use of the testing device taken from the 
demonstration project are also included. The 
test’s applicability to social work practice, such as 
to show that children can communicate indirectly 
through no response to questions that are disturb- 
ing, and to suggest that it is important that what 
the child reveals through the test be obtained be- 
fore too much credence be attached to the 
parent’s presentation of the child's problem, is 
made. The second research technique, the Com- 
prehensive Family Rating technique, is discussed 
in EC 032 229. A detailed presentation of the en- 
tire demonstration project is found in EC 032 
330. (CD) 
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As part of a demonstration project to deter- 
mine the effect on the mental health of physically 
handicapped children of integration with their 
nonhandicapped rs, two research instruments 
were developed. The monograph discusses one of 
the testing devices, the Comprehensive Family 
Rating. After a brief summary of the project, a 
description of the instrument, which examines the 
child’s handicap and its effect on the household, 
parental attitude and parental handling, is given. 
Scoring for the three components of the test and 
utilization of the technique, using illustrations 
from the project, are also described. It is the 
author’s opinion that the technique could help to 
clarify parental inability in child rearing by 
strengthening the social worker's sensitivity, in- 
sights, and skills through lessening the need for 
generalized value judgments. Other documents 
related to the project include EC 032 228 which 
discusses the Self Image Evaluation, and EC 032 
230 which is the final comprehensive report on 
the project. (CD) 
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In order to determine ways in which disabled 
and non-disabled people react to low levels of 
stress, the reliability of heart and respiratory mea. 
sures under different conditions was studied, 
Eighty-five subjects (paraplegics, cardiacs, and 
physically normal controls) were given a v; 
of tests with the following results: over a 1-week 
interval the physiological measures were less relj- 
able than most psychometric eee and pencil 
measures; respiration was more reliable than car. 
diac measures; and the more dynamic the stimu- 
lus situation, the lower the reliability of the 
physiological measure. No consistent patterns of 
a relationship between physiological measures 
and the relatively more static paper and 
tests was found. Indications were that under low 
levels of stress the patients in different disability 
categories seemed to show differential 
in the disability affected areas. (Author/RJ) 
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A study was conducted to determine how 
Texas school districts that adopted an innovation 
in ial education differed from the more than 
1,250 that did not. Ten randomly selected dis- 
tricts from the 40 that adopted change were 
matched with 10 non-adopter districts. Members 
of the district power structure (as related to spe- 
cial education) were identified by questionnaires 
administered to the district superintendent, prin- 
cipals, and persons named by them as influential 
in the decision of whether to innovate. Subject 
and district demographic variables were com- 
pared and analyzed. Subjects and districts were 
found to be very similar, and indications were 
that there were no significant differences in per- 
ceptions of the new state plan for special educa- 
tion. These perceptions were apparently not the 
crucial variables in the decision to adopt or not 
adopt the plan. Most significant differences were 
related to the increased number of supportive 
personnel and services to be derived from adop- 
tion, suggesting that funding is such a strong in- 
centive that decision-makers fai! to see the neces- 
sity of extensive testing of the innovation. 
Methodology, related studies, tables of data, and 
conclusions are presented. (RJ) 


ED 050 518 EC 032 235 
Satz, Paul And Others 
An Evaluation of a Theory of Specific Develop- 


Florida Univ., Gainesville. 
Pub Date 70 
Note—2Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Dyslexia, *Etiology, *Exceptional 
Child Research, *Learning Disabilities, *Matu- 
ration, Reading Difficulty, Theories 
Hypotheses accounting for the pattern of 
deficits in specific developmental dyslexia were 
examined. The theory postulates that the disorder 
reflects a lag in maturation of the central nervous 
system, particularly the left cerebral hemisphere. 
The hypotheses in question predicted that skills 
developing ontogenetically earlier (visual-motor 
and auditory-visual integration) will be more 
delayed in younger dyslexic children (ages 7-8 
years), and that skills developing later (language 
and formal operations) will be more delayed in 
older dyslexic children (ages 11-12 years). Sub- 
jects were 20 disabled male readers and 20 con- 
trol males, all of average or above average intel- 
ligence. Each group was subdivided by age: 

















7-8) and older (ages 11-12). Three 
nonlan, and 


ferweenoller denice and control, wh while only 
one language measure discriminated between the 
younger groups, thus substantially ‘Sages the 
hypotheses under evaluation. (KW 
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and 
and youth, particularly wi i 
considerations of the influence of physical devia- 


tion upon normative child growth and develop- 
ment. In Part 1, Foundation Concepts, a theoreti- 
cal chapter on ‘the somatopsychology of physical 
disability contains concepts basic and essential to 
& total field of disability. Other chapters discuss 
condition as a social phenomenon 
ad the psychological assessment of exceptional 
children. In Part 2, which surveys the corp A 
cal components of disability, speech 
their nature, causes, and psychological pone boary 
tants are examined, as are the psychological 
problems of children with impaired vision, 
psychological considerations with the physically 
handi - Neg 4 


pped, psyc ; 

brain-injured children, and psychological 
problems of those with chronic medical problems. 
A psychology of auditory impairment is also 
presented. Part 3, which concerns the intellectual 
and emotional exceptionalities, contains discus- 
sions of the psychology and psychological charac- 
teristics of the mentally retarded, the gifted, and 
the emotionally disturbed. (KW) 
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The text, designed for students and others in- 
terested in clinical audiology, is intended to pro- 
vide comprehensive coverage of not only impor- 
tant concepts in audiology but particularly of the 
methods and procedures used in audiological as- 
sessment. The functions of tests, the administra- 
tion of specific tests, and the analysis of test 
results are stressed. Contributed chapters are the 
work of specialists in each given field. Specific 
topics discussed are sound generation and trans- 
mission, the anatomy and physiology of the audi- 
tory system, principles of otologic assessment and 
treatment, and the psychological and psychiatric 
pat pt of profound loss. Attention is also 
ag ublic school hearing conservation, pure- 
iometry, speech audiome' pediatric 
pr Pras geriatric patients, and di erential au- 
diology. Other topics treated include auditory as- 
sessment of the mentally retarded and the men- 
tally ill, electroencephalic audiometry, industrial 
and military audiology, and hearing aids. (KW) 
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Council for Exceptional Children, Arlington, Va. 
Information Center on Exceptional Children. 
Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 
Pub Date Feb 71 

Note—6p. 


EC 032 237 






retrieval descriptors, and abstracts of the docu- 
ments. The bibliography is one in a series of over 


50 similar selected listings in various areas of ex- 
ceptional child education. (RD) 
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ap eras Exceptional Child Bibliography Se- 


Council for Exceptional Children, Arlington, Va. 
Information Center on Exceptional Children. 

Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 

Pub Date Feb 71 

Note—7p. 

EDRS Price MF-$0.65 HC-$3.29 


The bibliography lists 31 items relating to drug 
therapy selected from “Exceptional Child Educa- 
tion Abstracts.” One in a series of over 50 similar 
selected listings, the bibliography cites research 
reports, conference papers, journal articles, texts, 


information, 

and retrieval descriptors, and abstracts of the 
documents. (RD) 
ED 050 523 
Autism: Exceptional Child Bibliography Series. 
Council for Exceptional Children, Arlington, Va. 

Information Center on ppg «ve Children. 
Spons Agency—Bureau Education for the 

(DHEW/OE), Wathen. D.C. 

Pub Date Feb 71 
Note—1 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Annotated Bibliographies, *Au- 

tism, Behavior Change, *Bibliographies, Emo- 

tionally Disturbed, *Exceptional Child Educa- 

tion, Psychotic Children 

One in a series of over 50 similar selected 
listings, the bibliography contains 47 items of 
research reports, conference papers, journal arti- 
cles, texts, and program guides selected from 
“Exceptional Child Education Abstracts”. Each 
entry on autism provides bibliographical data, 
availability information, indexing and retrieval 
— and abstracts of the documents. 
(RD) 


ED 050 524 
Mongolism: Exceptional Child 


Council for Exceptional Children, Arlington, Va. 
Information Center on Exceptional Children. 
Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 

Pub Date Feb 71 
Note—12p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— * Annotated Bibliographies, 
*Bibliographies, *Exceptional Child Education, 
Mentally Handicapped, *Mongolism 
Containing 53 references selected from “Ex- 
ceptional Child Education Abstracts”, the 
bibliography cites research reports, conference 
papers, journal articles, ag and program guides 
in the area of m bibliography is one 
in a series of over 50 similar selected listings in 
various areas of exceptional child education, and 
includes bibliographical data, availability informa- 
tion, indexing and retrieval descriptors, and ab- 
stracts for each reference. (RD) 
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Spons Agency—Bureau of Education for the 
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Pub Date Feb 71 
Note—2 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
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Bibliography Se- 





Descriptors—* Annotated 
Art Education, Art 
*Exceptional Child Education, Handicapped 

*Handicrafts 


One in a series of over 50 similar listings relat- 





subject indexes are also included. (RD) 
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Preschool and Early Childhood: Child 
oe 

Council for Exceptional Children, Arlington, Va. 
Information Center on Children. 

Spons Agency—Bureau of Education for the 







The bibliography cites 67 items relating to 
preschool and early childhood selected from “Ex- 
ceptional Child Education Abstracts.” Biblio- 
graphical data, availability information, indexing 
and retrieval descriptors, and abstracts are pro- 
eer One in a series of over 50 

listings in the area of han- 
poem and gifted children, the bibliography 
contains references on research reports, con- 
ference papers, journal articles, texts, and pro- 
gram guides. Author and subject indexes are also 
included. (RD) 
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Bibliography Series. 

Council for Exceptional Children, —— Va. 
Information Center on Exceptional C 

Spons ean Yn fs va nage oy for the 
H (DHEW/OE), W: n, D.C. 

Pub Date Feb 71 — 

Note—12p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—* Annotated Bibliographies, 
*Bibliographies, Educational Planning, *Excep- 
tional Child Education, *Homebound, 
*Hospitalized Children, Rehabilitation 
Containing 43 references selected from “Ex- 

ceptional Child Education Abstracts,” the 

bibliography cites research reports, conference 

papers, journal articles, texts, and program guides 

— to homebound or hospitalized children. 

The bibliography is one in a series of over 50 


dexing and retrieval 
each entry. Author and subject indexes are also 
provided. (RD) 


ED 050 528 EC 032 367 
Behavior Modification: Exceptional Child Bibliog- 


raphy Series. 
Council for Exceptional Children, Arlington, Va. 
Information Center on Exceptional Children. 
Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 
Pub Date Feb 71 
Note—20p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Annotated Bibliographies, 
*Behavior Change, *Bibliographies, *Excep- 
tional Child Education, Handicapped Children, 
Operant Conditioning, Reinforcement 
One in a series of over 50 similar listings relat- 
ing to handicapped and gifted children, the 
bibliography contains 81 references selected from 
Exceptional Child Education Abstracts concern- 
ing behavior modification. The following informa- 
tion is provided for each entry (which includes 
research reports, conference papers, journal arti- 
cles, texts, and _ Program guides): bibliographical 
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Identifiers— *Doman Delacato Method - 

In order to examine the effects of two treat- 
ment methods on the coordination of mongoloid 
children, 72 mongoloid children (ages 7 to 12) 
were randomly assigned to groups receiving 
either the Doman Delacato method or behavior 
modification procedures utilizing social reinforce- 
ment. The children were pre and posttested dy 
the Doman Delacato Profile and a modified ver- 
sion of the Lincoln-Oseretsky Motor Develop- 
ment Scale. At the end of the 9-week treatment, 
results showed no significant differences between 
the two treatment methods although the children 
receiving the behavior modification treatment 
demonstrated at the conclusion of the study more 
improved coordination than did the children 
receiving the Doman Delacato method. Implica- 
tions and recommendations for further study 
were outlined. (RD) 
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Model. 


Retardation Manpower 
National Inst. on Mental Retardation, Toronto 
(Ontario). 
Spons Agency—Canadian Association for the 
Mentally Retarded, Toronto (Ontario). 
Pub Date Apr 71 
Note—46p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Curriculum Design, *Exceptional 
Child Services, *Manpower Needs, *Mentally 
Handicapped, Models, *Nonprofessional Per- 
sonnel, *Professional Education, Professional 
Personnel 
Identifiers— Canada 
The report of the Task Force established by 
the Canadian National Institute on Mental Retar- 
dation concerns a comprehensive planning and 
organization program for training personnel, 
especially associate professionals, in the field of 
mental retardation to provide a more effective 
utilization of manpower. Summarized are results 
of surveys of existing training programs available 
for professional, associate professional, and 
volunteer personnel, including preschool, home 
care, residential 
training programs. A training curriculum for as- 
sociate professionals at four diploma levels is 
detailed. Improved methods for utilizing all co 
sonnel in the field of mental retardation and 
lied developmental handicaps are Sameaaaies. 
as is a pattern of implementation indicating the 
specific roles and responsibilities of local, provin- 
cial, and national agencies and institutions. A 
total of 38 recommendations related to man- 
power training and utilization are presented. 
(KW) 
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Scarborough Board of Education (Ontario). 

Pub Date 70 

Note—34p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Academic Achievement, *Excep- 
tional Child Research, *Handicapped Children, 
Parent Attitudes, Personal Adjustment, *Pro- 
gram Evaluation, Social Adjustment, *Special 
Classes 
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Identifiers— Canada 

The purposes of the survey conducted of the 
special education classes in Scarborough, Ontario 
were to provide information describing academic 
achievement and personal and social adjustment 
of students in special classes, and to investigate 
parents’ attitudes toward special class programs. 
Of the 789 students enrolled in 11 kinds of spe- 
cial classes, 102 randomly selected students from 
Behavioral, Opportunity, and Perceptual classes 
and the 46 students enrolled in Multiply Han- 


which special class students were included in 
regular school activities), and parents filled out 
the personal and social adjustment inventory and 


Academic achievement (teachers’ evaluation) by 
subject for students in each class was compared 
to normal grade level achievement, and it was 
concluded that the great majority of children 
were making better progress than would be 
achieved in regular classes. This was true for so- 
cial aspects of learning as well as academic learn- 
ing. Most parents were strong supporters of spe- 
cial classes. (KW) 


EC 032 375 
the Department 


Department of Health, Education, and Welfare, 
beer, eed D.C. Secretary’s Committee on 
Mental Retardation. 

Pub Date Jan 71 

Note—100p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 ($1.00) 

=e MF-$0.65 HC Not Available from 


Descriptors—*Exceptional Child Services, 
*Federal Aid, *Federal Legislation, Financial 
Support, *Government Role, *Mentally Han- 
dicapped Programs, Program 


Descriptions 
Identifiers—U.S. Department of Health, Educa- 

tion, and Welfare 

The report describes the current mental retar- 
dation activities of the Department of Health, 
Education, and Welfare (DHEW). Discussed in 
the introductory section are the coordination of 
mental retardation programs and the categories 
of mental retardation activities of the Depart- 
ment: preventive services, basic and supportive 
services, training of personnel, research, con- 
struction, and income maintenance. The body of 
the report details the mental retardation activities 
in these major categories carried out by the fol- 
lowing branches of DHEW: Office of the 
Assistant Secretary for Administration, Health 
Services and Mental Health Administration, Na- 
tional Institutes of Health, Office of Education, 
Social and Rehabilitation Service, Social Security 
Administration, and Food and Drug Administra- 
tion. Appendixes provide additional information 
on the financial obligations of DHEW for mental 
retardation programs for fiscal years 1970-72, in- 
come maintenance, and the Developmental Disa- 
bilities Services and Facilities Construction Act 
(P.L. 91-517). (KW) 
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bes Cerebral Palsy of Queens, Inc., Jamaica, 


Seni “Agency— Association for the Aid of Crip- 
pled Children, New York, N.Y. 
Pub Date 70 
Note—28p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cerebral Palsy, Child Develop- 
ment, Counseling Effectiveness, Emotional Ad- 
justment, *Exceptional Child Research, Inter- 
vention, *Neurologically Handicapped, Parent 
Attitudes, *Parent Counseling, *Program 
Evaluation 
The final project report evaluates services to 
young infants and their parents in an early inter- 
vention program for neurologically handicapped 
(cerebral palsied) children. Following a general 
report of the 1969-70 activities, evidence from 
evaluation research in three areas is presented. 
Studied were the effects of group therapy on the 
parents of infants, the effects of the program on 
the emotional adjustment of the parents and their 
attitudes toward raising children, and effects of 
the program on the physical, social-emotional, 
and intellectual development of the 23 children, 
ages 9-44 months, who participated in the inter- 
vention program two mornings per week. 


Evidence Aan. that in general the parents 
became less apprehensive and more self-assured 
their 


posttesting with the Children’s Developmental 
schedule, an experimental rating scale, showed 
—— growth in the areas of physical, social 

and emotional, and intellectual growth in one of 
the two groups of children. (KW) 
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Forbes, Donald G. Raschick, Sally Carey 
Walworth County Preschool Program. Rationale 
and Preliminary Report. 
Wisconsin State Dept. of Public Instruction, 
Madison. Div. for Handicapped Children. 
Spons Agency—Bureau of Elementary and 
a" Education (DHEW/OE), Washing- 
ton, D.C. 
Pub Date Sep 70 
Note—1 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Behavior Change, *Early Child- 
hood Education, *Educable Mentally Han- 
dicapped, *Exceptional Child Education, Inter- 
vention, Mentally Handicapped, Nonprofes- 
sional Personnel, Positive Reinforcement, 
Preschool Children, *Program Descriptions 
Identifiers— Wisconsin 
The report describes an academic, compensato- 
ry education preschool program for educable 
mentally retarded children 3-5 years of age. 
Goals are to teach, through behavior modification 
techniques, language skills and behavior patterns 
necessary to succeed in school. Language 
teaching is based on an adaptation of the Be- 
reiter-Englemann method, and the program 
makes extensive use paraprofessionals. 
Discussed are efforts to foster healthy self-con- 
cepts, techniques of behavior modification and 
the schedule of tangible and social reinforcement, 
staffing and training procedures, subject matter 
taught, and the program of home visits to inform 
parents of the child’s progress and encourage 
them in the use of positive reinforcement 
management techniques. Evaluation results re- 
ported show IQ gains of 14-38 points, a 17-month 
average gain in language over 7 1/2 months, im- 
proved behavior and self-concepts, longer atten- 
tion spans and ability to delay gratification, and 
gains in academic skills. Appendixes present con- 
trolling techniques, the rationale for heavy 
emphasis on language teaching, examples of sub- 
ject matter taught and sample lesson plans, forms 
for reporting on the home instruction program, 
descriptions of staff job responsibilities, and 
— of in-service paraprofessional training. 
(KW) 
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Schattner, Regina 
An Early Childhood Curriculum for Multiply 
Handicapped Children. 
Pub Date 71 
Note—143p. 
Available from—John Day Company, 257 Park 
Avenue South, New York, New York 10010 
Document Not Available from EDRS. 
Descriptors—Class Activities, *Curriculum 
Design, *Early Childhood Education, *Excep- 
tional Child Education, Instructional Materials, 
*Multiply reser ra *Program Descrip- 
tions, Teaching Methods 
The guide for understanding the multidimen- 
sional educational problems of multiply han- 
dicapped children and for developing an ap- 
propriate curriculum and setting is addressed to 
teachers. Methods, materials, and a curriculum 
for working with young (ages 4-9 years) multiply 
handicapped children are presented. The program 
includes an enriched language program to 
prepare the children who will go on to academic 
learning in a school setting. The curriculum can 
be adapted for children with motor and sensory 
defects, mental retardation, or emotional 
disturbance. Discussed are the identification and 
early years of the multiply handicapped; the ideal 
physical plant and special education classroom; 
the professional staff and teacher-parent coopera- 
tion; and an educational program which is a com- 
pilation of techniques used with multiply han- 














dicapped children (blind-cerebral palsied, men- 
disturbed) in two dif- 


fret shook, Ape and _gouping, pyc 


development, play, creative 
introduction of tool sub and 
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child and the blind child are treated in two 
separate chapters. (KW) 
EC 032 413 


Learning Report. 
Arizona Univ., Tucson. Dept. of Special Educa- 


tion. 

Spons Agency— Education for the 
Hand: (DHEW/OE), Washington, D.C. 

Pub Date 

Pee oe EG-0-9-12101 3-3021(031) 

Note—170p.; Proceedings of the Advanced In- 
stitute for Leadership Personnel in Learning 
Disabilities (Tucson, Arizona, December 3-6, 


1969) 
EDRS Price MP-90.66 HC-$6.58 
Reports, *Exceptional 

Child Sascuien, Inservice Teacher Education, 

Institutes (Training Programs), *Learning Disa- 

bilities, *Special Education Teachers, *Teacher 

Education, *Teacher Role 

Reported upon is an institute involving 87 par- 
ticipants representing leadership personnel in the 
field of learning disabilities, held December 3-6, 
1969, in Tucson, Arizona. The institute’s purpose 
was to upgrade the leadership personnel through 
exchange of information on issues in pre- and in- 
service training programs. Historical background, 
purposes, and organization of the institute are 
described. Proceedings presented include the 
committee reports of the seven groups into which 
participants were divided. Each working commit- 
tee discussed specific roles and functions of 
teachers of the learning disabled, and implica- 
tions for preparing such personnel. Also included 
are texts of the keynote speech by Leonard Lu- 
cito, in which he reviewed activities of the Bu- 
reau of Education for the Handicapped regarding 
teacher training for the future, and texts of the 
two main speeches by Richard Usher and Martin 
Dworkin. Usher's speech concerned teacher edu- 
cation in general, with emphasis of his research 
findings on teacher effectiveness and his point of 
view on future directions in teacher education, 
while Dworkin gave a philosopher's view of moral 
issues involved in changing children’s learning 
behavior. Appended are reflections and com- 
ments by the institute’s elder statesmen: William 
Cruickshank, Marianne Frostig, Newell C 
Kephart, Samuel A. Kirk, and Helmer Myklebust. 
(KW) 
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Jones, Reginald L., Ed. 

Problems and Issues in the Education of Excep- 
tional Children. 

Pub Date 71 

Note—424p. 

Available from—Houghton Mifflin Company, 110 
hey Street, Boston, Massachusetts 02107 
($5.50) 

Document Not Available from EDRS. 

Descriptors—Educational Diagnosis, *Educa- 
tional Methods, *Educational Trends, *Excep- 
tional Child Education, *Gifted, *Handicapped 

_ Children 
The collection of articles focusing upon 

problems and issues in the psychology and educa- 

tion of exceptional children emphasizes diver- 
gence and areas of conflict which represent the 
reality confronting special educators. The 
teadings are intended as a supplement to survey 
textbooks on the psychology and education of ex- 
ceptional children or as a sourcebook for ad- 
vanced courses. Six sections cover issues and 
problems related to the education of the gifted, 
mentally retarded, speech and hearing han- 
dicapped, learning disabled, visually + ee 
and emotionally disturbed. Issues of diagnosis and 

identification, as well as educational controver- 
sies, are treated. The final section concerns 
problems and issues in professional special educa- 
tion, covering such topics as diagnostic categories 
and labeling practices, assessment and remedia- 
tion practices, and the validity of special educa- 
tion for the mentally retarded and for inner city 
black children. (KW) 
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Savino, Michael T. Belchick, Gerald D. 

Vocational Rehabilitation of the Disabled 
ina Ui Setting. Second Year Report. 

California State Dept. of Rehabilitation, Sacra- 
mento. 

Spons Agency—Social and Rehabilitation Service 
(DHEW), Washington, D.C. 

Pub Date Nov 70 

Note—30p. 

EDRS Price MF-$0.65 HC-$3.29 

pe ; 


at the University of California, Berkeley. The 
Cowell Hospital Project provides housing and 
special assistance for quadriplegics with an espe- 
cially favorable academic prognosis. The report 
summarizes the project’s funding, type of clients, 
admission procedures, assistance 

dle the activities of daily living, medical manage- 
ment, rehabilitation counseling services, costs, 
and future. It is noted that the academic and vo- 
cational achievement of clients is above that of 
the average university student and/or rehabilita- 
tion client. Appended information includes a 
table of client characteristics, case cost estimates, 
reprints of news articles on the project, the 
Cowell Residence Program admission procedure 
and a student questionnaire, evaluative comments 
and recommendations by project participants, 
and brief cass sommmaries of the 18 clients cur- 
rently served by the project. (See ED 044 
865/EC 030 630 for a previous report on this 
project.) (KW) 
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Gallaudet Coll., Washington, D.C. Office of 
Demographic Studies. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date Jun 70 

Note—42p. 

Available from—Gallaudet College Bookstore, 
ry College, Washington, D.C. 20002 
( ) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Age Groups, Auditory Perception, 
*Aurally Handi Demography, *Excep- 
tional Child Research, *National Surveys, Sex 
Differences, Statistical Data 
Data contained in the report were collected by 

the Annual Survey of Hearing Impaired Children 

and Youth on 25,363 hearing impaired children 
enrolled in participating special education pro- 
grams during the 1968-69 school year. Data 
describe the following characteristics of such chil- 
dren: additional handicapping conditions, age at 
onset of hearing loss, audiometric findings on 
hearing threshold levels, age, and sex. Seventy- 
nine schools and 63 special classes participated in 
the survey. The students for whom data are 
presented represent about one half of the total 
number of hearing impaired students receiving 
special educational services. In addition to 
presenting detailed statistical tables, qualifications 
and limitations of the data are pointed out. (KW) 
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Hirshoren, Alfred And Others 
A Survey of Public School 


grams for Emotionally 
= Univ., Urbana. Dept. of Special Educa- 


Pub! Dee Dec 70 

Note—70p.; Special Education Monograph No. 
1-70 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Administrative Policy, Class Bey 
*Emotionally Disturbed, *Exceptional Child 


Surveys, *State Programs, *State Standards, 

Statistical Data 

The survey examined the current status of spe- 
cial education programing for ¢ 
disturbed children as required, permitted, and/or 
prohibited by laws or regulations in each state, 
and as seen by the state directors of special edu- 





cials in each state completed con- 
cerned with such parameters as and 

> . available, 
caseload and class size, diagnosis 







: 


Estimates 
lar classes ranged from 5% to over 90%. 
issue appeared to be that of definition. (KW) 


lucation. 
Spons Agency—Texas Education Agency, Austin 
Pub Date May 71 
Note—114p 
EDRS Price MF-$0.65 HC-$6.58 
i Design, *Educabie 
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The report of a project for planning a training 
program for the mentally retarded in the areas of 
food preparation and service summarizes activi- 


dent selection criteria and procedures, the train- 
ing setting and equipment needed, and areas of 
specializatio: 


and trade organiza- 
tions. A suggested budget, totaling $44,250, = 
the initial year of a demonstration project fo 
training — retarded students according to 
these plans and recommendations is included. 
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age group. Testing of experimental and control 
groups showed that the telecasts were out- 
standingly successful in teaching concepts about 
those subjects, particularly to first graders. 
Although minor difficulties were encountered in 
broadcast reception and in having suitable situa- 
tions or equipment for the viewing time, the se- 
ries met with general approval from teachers and 
administrators. Classroom teachers felt that the 
technical production was not up to commercial 
television quality and that the television teacher 
presented the material well but should have sup- 
plemented her lectures with other apes of 
material. (JK) 


Florida State Univ., Tallahassee. Computer- 
Assisted Instruction Center. 

Spons Agency—Office of Naval Research, 
Washington, D.C. Personnel and Training 
Research s Office. 

Pub Date 15 Apr 71 

Note—27p.; CAI Center Tech Memo Number 32 

EDRS Price MF-$0. 65 HC-$3.29 

Descri havioral Objectives, *Computer 
Assisted Instruction, *Cost Effectiveness, 
*Course Evaluation, Curriculum Development, 
Evaluation Techniques, Feedback, Graduate 
Study, Individualized Instruction, Instructional 
Systems, Methods Courses, Program Costs, 
*Programed Instruction, *Systems Approach, 
Teaching Assistants 
The Florida State model of computer-managed 

instruction (CMI) differs from other such models 

in that it assumes a student will achieve his max- 
imum performance level by interacting directly 
with the computer in order to evaluate his learn- 
ing experience. In this system the computer plays 
the role of real-time diagnostician and prescriber 
for the student and serves as a master record- 
keeper for the entire student population. To test 
this model of CMI, systems concepts were used in 
developing a programed course to teach graduate 
education students the techniques of programed 
instruction. In a field trial of the course, four in- 
structional presentations were used: students fol- 
lowed a fixed sequence of tasks and had a gradu- 
ate student evaluate their progress, students 
selected their own sequence of tasks and had a 
graduate student evaluate their progress, students 
followed a fixed sequence and evaluated their 
progress with the aid of a computer, and students 
selected their own sequence and evaluated their 
progress with the aid of a computer. No signifi- 
cant differences were found among the experi- 
mental treatment groups. Student performance on 
the cognitive portion of the course was excellent, 
and it was estimated that the cost of conducting 
the course via CMI was one-half to one-third the 
cost of conventional graduate instruction. 
(Author/JY) 
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Pub Date 70 

Note—33p. 

Available from—American Library Association, 
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Document Not Available from EDRS. 

Descriptors—*Audiovisual Aids, Audiovisual 
Coordinators, Budgeting, Film Libraries, Films, 
Filmstrips, *Guidelines, Library Acquisition, 
Library Materials, Library Planning, Library 
Programs, *Library Services, *Library Stan- 
dards, *Public Libraries, Slides, Specifications, 
Tape Recordings, Video Tape Recordings 
The standards proposed here are designed to 

serve as a yardstick for public libraries and libra- 

ry systems that serve a population of 150,000 or 
more and that wish to establish audiovisual ser- 
vices or to strengthen their existing collections 
and services. The guidelines are intended to sup- 
plement the “Minimum Standards for Public 

Library Systems, 1966." These standards 

establish the division of responsibilities for au- 

diovisual services among the various units of a 

library system, develop goals for service, and 

describe material requirements in detail. 

Guidelines for staff development are given which 

prescribe the number and the qualifications of 


additional personnel necessary for an effective 
audiovisual program. A description of space and 
equipment allocations includes specifications for 
storage and maintenance of various media collec- 
tions as well as formulas to be used in estimating 
maintenance costs. Qualitative and quantitative 
measures which provide- the statistics used in 
planning budgets, allocating staff, and making 
decisions affecting future service are described. A 
glossary of terms used in audiovisual library ser- 
vice and an index are included. (JY) 
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Rowell, John Heidbreder, M. Ann 

Educational Media Selection Centers. Identifica- 
tion and Analysis of Current Practices. 

American Library Association, Chicago, Ill. 

Pub Date 71 

Note—177p.; ALA Studies in Librarianship 
Number 1 

Available from—American Library Association, 
50 East Huron Street, Chicago, Illinois 60611 


($4.50) 
Document Not Available from EDRS. 
Descriptors— Audiovisual Aids, Audiovisual Cen- 
ters, Demonstration Centers, *Instructional 
Materials Centers, Instructional Media, Library 
Facilities, Library Material Selection, Library 
. *Media Selection, *National Sur- 
veys, *Program Evaluation, Resource Centers, 
Resource Materials, *Statistical Data 
Phase I of this National Book Committee study 
surveyed existing educational media selection 
facilities and examined programs at the state, re- 
gional, and local levels. Facilities were located 
and identified, and their successful components 
were evaluated by means of questionnaires and 
on-site visits. This final report contains an in- 
troductory section which summarizes the initial 
study and describes the needs which prompted it, 
the role of the National Book Committee, the 
purpose of Phase I, and the educational media 
selection centers program itself. The major 
findings are presented in more than 80 com- 
prehensive tables, together with conclusions and 
recommendations for subsequent phases of the 
program. The conclusions cite the need for better 
communication programs, for more adequate 
financial bases, and for less duplication of effort 
among the centers, especially in the area of 
evaluating and selecting media. Some of the areas 
indicated for further study include budget, con- 
tent and balance of media collections, handling of 
purchased and free media in centers, display 
and/or cataloging of material, and evaluation of 
audiovisual and print media. Samples of the 
forms used to gather data in the study are ap- 
pended. (Author/JY ) 
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The 8MM. Documents Project. 

Pub Date [71] 

Note— 1 6p. 

Available from—Thorne Films, Dept. DC031, 
1229 University Avenue, Boulder, Colorado 
80302 

Document Not Available from EDRS. 

Descriptors—*Catalogs, *Filmstrips, Information 
Sources, *Modern History, *Resource Materi- 
als, *Single Concept Films, United States His- 
to 
Small segments of original film footage relating 

to discrete historical subjects that range from bat- 
tle scenes of the Spanish-American War to the 
first steps of man on the moon have been 
gathered from archival sources and packaged into 
a Super-8 cartridged film format. The films run 
less than five minutes and are silent. They are not 
aimed at any age level but are intended to be 
used as tools for historical investigations, to 
stimulate discussion, and to help analyze and 
compare historical events, trends, and develop- 
ments. On the outside of each film cartridge, a 
label provides a description of the contents of the 
film, information about the event, and a bibliog- 
raphy. These notes contain only objective data 
about the film subject. The cartridges may be 
used with either Technicolor or Kodak instant 
loading projectors. Library of Congress cards are 
available for each title. A total of 128 titles are 
listed chronologically, and a descriptive note is 
provided for each new title. Complete ordering 
information for the films is given. (JY) 
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Clark, Michal C. Merrill, M. David 

A Cybernetic Modification Scheme for an Instruc- 
tional System. 
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Brigham Young Univ., Provo, Utah. Dept. of 
Pics g sa 
No—WP-6 
Pub Date 10 Mar 70 
Note—20p.; Instructional Research and Develop- 
ment 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Conceptual Schemes, 
*Cybernetics, Feedback, “Individualized In- 
struction, Instructional Design, *Instructional 
Systems, Learning Characteristics, Systems Ap- 
proach, Teaching Methods 
One procedure that can be used to individual- 
ize instruction is to teach different pupils by dif- 
ferent methods with the intent of reaching a com- 
mon goal. A_ cybernetic (self correcting) 
procedure is proposed for manipulating instruc- 
tional displays so that after a period of time the 
instructional procedure used is optimal for a 
given individual. This is accomplished by chang- 
ing the parameter values of those parameters that 
define a given psychological condition or by 
changing the values and/or the parameters which 
define the content-specific conditions of a par- 
ticular display. The instructional paradigm for 
each kind of behavior may have many parameters 
associated with it. A sample of these parameters 
may be modified, and if the learner response is 
correct, those modified values are returned to the 
system, and another set of parameters is selected 
for modification. If the learner response is incor- 
rect, the same parameters are remodified in ac- 
cordance with the rules. In this way, the model 
provides a method to maximize correct responses 
by the learner. It also monitors performance, and 
its dynamic property makes it always try to do 
better. (JY) 
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Brigham Young Univ., Provo, Utah. Dept. of 

Communications. 

Report No—WP-12 

Pub Date 21 Oct 70 

Note—28p.; Instructional Research and Develop- 
ment 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Behavioral Objectives, Cognitive 

Objectives, Course Organization, Curriculum 

Development, *Evaluation Criteria, Evaluation 

Techniques, *Instructional Design, Learning 

Theories, *Models, Organization, *Programed 

Instruction, Program Effectiveness, *Quality 

Control, Task Analysis 
Identifiers—Gagne (R M), Merrill (M D) 

A quality control model is proposed to 
facilitate development of effective instructional 
programs. The theories of R. M. Gagne and of M. 
D. Merrill provide the foundations for a theory of 
sequencing behavior into a hierarchical order in 
order to improve the learning potential of an in- 
structional program. The initial step in the 
procedural model is to identify the enabling ob- 
jectives which allow performance of the terminal 
objective. After these objectives are identified 
and hierarchically charted, the sequence is 
validated by a task analysis. An evaluation by in- 
dividuals for whom the program is designed 
should eliminate ambiguous directions. The next 
step in the model is an empirical validation of the 
entire program to determine if the student 
reaches the terminal objective successfully and if 
the sequencing is effective and efficient. Finally 
the program is revised according to the results 
obtained in the preceding step and recycled until 
an acceptable criterion is reached. (JY) 
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Public Library Subject Headings for 16MM Mo- 
tion Pictures, 1971. 

California Library Association, Sacramento. 

Pub Date 71 

Note—S6p. 

Available from—California Library Association, 
717 “K” Street, Suite 300, Sacramento, 
California 95814 ($3.00) 

Document Not Available from EDRS. 

Descriptors—Cataloging, Classification, *Film 
Libraries, *Films, Indexes (Locaters), Instruc- 
tional Films, Library Technical Processes, Sin- 
gle Concept Films, Sound Films, *Subject 
Index Terms 
A subject heading list for 16 millimeter motion 

pictures is proposed here that is designed to pro- 

vide audiovisual librarians with a tool which will 





m in making subject indexes for their 
film catalogs and to establish an authority 

fessional catalogers who may be called 

catalog 16 mm. motion pictures. In 

preparing the list, a large number of printed film 
from various public libraries were sur- 

fhere there was widespread agreement 


incorpo: 
List of Subject Headings” was used as an ‘authori- 
ty for certain other headings, and some were 
because they are known to be familiar 


pe-aoelles into a final hardbound 2 pebtiontion 
(Author/JY ) 
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prehensive School. 
— Broadcasting Company, Helsinki (Fin- 


Po * iaeiens-thiannd Nations Educational, 
Scientific, and Cultural Organization, Paris 
(France). 

Pub Date Dec 70 

Note—39p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— *Communication (Thought 
Transfer), Communications, Communication 
Skills, Course Content, *Course Descriptions, 
Course Objectives, Critical Thinking, *Curricu- 
lum, Curriculum Guides, Information Dis- 
semination, Intellectual Development, *Mass 
Media, News Media, Newspapers, Opinions, 
Publicize, Radio, Social Influences, *Social Stu- 
dies, Television 

Identifiers— * Finland 
A suggested curriculum to be used to teach 

mass communications in Finnish comprehensive 

schools is described. Instead of concentrating on 
either an aesthetic or medium-bound (e.g., film 
education) approach, this curriculum focuses on 
the mass media as social institutions and on 
petty in young people a critical, thoughtful 
approach to mass communication messages. It 
also emphasizes information transmission and 
opinion formation. The curriculum is sequential, 
with suggested lessons and activities for each of 
three levels: the elementary (Grades I-III), the 
middle (Grades IV-VI), and the upper grades. 
The major subdivisions of mass communication 
studies are: communication in society, mass com- 
munication, forms of expression in the mass 
media, and understanding the message. Each of 
these topics is divided into several sub-headings 
or units of study such as an historical survey of 
communication, institutions transmitting infor- 

matio, message types, and the effects of a 

message. The description of each unit includes 

the purpose, examples and questions for class 
discussion, and topics for individual and group 
projects. (JK) 
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Multi-Media Simulation of Laboratory 
ments in a Basic Physics Lesson on M 

Florida State Univ., Tallahassee. Computer- 
Assisted Instruction Center. 

Spons Agency—Office of Naval Research, 
Washington, D.C. Personnel and Training 
Research Programs Office. 

Pub Date 1 Nov 70 

Note—67p.; CAI Center Tech Memo Number 25 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—College Instruction, College 
Science, *Computer Assisted Instruction, 
Course Evaluation, Filmstrips, *Laboratory Ex- 
periments, *Physics Instruction, Sequential 
Learning, *Simulation, Slides, Teaching 
Methods, *Transfer of Training 
A computer-assisted instruction (CAI) physics 

lesson on magnetism was supplemented with 

slides and film loops to provide a simulated en- 
counter with simple magnetism experiments. Two 
groups of students took the CAI lesson, but one 
group viewed the simulated experiments, while 
the other group performed the actual laboratory 
experiments. Since neither of the instructional 
modes led to posttest performance indicating les- 
son mastery, the data was further examined in an 
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attempt to identify program weakness. Possible 
sequence-related difficulties were considered in 
the light of evidence pertaining to positive 
transfer. A hierarchy of “conceptual levels” was 
predicted for the lesson and used as a basis for an 
analysis of transfer effects. Although inconclu- 
sive, the evidence seemed to indicate positive 
transfer in the predicted manner and suggested 
resequencing the lesson as an initial step toward 
making learning optimal. Student opinion favored 
the use of the simulated experiments as a wel- 
come 7 an of pace from usual classroom activi- 
ties. (JY) 
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Harvey, William L. 

A Study of the Cognitive and Affective Outcomes 
of a Collegiate Science Learning Game. 

Florida State Univ., Tallahassee. Computer- 
Assisted Instruction Center. 

Spons Agency—Office of Naval Research, 
Washington, D.C. Personnel and Training 
Research Programs Office. 

Pub Date 15 Nov 70 

Note—169p.; CAI Center Tech Report Number 
17 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Achievement, Background, Com- 
parative Statistics, Conventional Instruction, 
*Educational Games, *Elementary School 
Science, Games, High Achievers, Individual 
Characteristics, Low Achievers, Negro Stu- 
dents, Predictor Variables, *Role Playing, 
Science Instruction, Science Teachers, Student 
Attitudes, *Teacher Education, ‘*Teaching 
Methods 

Identifiers—Challenge 
A science education game, called Meares nal 

was developed and tested. In a course 
review the concepts that are useful in ner a 
elementary school science, one group of black 
graduate students used the game while a control 
group used the conventional lecture-discussion 
format. The game was designed to allow the 
player an opportunity to relate his knowledge of 
science to elementary classroom situations. A 
role-playing design was used to give the students 
practice in expressing scientific concepts using 
their own words. The results of analysis of vari- 
ance comparisons indicated that the experimental 
gaming group had significantly superior posttest 
results in achievement in science, attitude toward 
science, confidence in science, and in the learn- 
ing of the specific concepts that were taught in 
the game. It was found that individual personality 
and background characteristics could dif- 
ferentially predict the posttest measures and that 
low achievers in science benefited most from the 
gaming strategy. Their achievement posttest 
scores nearly matched those of the high achieve- 
ment group. Thus, the learning game reduced dif- 
ferences in achievement that were detected on 
the pretest while raising the achievement mean 
for the entire group. (JY) 
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Review of Automated Testing. 

Florida State Univ., Tallahassee. Computer- 


Assisted Instruction Center. 

Spons Agency—Office of Naval Research, 
Washington, D.C. Personnel and Training 
Research Programs Office. 

Pub Date 26 Feb 71 

Note—37p.; CAI Center Tech Memo Number 30 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Automation, *Computer Oriented 
Programs, Computers, Input Output, Input Out- 
put Devices, *Literature Reviews, Models, Per- 
sonality Assessment, Psychological Evaluation, 
*Psychological Testing, Student Testing, *Test- 
ing, Test Interpretation, Test Reliability, Test 
Scoring Machines, Time Sharing 
A review of the literature on automated 

psychological testing shows that most research 

and development in this area is based on a one- 
test, one-psychologist model. In this model, the 
functions of test administration, scoring, and in- 
terpretation are thought out in terms of specific 
tests presented on an individualized basis. How- 
ever, more complete and sophisticated psycholog- 
ical assessment can take place with a multi-test. 
multi-team model. This model makes extensive 
use of time-sharing, interactive, ter 

computer systems. Meth: paneer 

and research and development work on auto- 

mated testing in the last decade are reviewed in 
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terms of the three dimensions of testing: adminis- 


storage and retrieval of student evaluation files 
agp ttenoae dn goer Such a system would 
allow varying and appropriate reports to be 
generated for psychologists, teachers, counselors, 
etc. The capability of computers to analyze and 
accept natural language input must be further 
developed before testing can become fully auto- 
mated. (JK) 


ED 050 554 
Merrill, Paul F. 
Task Analysis: An Information Processing Ap- 


proach. 
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Note—30p.; CAI Center Tech Memo Number 27 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Association (Psychological), 
Behavioral Objectives, Behavior Chaining, *In- 
formation Processin; Learning 
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Performance, 
Identifiers—*Gagne (R M) 

Several concepts and techniques used to design 
computer simulation of human performance were 
employed in developing an _ information 
processing approach to task analysis. This new 
approach is compared and contrasted with Gag- 
ne’s hierarchical task model. Two con- 
ceptual levels of a behavioral objective are 
identified. One level, referred to as the “task 
level,” is concerned with the determination of the 
subskills that are required to learn and perform 
the terminal objective of a task. The second level, 
the “rule level,” is concerned with the discovery 
of order relationships between subskills. Neither 
hierarchical nor information processing analysis 
would be sufficient for all types of tasks. A 
hierarchical — would be ie a ae where 
lower ord transfer to 
higher level ape while an information 
processing analysis would be utilized where the 
output of one task subskill or operation is 
required as input for a succeeding operation 
(behavior chaining). (Author/JY) 
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A System for Individualized Math Instruction in 


Secondary Schools. 
TRW Systems Group, Redondo Beach, Calif. 
Pub Date 31 Jul 69 
Note—9p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Comparative Analysis, Conventional 
Instruction, Cost Effectiveness, Costs, *Disad- 
vantaged Youth, High School Students, *In- 
dividualized Instruction, Instructional Staff, 
*Mathematics Instruction, *Remedial Mathe- 
matics, Secondary School Mathematics, 
Teacher Aides, Teaching Methods, *Team 
Teaching 
An experimental program in mathematics at a 
high school in Watts, California, demonstrated 
that multilevel team teaching and individualized 
instruction produced significantly h gene a — 
achievement in computational skills 
traditional methods, and at no ae in fon, 
The pi was developed to improve the basic 
mathematics skills of high school students from a 
ghetto area who are unable to begin secondary- 
level math courses because of deficiencies in 
computational skills. The multilevel team con- 
sisted of a teacher, a teaching assistant (a college 
junior or senior), and a student assistant. The 
only teaching done by the teachers or teaching 
assistants was done individually in response to a 
student question. On a standardized math test, 
the experimental group was found to improve an 
average of 2.16 points more (about two-fifths of 
a semester in grade level) than control group stu- 
dents with the same starting scores, a statistically 
significant improvement. The major accomplish- 
ment of the course was to halt the further retar- 
dation of the students; however, a system still 
needs to be developed which will reduce the gap 
between the students’ grade level and their 
mathematics achievement level. (Author/JK) 
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Pub Date 26 Jul 71 

Note—345p, 

Available from—University of California Press, 
2223 Fulton Street, Berkeley, California 94720 





lopm 
Images, Nonverbal Abuity, Nonverbal Learn- 
ing, Perception, Pictorial Stimuli, Semiotics, 
hone od Experience, Sensory Training, Symbol- 
Language, *Thought Processes, Vision, 
Visual Arts, Visual Learning, *Visual Percep- 


Based on the more geaeral principle that all 
thinking secon reasoning) is os percep- 
tual in nature, the author proposes that visual 

perception is not a passive recording of stimulus 
material but an active concern of the mind. He 
delineates the task of visually distinguishing 
changes in size, shape, and position and points 
out the complexity of the task accomplished each 
time the sense of vision establishes the size, 
shape, location, color, brightness, and movement 
of an object. The effect of the memory of past 
experience on perception provides a framework 
for his discussion of mental imagery and its rela- 
tion to direct sensory observation. He postulates 
that mental images are a necessary precondition 
for “thought,” and he uses line drawings to illus- 
trate the organization of mental images into con- 
cepts. The functions of three categories of 
images--pictures, symbols, and signs--are ex- 
plained. The author describes two antagonistic 
theories of abstraction and states that it is the in- 
dispensable link between perceiving and thinking. 
He believes that words are not indispensable to 
thought, but serve as labels for images, and that 
art is not just a form of visual thinking, but fulfills 
other primary functions by creating beauty, per- 
fection, harmony, and order. In conclusion, he 
proposes that the means and ends of science and 
art are closely allied. (JY) 
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Young, Jon I. 


Microteaching. 
Brigham Young Univ., 
Communications. 

Pub Date 71 
Note— 1 6p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Feedback, *Microteaching, *Peer 
Teaching, Preservice Education, *Student 
Teachers, Teaching Techniques, Training 
Techniques, *Video Tape Recordings 
To gauge the effect of different microteaching 
variables on the effectiveness of microteaching, 
three treatment conditions were set up. In the 
oral group, oral evaluation by the supervisor was 
not available to the subjects (student teachers). 
In the video group, video recording or playback 
was not available. In the peer group, ninth-grade 
students, rather than fellow student teachers, 
were used as the “micro-class.” Three regular 
microteaching groups served as controls for each 
treatment condition. Two evaluation forms, the 
Verbal Interaction Categories System and the 
Video Teaching Evaluation Form, were used to 
evaluate the performance of each student teacher 
in subsequent microteaching sessions. Results 
showed that only one variable, use of ninth-grade 
subjects rather than peers, significantly affected 
performance in subsequent sessions. In this condi- 
tion, subjects were fairly uncomfortable with the 
task of teaching younger students and did not 
allow for student interaction during the 
microteaching sessions. Lack of oral or video 
feedback did not affect subsequent microteaching 
attempts. (JK) 
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Descriptors— Attitudes, Audiovisual Aids, Chang- 
ing Attitudes, Concept Formation, Correspon- 
dence Study, *Educational Television, English 
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Provo,’ Utah. Dept. of 
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Broadcasts; 


surveys 
the use and effects of its programs from 1960-68. 
The major surveys, each of which is summarized 
in this booklet, cover four categories: the utiliza- 


and on the daily life of high school 
students taking correspondence courses and their 
utilization of broadcasts. The second group of 
studies analyzed a fourth-grade science class and 
a junior high school class and also in- 
cluded a study on the function of 
methods in concept formation. Studies in the 
third category looked at the effects of television 
programs in teaching English, in teaching moral 
i , and on children in isolated villages. In- 
cluded in the fourth category are studies on the 
effects of violent scenes on children and on ways 
of changing children’s choice of programs. (JK) 
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Pub Date Jun 71 
Note—107p.; A selected annotated bibliography 
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microfilm 
Available from—University Microfilms, 300 
North Zeeb Road, Ann Arbor, Michigan 48106 
Document Not Available from EDRS. 
Descriptors— American History, Archives, 
“Comins, *Federal Government, Federal 
Laws, Federal Legislation, *Government Publi- 
cations, ‘Library Materials, *Microfilm, 
Periodicals, Reference Materials 
Identifiers—Congressional Record 
Selected United States Government documents 
available on microfilm from University 
Microfilms are listed in this annotated catalog. 
Many of these documents were originally 
published by the U.S. Government Printing Office 
and issued to depository libraries across the 
country. Others were published by private prin- 
ters and may not be considered part of the 
depository collection. The microfilmed docu- 
ments are listed by type: administrative reports; 
statistical reports; committee or commission re- 
ports; reports of investigation and research; 
hearings before committees of Congress; docu- 
ments, journals, and proceedings; laws; statutes, 
compilations, and codes; decisions and opinions; 
rules, regulations, and manuals; bibliographies 
and lists; general and descriptive information; and 
periodicals. A complete listing of the microfilmed 
hearings, committee prints, and reports of the 
82nd through the 86th Congresses is presented. 
Each listing gives an ordering number and the 
price of microfilm and, when available, of hard- 
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Pub Date 70 

Note— 109p. 

Available from—Fearon Publishers, Lear Siegler, 
Inc., Education Division, 6 Davis Drive, 
Belmont, California 94002 ($2.75) 

Document Not Available from EDRS. 

Ad it Problems, Check Lists, 
*Educational Needs, Employer ag 9 Rela- 
tionship, Feedback, *Flow Charts, Job Satisfac- 
tion, Low Achievement Factors, *Motivation, 
Negative Reinforcement, Performance, Per- 
formance Criteria, *Performance Factors, Posi- 
tive Reinforcement, Skill Deve ent, Student 
Teacher Relationship, Task » “Training 
Objectives, Vocational Adjustment 
When faced with a discrepancy between the 

actual and the desired performance of a student, 

employee, or acquaintance, the usual course of 
action is to “train, transfer, or terminate” the in- 
dividual. The authors believe that while these 
may sometimes be appropriate solutions ap- 





Spons Agency--Naval Training Device Center, 


Orlando, Fila. 
Pub Date Feb 7 71 
Note—219p.; Final Technical Report, June 1968 
june 


Taxonomy, *Training Techniques, *Transfer of 
isualization 


Training, V 

planning activities in this research program 
included a review of the applied and theoretical 
literature in the field of learning, retention, and 
training, a selection of an appropriate taxonomy 
of tasks, a survey of Naval jobs to determine 
critical tasks from the standpoint of training, a se- 
ties of technical meetings with consultants, and a 
conceptual design for a general purpose com- 
puter-based, experimental apparatus. Two experi- 
ments were designed and conducted in order to 
try out the newly developed set of research 
requirements and to provide a data base for sub- 
sequent investigations. These experiments dealt 
with training and transfer of procedural skills. At 
the end of the first experiment subjects were 
asked to suggest ways of improving the effective- 
ness of training. These suggestions were used to 
modify training for the second experimental 
group. On the basis of these experiments it was 
concluded: that trainee feedback can be of value 
in increasing training effectiveness, that 
“imagery” can play an important role in promot- 
ing procedural skills, and that training effective- 
ness can be achieved through the use of low-cost 

and pencil simulation of the operational 
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Note—14p.; Paper presented at the International 
Communication Association Annual Con- 
ference (Phoenix, Arizona, April 22-24, 1971) 

EDRS Price MF-$0.65 HC-$3. 

des, Beliefs, Communications, 
*Developing Nations, Industrialization, *Mass 
Media, Nationalism, Newspapers, Periodicals, 
*Political Socialization, *Publishing Industry, 
*Socioeconomic Influences, Technological Ad- 
vancement 

Identifiers—*India 
Mass communications are considered by many 

western scholars to be among the most potent 

tools for modernization of an underdeveloped 
country. This belief is based on two assumptions: 
that the mass media are large-scale operations 
which enjoy massive circulations or audiences 
and that they are primarily controlled by forward- 
looking, progressive governments and by people 
who share the ents’ commitment to 
economic and political development. In the case 
of India, at least, these assumptions are false. 

broadcasting is controlled by the 





periodicals, 

of these publications 

consists of small publications with small circula- 
tions, stemming from small towns, written in one 
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a Translated from the Hungarian by 
Bone 

avaleble from—Dover Publications, Inc., 180 

Varick Street, New ee Ne -Y. 10014 ($2. 75) 


The author, in this new edition of a 1945 clas- 
sic on film theory, proposes that films have a 
greater influence on the minds of the general 

blic than any other art form; therefore, a care- 
ful study of film is necessary to control and direct 
its potential influence. He delineates the early 
history of films, pointing out that not until 10 or 
12 years after the invention of the motion picture 
camera did a truly visual language begin to 
emerge. He traces the development of this visual 
language and examines the unique devices of 
silent films. He uses his knowledge of interna- 
tional film classics to analyze the effects and 
techniques of the silent film, concentrating on the 
powerful combination of the close-up shot and 
the skillful actor’s face. Camera setups and 
photographic techniques, as well as editing 
techniques such as cross cutting and montages, 
are fully explored and illustrated. He describes at- 
tempts to emancipate films from their literary 
content in order to reach a higher level of ab- 
straction. He feels that the great potential of 
sound films has yet to be realized. He presents his 
ideas on the problems encountered in the use of 
sound and color, on writing for or adapting exist- 
ing literary works for films, on the differences 
between style and stylization, on film operas, and 
on the emergence of the screen idol. (JY) 
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Pub Date 71 
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Available from—Educational Technology Publi- 
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Document Not Available from EDRS. 

Descriptors—Affective Objectives, *Behavioral 
Objectives, Cognitive Objectives, *Curriculum 
Design, Curriculum Development, *Guides, In- 
dividualized Curriculum, *Individualized In- 
struction, Instructional Materials, Material 
Doe. Models, Psychomotor Objec- 

h, Taxonomy 

aeaiiors” tenes ‘icojemin) 

Precise guidelines for designing and developing 
curriculum materials from vigorously defined 
behavioral objectives are presented. The 
guidelines are designed to enable an educator to 
— all the objectives appropriate for a unit 

of instruction, to define a procedure for ordering 
or programing objectives into an educational 
sequence, and to outline the d needed 
for communicating specifications to teachers and 
to writers. A systems approach to curriculum 
design is followed; that is, an experience-based 
model of a process is developed to identify the 
elements, relationships, and sequences essential 

to the production of curriculum materials by a 

team of specialists. The “Taxonomy of Educa- 

tional Objectives: Cognitive Domain” by 

Benjamin Bloom was used as the source of the 

classification system which underlies the model. 

A set of exercises is provided for those who 

would like to develop a proficiency in this 

method of curriculum design. A foldout ae 
shows the Bloom taxonomy, the modified mode 

of the taxonomy developed in this guide, a a 
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Identifiers ILP. 

Package 

An Individualized Learning Package (ILP) is a 
method for translating traditional curriculum 
guides and teacher lesson plans into an in- 
dividualized set of student lesson plans which per- 
mit each student to progress continually through 
the curriculum at his own optimum rate. An ILP 
offers alternative len of achieving stated 
behavioral objectives and allows students to help 
plan their own learning . The teacher 
using an ILP becomes less of a lecturer and more 
of a guide and manager for a total environment 
for learning. A typical ILP consists of a 
statement for the entire ILP, a list of the sub-con- 
cept statements, a list of learning objectives, in- 
structions concerning a pretest which covers all 
the learning objectives, one or more lessons into 
which the sub-concepts or learning objectives 
may be divided, instructions concerning a posttest 
which covers all the learning objectives, and sug- 
gestions for pursuing the subject presented in the 
ILP in greater breadth or depth. This guide con- 
tains an in i program intended to teach 
teachers to construct their own ILPs. It presents 
its materials in the form of nine ILPs, and is con- 
structed so that it may be used as a textbook in a 
course or as a self-teaching tool. (JY) 
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The purposes of this book are to introduce film 

as an art and to show how close, both in form 

and content, literature and the narrative film are 
to one another. To accomplish these purposes, 
the basic components of literature and film are 
compared, including language (the novel uses 
words, while the film uses images), point of view, 
and figurative language. The structure of a film, 
which is built up through editing, and a film’s ap- 
peal to the ear through sound are also discussed. 

Examples are taken from both classic and con- 

temporary films. A glossary of important film 

terms is included along with a bibliography on 
film, a list of film —— and a list of the 
major distributors of 16 millimeter films. (JK) 
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mental simulation in the natural and social 
i training, and in 

group settings are explored briefly. (JY) 
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After outlining the advantages of individualiz- 
ing instruction the use of learning labora- 
tories, this book evens the physical facilities 
needed in a and stresses the crucial 
role of the laboratory coordinator, who must be a 
counselor, test administrator, tutor or teacher, su- 
pervisor, bookkeeper, and curriculum 
A check list for analyzing coordinator per- 
formance is included. The fundamental im- 
portance of testing to a laboratory program is 
stressed, and the objectives, basic terminology, 
and procedures for a successful testing program 
are explained. An example is given of a success- 
ful learning laboratory in North Carolina. The 
need to constantly evaluate the laboratory pro- 
gram is considered, as well as methods for 
evaluating programed instructional materials. A 
list of recommended self-instructional equipment 
and the names and addresses of principal equip- 
ment and materials vendors in the United States 
are provided. (JK) 
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selection, and use of visual aids in instruction. 
Some prior training in the application of 
behavioral principles to the preparation of in- 
structional materials is assumed. The program 
consists of a handbook and a workbook. All the 
information in the handbook is presented in an 
unusual chart form with arrows to direct atten- 
tion to the interrelated nature of the material. At 
appropriate intervals in the handbook, the stu- 
dent is directed to complete relevant exercises in 
the workbook. The material covers the classifica- 
tion of visual aids and instructional situations, the 
use of criterion visuals, the use of simulated 
criterion visuals, the use of mediating visuals, and 
procedures to follow in selecting and using visuals 
in instruction. The behavioral objectives for each 
of these topics is specified. The handbook has a 
table of contents and an index so that it may be 
used as a reference source and job aid after 
completion of the program. (JY) 
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The possibility of using instructional television 
(ITV) as the core component in an instructional 
system designed to meet the special needs of the 
educationally disadvantaged children of migrant 
farm workers, of American Indians, and of the 
inner-city poor was appraised. The educational 
problems of each of these three groups were as- 
sessed and differentiated from ‘the problems of 
educationally disadvantaged children in general. 
After a survey of the use of ITV systems to meet 
similar needs in other countries, the ITV systems 
used in Australia, Israel, Japan, and New Zealand 
were chosen for in-depth study. The ways in 
which these systems deal with such problems as 
introducing the core television approach, over- 
coming resistance to ITV, the effect of the stu- 
dent-to-system | telationship on the learning 
wel the of sporadic 
school attendance, upgrading the skills of 
teachers, and teaching basic skills in language 
and mathematics were studied in detail. When 
the experiences of these ITV systems were used 
to evaluate ITV in terms of the particular needs 
of each of the three target groups, it was found 
that the use of ITV to present a core curriculum 
would be an effective means of accomplishing 
significant reforms only in the education of 
American Indian children. A special analysis was 
also made of the potential role of ITV in junior 
and community colleges. (JY) 
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In order to appraise the usefulness of instruc- 
tional television (ITV) as the core component in 
instructional systems designed to meet the special 
needs of the educationally disadvantaged children 
of migrant farm workers, American Indians, and 
the inner-city poor, a study was made of the use 
of ITV programs to meet similar needs in other 
countries. The four in-depth case studies which 
supported this appraisal are presented here: edu- 
cational radio and television in Australia, ITV in 
Israel, the Nippon Hoso Kyokai (NHK) Gakuen 
(high school) program in Japan, and educational 
radio in New Zealand. These case studies provide 
detailed information on the functioning of each 
program which goes beyond appraising its poten- 
tial for the educationally disadvantaged in the 
United States to a complete description of the 
program and its place in the educational system 
of the country as a whole. The programs used in 
Australia, New Zealand, and Japan rely on cor- 
respondence courses to supplement the instruc- 
tion provided on television, while the Israel ITV 
system is integrated into the school curriculum 
throughout the country. (JY) 
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In this sixth survey of educational television in 

the United States, 187 UHF-VHF educational 

television (ETV) stations, 27 ITFS (Instructional 

Television Fixed Service) systems, and 35 CCTV 

(closed circuit television) systems reported on 

their operating policies and on their programming 

during the week of March 9-15, 1970. The 
amount and kind of programming addressed to 
age-differentiated audiences was the primary 
focus of the survey. Some of the significant 
trends noted were an increase in the number of 

ETV stations on the air, an increase in the 

number of days per week these stations broad- 

cast, and an increase in “public” programming 

(in contrast to instructional programming). Some 

of this shift to public programming was caused by 

the great impact of the “Sesame Street’’ series, 
which was so-classified. The rest of the shift was 
probably caused by the increased use of programs 
produced by such national organizations as the 

Corporation for Public Broadcasting and the Na- 

tional Educational Television (NET) network. 

The material gathered in the survey is presented 

in both expository and tabular form. Information 

is included about production patterns, program 
sources, audience levels, program subjects, and 
station ownership. A statistical profile of each 

ETV station is given. (JY) 
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“Graduate Study, Institutes (Training Pro- 
grams), Institutional Research, Instructional 
Materials, *Instructional Materials Centers, In- 
structional Media, Instructional Technology, 
Media Research, Media Specialists, Research 
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Identifiers—Division of Instructional Systems 
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tion Act, Higher Education Act, *Indiana 
University Audio Visual Center, National 
Defense Education Act 
Since the first graduate course in educational 
media was offered in 1940, the program at Indi- 
ana University has grown into an integrated 
Audio-Visual Center/Division of Instructional 
Systems Technology program which offered 45 
courses in 1968-69. The program seeks to com- 
bine opportunities for advanced study, practical 
experience, and research with a program of 
professional assistance to faculty members in the 
selection, development, and use of educational 
media. It also serves the educational community 
in such capacities as a library of educational 
media material and a center for developing and 
testing instructional materials. Indiana University 
cooperates with NET (National Educational 
Television), AID (Agency for International 
Development), and various foreign countries in 
projects concerned with instructional technology. 
During the period 1958-68, federal funds sup- 
ported over 25 projects, including the National 
Instructional Television Center, and permitted aid 
to graduate students, institutes for media spe- 
cialists, additional courses, and a re-evaluation of 
the existing curriculum in instructional technolo- 
gy. Although a recent cut in federal appropria- 
tions for educational media programs will reduce 
current activities, substantial SS has been 
made toward the goal of a professional education 
program. (JY) 
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A series of essays discuss in a semi-technical 
way the PP so enn corso theoretical, and applied 
aspects of cybernetics and bionics. Of particular 
interest to educators is the author’s discussion of 
the implications of cybernetics for pedagogical 
methodology. He predicts that education in the 
future will concentrate on a teaching systems ap- 
proach, data retrieval, and problem solving, 
rather than insisting on the memorization of large 
bodies of knowledge. Cybernetics will aid educa- 
tion in many ways, he says, such as in automating 
the retrieval and storage of data, in determining 
the optimum volume and content of educational 
need for society, production, science, and the na- 
tional interest, and in planning and locating the 
number and types of schools. He cites the useful- 
ness of applying the essentials of automatic con- 
trol systems to education in order to discover the 
general laws which will optimize the process of 
education. Other essays deal with the cybernetic 
aspects of such fields as space medicine, history, 
eugenics, politics, health care, marine science, 
entomology, and behavior analysis. A glossary is 
provided. (JY) 
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_Two methods for presentation of programed 
ostic tests were compared. One method 
used a five-screen, tape and slide format and the 
other used television in the form of videotape 
recording. The electronics course used for the 
study pi le 10 diagnostic tests, five for each 
method. Evaluation was made on the basis of test 
scores and attitude tests. There was no significant 
difference in the measuring capacity of the two 
methods, but the students’ attitudes, as measured 
by direct questions and attendance figures, 
favored the tape/slide form of presentation. 
(Author/JK) 
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Recent events suggest that Intelsat (the 68-na- 
tion International Telecommunications Satellite 
Consortium) will coordinate a number of 
domestic and regional systems that provide satel- 
lite communications services, some of which will 
be maintained by Intelsat and some of which will 
be independent. This report addresses the 
problems of conflict in functioning and resource 
use that such a multiplicity of systems may en- 
counter. Practical methods of dealing with such 
conflicts, of meeting individual needs, and of 
making the benefits of satellite communications 
widely available are suggested. The report con- 
cludes that sufficient frequencies and orbital posi- 
tions are available for all forseeable needs, pro- 
vided there is intelligent advance planning and 
coordination at the international level. The report 
underlines the need for such planning and coor- 
dination, suggests that only minimal restraints be 
placed on direct broadcasting, and recommends 
major structural changes in the International 
Telecommunication Union (an agency of the 
United Nations) to make that organization more 
able to deal with the problems of satellite com- 
munications on an international basis. Two 
separate papers discuss the issues, primarily of 
spectrum resource management, to be decided at 
the 1971 World Administrative Radio Conference 
and propose a communication satellite system 
“ could be built using existing technology. 
(JY) 
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A graphics terminal designed for use as a 

remote computer input/output terminal is 
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described. Although the terminal is intended for 
use in teaching applications, it has several fea- 
tures which make it useful in many other com- 
puter terminal applications. These features in- 
clude: a 10-inch square plasma display panel, per- 
manent storage of information on the display 
screen without flicker, self-contained character 
and line generators, an optional random-access 
audio response unit, and a random-access slide 
projector. The terminal can send and receive data 
on voice grade telephone circuits. The unit has a 
character-writing speed of 180 characters per 
second and the capability of displaying up to 
2048 characters on the screen. It has a line-draw- 
ing speed of more than 600 inches per second 
and a character repertoire of 256 characters. The 
operating modes of the terminal, including com- 
mands, are explained, as are possible sources of 
and the output word format for terminal- 
generated data. (JK) 
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The readings in this book are organized into 

eight sections. The first section is a compilation 

of practical materials which reinforce and 
elaborate on a few basic ideas about behavioral 
objectives. Some common ways of analyzing and 
classifying ey cect are described. The adapta- 
bility of the b ral app h to the teaching 
of values and infiecncing affective behavior in 
general is explored. Descriptions of the use of 
behavioral objectives in curricular strategies in- 
clude discussions of independent study, in- 
dividualized instruction, and instruction for the 
gifted child. Some specific examples are 
presented of the use of behavioral objectives in 
various subject matter areas, such as art, music, 
English, science, and job training. One section 
contains essays which examine the role of 
behavioral objectives in that area of educational 
technology which encompasses systems develop- 
ment, computer-assisted instruction, and learning 
packages. The relationship of objectives and cur- 
riculum evaluation and the function of goal 
specification in the evaluation procedure are con- 
sidered. The concluding section deals with the 
historical and theoretical background of the 
behavioral approach, as well as with some of its 

problem areas. At the end of each section, a 

bibliography of additional media is provided. 

(Author/JY ) 
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The PLATO IV computer-based instructional 
system consists of a large scale centrally located 
CDC 6400 computer and a large number of 
remote student terminals. This is a brief and 
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general description of ~ , pespened ——— 
hardware necessary to in student ter- 
minals with the Bedi ag Some processing 
unit (CPU) using available transmission 
techniques, i.e., dedicated telephone lines and 
cable television (CATV) lines. The output con- 
troller is basically a parallel to serial converter 
which accepts data from the computer and en- 
codes the data into a form compatible with the 
requirements of commercial CATV equipment. 
The input controller scans incoming lines from 
the terminals for data and controls the flow of 
that data to the computer. A_ peripheral 
processing unit controls the operation of the 
input controller with external function codes. A 
keyset multiplexor allows up to 32 PLATO IV 
terminals to share a common data line to the 
computer. (Author/JY) 
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An audiovisual teaching machine (AVTM) 

presents programed audio and visual material 

perenne to a student and accepts his 

If his resp is correct, the machine 

proceeds with the lesson; if it is incorrect, the 
machine so indicates and permits another choice 
(linear) or automatically presents supplementary 
material (branching). The author feels that the 
technology for AVTMs is readily available and 
costs less than that for computer-assisted instruc- 
tion or for educational television. He offers cost 
estimates for various AVTM options and suggests 
that a desirable AVTM would be small, light- 
weight, quiet, simple to load and operate; would 
adapt to battery or line power; would accept 
pushbutton, written, or oral answers; and would 
use a low-cost program format and sell for less 
than $100. In his review of programed instruc- 
tion, he stresses the areas which are most rele- 
vant to the AVTM and details the unique fea- 
tures of writing programs for them. He gives 
practical suggestions for developing an ap- 
propriate program format and reviews the pros- 
and-cons of large screens, moving images, elec- 
tronic-optical scanning methods, audio learning 
centers, and the computer-controlled AVTM. In 
conclusion he examines some of the reasons be- 
hind the lack of acceptance of this type of 
device. (JY) 
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Research Problems, Surveys 
Identifiers—* Asia, Radio Australia, Radio Japan, 
Voice of America, Voice of Free China 
It is difficult to obtain reliable data on the na- 
ture of the audience for international broadcast 
programs in Asia (e.g., those beamed by the 
Voice of America or Radio Japan). However, 
analysis of listener mail and some survey research 
have provided a fairly clear profile of the au- 
dience: young (ages 15-34), well educated, ur- 
ban, male (but with a fair proportion of female 
students), fairly affluent, often in “decision- 
making” or high-prestige positions or occupa- 
tions. Significant deviations from this profile may 
appear when a given international station has 
been clearly audible over the predominant 
domestic broadcast band (whether short wave or 
medium wave). Far less is known about how of- 
ten, to what, and why people listen to interna- 
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tional services, and even less about how much 
they comprehend or accept of what they hear. 
The research methods used to gather data on 
these audiences have included solicitation of mail 
by means of contests and Sige yal requests 
for comments on programs, and questionnaires. 
Listener panels are also used. More research is 
needed to get clear pictures of these audiences 
and the effects of the broadcasts on them. (JK) 
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30p. 

Available from—Educational Technology Publi- 
cations, 140 Sylvan Avenue, Englewood Cliffs, 
New Jersey 07632 ($3.95) 

Not Available from EDRS. 

Descriptors—Computer Assisted Instruction, 


structional Design, 

*Resource Units, Student Behavior, Teacher 

Behavior, Teaching Methods, Unit Plan, Units 

of Study (Subject Fields) 

Because of their enormous memory banks, 
eoregntene snp :Ne: SS Sant Se Sens om 
riculum and instruction. After a has 
determined the subject and shieden wae a course 
unit, computers can retrieve a list of resources 
appropriate to the particular subject matter and 
to the students nee i iviti 





also be used to study many other aspects of 
learning, including teacher and student behavior 
and the determination of student needs. 
Complete examples of resource units are pro- 
vided, as well as the results of some studies which 

exami the effects of computer-assisted 
planaing on student behavior and on the deci- 
sions and instructional behavior of teachers. 
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Hlinois Univ., Urbana. Computer-Based Educa- 
tion Lab. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Report No—R-CERL-X-4 

Pub Date Mar 70 

Contract—OEC-6-10-184 

Note—194p.; See also User’s Memos, EM 008 
944, and EM 008 945 


Descriptors— *Computer 

Computer Graphics, Computer Programs, 

SCurtieuless Development, Display Systems, 

*Man ing 
squtiens PLATO. Programmed ae for Au- 

tomated Teaching Operations, *TUTO 

The TUTOR logie-building language to hk used 
with the PLATO (Programmed Logic for Auto- 
mated Teaching Operations) system is explained 
in this manual. TUTOR is designed to transcend 
the difficulties of FORTRAN for a computer- 
based educational system utilizing graphical 
screen displays. The language consists of about 
seventy words or “commands” which can be used 
in various combinations to produce the desired 
effect. It was designed specifically for use by les- 
son authors lacking prior knowledge of and ex- 
perience with computers. Although authors are 
able to write parts of useful lessons after approxi- 
mately one hour of introduction to TUTOR, the 
ultimate complexity and flexibility of TUTOR les- 
sons is limited largely by the ingenuity and ex- 
perience of lesson authors. A sample TUTOR 
program which allows the student to construct 
geometric shapes on his television screen demon- 
strates how a TUTOR lesson to the stu- 
dent. A complete description of the structure and 
elements of the language is presented, as well as 
a description of methods for inputting lessons and 
obtaining output. The manual is intended to be 
used as a textbook by the beginning lesson author 
and as a reference tool by the experienced 
TUTOR user. (JY) 
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TUTOR User’s Memo Using AUTHOR MODE. 
—e Urbana. Computer-Based Educa- 


tion " 

Pub Date 1 Jan 71 

Note—17p.; See alio TUTOR Manual, EM 008 
943 and TUTOR Memo, EM 008 945 


normally 

lessons (STUDENT MODE), a station 
can also be used by a teacher to produce or alter 
lessons or to control lesson presentation 
(AUTHOR MODE). This memo describes the 
manner in which student records and lesson 
material are stored in the computer memory, 
prescribes the method of entry to AUTHOR 
MODE, and defines the operations available in 
the AUTHOR MODE to change or add to lessons 
and to examine student records. (JY) 
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TUTOR User’s Memo; Execution of TUTOR 


Statements. 

Hlinois Univ., Urbana. Computer-Based Educa- 
tion Lab. 

Pub Date 16 Apr 71 

Note—37p.; See also TUTOR Manual, EM 008 
943 and TUTOR me, EM 008 944 


The information in this memo allows the ad- 
vanced TUTOR author to predict the effect or 
outcome of any TUTOR statement in a given 
situation. Each TUTOR lesson consists of an or- 
dered list of TUTOR statements. During use of 
the lesson, the computer is required to examine 
portions of this list and to operations 

by some or all of the TUTOR state- 


cases in which a statement in a particular part 

a lesson might be examined. Statements which 
are executed during each situation are listed and 
pag a of unusual effects or interactions which 
can be expected are described. TUTOR com- 
mands are — into eight functional an- 
notated categories. A chart shows the TUTOR 
commands and summarizes the situation under 
which they are legal. General familiarity with the 
TUTOR language is assumed. (JY) 
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— oe Analysis to Implement Cost-Effec- 
and Program Budgeting in Education. 

Pur Dee 71 


Note—54p. 

Available from—Educational Technology Publi- 
cations, 140 Sylvan Avenue, Englewood Cliffs, 
New Jersey 07632 ($2.95) 

Document Not Available from EDRS. 

Descriptors— *Budgeting, *Cost Effectiveness, 
Decision , Educational Administration, 
Educational Objectives, Formative Evaluation, 
Measurement Goals, Objectives, Program Ad- 

*Program 


*Systems Approach, Systems Concepts 

Program ing is an effective tool in help- 
ing school administrators and faculty to draw up 
budgets which reflect their own needs and those 
of their clients. The “systems approach” can be 
used to draw up a program budget systematically. 
Part I outlines systems concepts and the systems 
approach as they can be applied to education. 
Also, the goal-setting process needed to integrate 
the objectives of all participants (teachers, ad- 
ministrators, students, parents, community, etc.) 
in the decisio: process is described. Part 
II deals with the step-by-step process of develop- 
ing programs and program alternatives which can 
be used to compare the value of the various alter- 
natives. These measures can also be used as a 
basis to apply judgment and to debate the non- 
quantifiable merits of the program alternatives. 
The systems approach and its related cousin, pro- 
gram budgeting, are shown to provide a practical 


the design of school programs, 


rryerme 4 for 
(Author/JK) 
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How to Protect Citizen Rights in Television and 


Radio. 
United Church of Christ, New York, N.Y. 
Pub Date 69 
Note—18p.; Revised 
Available from—Office of Communication, 
United Church of Christ, 289 Park Avenue 
South, New York, N.Y. 10010 
Benue Net. Available from EDRS. 
di Broadcast Ind 
ame Participation, *Citizen Role, Dasunee 
cial Teeviion'C Community Action, *Commu- 
nity Influence, *Radio, Social Action, *Televi- 


sion 
Identifiers—*Communications Act of 1934, FCC, 

Federal Communications Commission 

The Communications Act of 1934 requires 
broadcasters to operate their stations “in the 
= interest, convenience, or necessity.” But 

because broadcasters seek to make a profit and 

because the Federal Communications Commis- 
sion (FCC) cannot adequately monitor the 
thousands of radio and television stations, many 
stations do not live up to that requirement or to 
more specific FCC policies. Therefore, it is up to 
the public to insure that broadcasters are serving 
the needs of the communities in which they 
operate. The results of a case against WLBT and 
WSTV in Jackson, Mississippi, and the effects of 
an agreement made with KTAL-TV in Texar- 
kana, Texas, illustrate ways that community 
groups have been able to affect local broadcast- 
ing practices. A checklist of questions is provided 
to help citizens evaluate the broadcasts of their 
local stations. It suggests ways of helping to keep 
stations aware of community needs and problems. 
Also included is a list of national organizations 
which can help citizen groups make radio and 
television stations responsive to their communi- 
ties. (JK) 
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In Defense of Fairness. 
United Church of Christ, New York, N.Y. 
Spons Agency—American Federation of Labor 
and Congress of Industrial Organizations, 
D.C.; Field Foundation, New 





Note—16p.; Prepared by the Office of Communi- 
cation of the United Church of Christ 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Agency Role, *Broadcast Industry, 
*Citizen Participation, Citizen Role, Citizenship 
Responsibility, Commercial Television, *Com- 
munity Action, Federal Laws, *Political Issues, 
*Programing (Broadcast), Radio, Social Ac- 
tion, Television 
Identifiers—FCC, Federal Communications Com- 
mission, *United Church of Christ 
The “Fairness Doctrine” of the Federal Com- 
munications Commission (FCC) requires that 
broadcasters allow ample time for presentation of 
differing opinions on controversial issues. The Of- 
fice of Ceunueeniantion of the United Church of 
Christ acted as a consultant to citizen groups 
(when requested to do so) in more than 30 com- 
munities who believed a local station was not liv- 
ing up to the Fairness Doctrine. This report sum- 
marizes action over a two-year period against sta- 
tions dominated by right-wing broadcasts. The 
project achieved results in three fields: education 
about the rights of citizens to determine broad- 
cast content, community organization and action 
towards this end, and legal defense of the Fair- 
ness Doctrine. Greater stringency by the FCC in 
renewing broadcast licenses is recommended. 
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Racial Justice in Broadcasting. 

United Church of Christ, New York, N.Y. 

= Agency—Ford Foundation, New York, 


Pub ain 71 

Note—15p.; Prepared by the Office of Communi- 
cation of the United Church of Christ 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Agency Role, *Broadcast Industry, 
*Citizen n, Citizen Role, Citizenship 
Responsibility, Commercial Television, Com- 
munity Action, *Employment Practices, 





Federal Laws, Political Issues, Private Agen- 
(Broadcast), *Racial Dis- 


Wersion, *United Church of Christ 
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Press, 70 Kennedy Street, 
Alexandria, Virginia 22305 ($2.95) 
Document Not Available from EDRS. 
Descriptors—*Alcohol Education, Alcoholism, 
Drug Abuse, Drug Addiction, *Films, *Film- 
strips, Health, Health Education, Instructional 
Marihuana, ‘Narcotics, *Smoking, 


About 230 films and 60 filmstrips dealing with 
drugs, narcotics, , and tobacco are synop- 
sized. Approximately half the listings deal with al- 
cohol, a quarter concern tobacco, and the rest 
deal with drugs. For each item, the length, year 
of release, and source where the film of filmstrip 
may be obtained is listed. The distributors 
identified in the source list must be consulted on 
the terms of availability (rental, sale, or free 
loan) and prices which apply to each film. (JK) 
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o. 
Pub Date 71 
Note—83p.; ko pe br Into Innovations Series 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Activity Learning, Activity Units, 
Analytical Criticism, Art Activities, *Communi- 
cation Skills, *Course Descriptions, *Course 
Evaluation, Course Objectives, Film Produc- 
tion, Film Study, Learning Activities, *Mass 
Media, Photocomposition, Photography, *Stu- 
dent Attitudes, Tape Recordings 
Identifiers— Editing as a Way of Life 
A course titled “Editing As a Way of Life,” 
dealing with communications media, was tried 
out at the senior high school in University City, 
Missouri. A total of 38 activities were devised to 
meet the 16 objectives of the course, which were 
subsumed under six categories: perception, 
knowledge, creativity, _ skills, production 
techniques, and attitudes. The major portion of 
this report consists of tables which relate the 
results of various evaluations of the course in- 
cluding the value students placed on each of the 
course goals and the extent to which students felt 
the course inet these goals. Student responses are 
also broken down by variables of sex, race, reli- 
gion, academic success, and rank in family. The 
course evaluation was based on only selected 
aspects of the program for which data could be 
gathered readily in a short time period. Among 
the major findings were that students in the pro- 
gtam were better able to define terms from the 
field of communication and media and could use 
those terms with greater sophistication. Also 
there was a substantial correlation between the 
activities students liked most and those from 
which they thought they learned the most. Stu- 


dents had positive attitudes towards the course. It 
was concluded that the course was generally suc- 
cessful and could be implemented in other 
schools. (JK) 


iation for 
Data Systems, 1201 Sixteenth Street, N.W., 
Washington, D.C. 20036 ($1.00) 
EDRS Price MF-$0.65 HC Not Available from 


After School Activities, *Clubs, 


programing and a tbe iss computer club constitu- 
luded. ( 
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Organisation for Economic 
Paris (France). Centre for Edu- 


Report No—TR-CERI-CT-70.62 

Pub Date 5 Mar 70 

Note—78p.; Paper presented at the Conference 
on the Use of Computers in Hi Education 
(Paris, France, March 19-21, 1970) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Computer Assisted Instruction, 
Evaluation Criteria, Interaction, Intermode Dif- 
ferences, *Performance Criteria, *Performance 
Specifications, Program Costs, *Programing 


The author reviews the instructional program 
ing languages which already exist and antbes 
their methods of presentation, organization, and 
preparation. He recommends that all research 
and development projects remain flexible in their 


system operations with project goals. Drawing on 
a variety of sources, he lists criteria for examining 
o meanest ee He 


computer's record-keeping ability is a great asset 
instructional strategies. He feels seri- 


translating instructional materials and strategies 
from one institution and system to another. He 
delineates the limitations placed on a language by 
its hardware, ,» and communication 
ee ee 
need larger development resources than instruc- 
tional researchers can afford. He cites desirable 
features such as adaptability, economical opera- 
tion, and documentation which should be con- 
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Cooperation and 
t, Paris mn (erenne). Centre for Edu- 
Research “oh 

Report No—TR-CERI-CT-7 

Pub Date 31 Mar 71 

Note—73p.; Paper presented at the Conference 
on the Use of Computers in Hi Education 
(Paris, France, March 19-21, 1970) 

EDRS Price MF-$0.65 HC-$3.29 


i by 
type machines which check on a student’s 
knowledge in an area and draw his attention to 


po ary Charmichael, Huey Newton, and Booker 
T. Washington. (JY) 
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Note— 136p. 
Available from—Serina Press, 70 Kennedy Street, 
Alexandria, Virginia 22305 ($4.95) 
Document Not Available from EDRS. 
Descriptors—African Culture, African History, 
Asian History, Catalogs, Chinese Culture, Cul- 
tural Education, Culture, European History, 
*Films, *Foreign Countries, *Foreign Culture, 
Foreign Films, Instructional Films, 
Islamic Culture, Korean Culture, Latin Amer- 
ican Culture, Literature Appreciation, 
Resource Materials, Sound Films, Spanish Cul- 
ture, World Geography, *World History, World 
Literature 
More than 3,000 films (16 mm.) available on 
loan in the United States under the auspices of 
66 foreign governments are catdlogued. About 
1,800 of them may be borrowed at no charge, 
and the rest at a nominal fee. Many of the listings 
are simply tourist films, but others deal with the 
country’s history, literature, culture, people, and 
politics. The films are arranged by country of 
origin and each is described briefly. The manner 
of listing varies from country to country: either 
alphabetically, by subject matter, or by catalog 
number. Not all films are in English, and for most 
films, running time is indicated. Addresses where 
films may be obtained are included. (JK) 
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The Social Effects of Communication Technology. 
Rand Corp., Santa Monica, Calif. 
Spons Agency—Russell Sage Foundation, New 
York, N.Y. 
Report No—R-486-RSF 
Pub Date May 70 
Note—3 Ip. 
Available from—The Rand Corporation, 1700 
Main Street, Santa Monica, California 90406 
Document Not Available from EDRS. 
Descriptors—Cable Television, Communications, 
Communication Satellites, Computers, *Com- 
puter Science, Crime, Government Role, Mass 
Media, Media Technology, Microforms, Policy, 
Political Attitudes, Political Influences, 
Research Problems, Social Factors, *Social 
Problems, *Technological Advancement, 
*Technology, *Telecommunication, Telephone 
Communication Systems, Television 
The principal technological developments that 
underlie the communication revolution, especially 
the transistor and the computer, are reviewed in 
a nontechnical way. A number of devices and 
communication subsystems, such as cable televi- 
sion, ultramicrofiche, and communication satel- 
lites, that make use of these developments are 
then described, together with the new capabilities 
that they permit. The main body of the paper 
discusses some possible social consequences of 
the communication revolution and indicates some 
of the policy questions they raise. Social effects 
are discussed in the fields of education, political 
behavior, crime, economic life, governmental 
regulatory action, and the quality of life. For ex- 
ample, schools will provide less and less tradi- 
tional instruction and instead provide guidance 
and counseling, work-study programs, and com- 
munity projects. Also, the physical presence of 
teachers will be less important as satellite broad- 
casting spreads. In politics, instant referenda may 
be held using electronic equipment in the home. 
Guidelines for research on the social effects of 
communication technology are _ provided. 
(Author) 
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Computer-Assisted Instruction at Stanford. 

Stanford Univ., Calif. Inst. for Mathematical Stu- 
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Spons Agency—National School Public Relations 
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Report No—TR-174 

Pub Date 19 May 71 

Note—46p.; Psychology and Education Series 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Adult Education, Adult Vocational 
Education, Algebra, Arithmetic, College 
Mathematics, *Computer Assisted Instruction, 
Computer Oriented Programs, Elementary 
School Curriculum, Home Study, ‘*Logic, 
*Mathematics Instruction, Models, Pilot Pro- 
jects, *Program Descriptions, Reading Instruc- 
tion, Research Needs, Research Problems, 
*Research Projects, Russian, Vocational Edu- 
cation 

Identifiers—*Institute Mathematical Studies in 
Social Sciences, Stanford University 
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Programs for computer-assisted instruction 
(CAI) which were developed at Stanford Univer- 
sity from 1963-70 are described, and prospects 
for CAI in the 1970's are considered briefly. The 
programs include ones in arithmetic, logic, and 
reading for elementary grades and in basic Rus- 
sian and remedial algebra for college students. Of 
these, the logic course is most fully described 
here. Advances in CAI in the coming decade will 
depend on research on the dialogue and interac- 
tion between computer and student, as well as on 
building an adequate psychological model of the 
student. By 1980, about 15% of students in the 
United States on all grade levels will be in daily 
contact with a computer for some aspect of their 
instruction, especially in elementary reading and 
mathematics. Starting in the 1970's and expand- 
ing thereafter, computer terminals in homes will 
provide education for adults in basic skills, voca- 
tional training, and advanced courses. (JK) 
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Dordick, H.§. And Others 

Telecommunications in Urban Development. 

Rand Corp., Santa Monica, Calif. 

Report No—RM-6069-RC 

Pub Date Jul 69 

Note—170p. 

Available from—The Rand Corporation, 1700 
Main Street, Santa Monica, California 90406 

Not Available from EDRS. 


Descriptors—Adult Education, Cable Television, 
Community Agencies (Public), Community 
Benefits, Community Development, Communi- 
ty Services, *Community Surveys, *Educational 
Television, Elementary Education, Employment 
Opportunities, *Ghettos, *Information Dis- 
semination, Information Needs, Information 
Sources, Multichannel Programing, Pilot Pro- 
jects, Preschool Education, Program Costs, 
*Program Proposals, Secondary Education, 
Telecommunication 
A survey was conducted in ghetto areas in Los 

Angeles and New Orleans to explore the waysin 

which ghetto residents gain information about 

public events, social service agencies, and job op- 
portunities. Researchers found that information 

dissemination in the ghetto communities was a 

great problem. The mere presence of a social ser- 

vice agency or job information center in a com- 
munity was not sufficient to insure that their ser- 
vices would be known and used. Ghetto dwellers 
tended to rely primarily on each other for infor- 
mation. An examination by the National Advisory 

Commission on Civil Disorders showed that 

among the media, television was the major source 

of formal news and rated highest in credibility. A 

study of the potential and some current uses of 

television to improve the educational level of 
children and adults demonstrated that television 
could be of great help in solving ghetto education 
problems. Therefore, it was proposed that a pilot 
project be instituted in South Central Los An- 
geles which would use a four-channel wired 
system to televise job information, educational 
programs, city hall news, and cultural events 
within the community. Supporting studies, which 
include a survey of educational television pro- 
grams aimed at ghetto audiences and a proposed 
community education center, are appended. (JY) 


ED 050 601 EM 008 961 

Steinberg, Charles S. 

The Communicative Arts: An Introduction to 
Mass Media. 

Pub Date 70 

Note—37Ip.; Studies in Public Communication 
Series 

Available from—Hastings House, Publishers, 10 
East 40th Street, New York, N.Y. 10016 
($10.00) 

Document Not Available from EDRS. 

Descriptors—Books, *Broadcast Industry, Cable 
Television, Cartoons, *Communication 
(Thought Transfer), Computer Science, Ethical 
Values, Films, Government Role, *Information 
Theory, *Mass Media, News Media, 
Newspapers, Periodicals, Press Opinion, Publi- 
cations, Publicize, Public Opinion, Public 
Television, *Publishing Industry, Radio, Social 
Problems, Telecommunication, Television, 
Writing 
All areas of mass communication are surveyed. 

Man's earliest efforts as a communicator are con- 

sidered, and what is known about the develop- 

ment of speech and writing is explored. Various 

theories (including mathematical ones) are 

reviewed which attempt to explain the processes 


delves into the medium's history, describes non 
functions, and considers its achievements, 
problems, and potential for good and ill. Finally, 
the impact of mass communication on public 
opinion is evaluated, and the issues of freedom, 
control, and res bility in mass communica. 
tion are decumel, (AuthexiIK) 
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Survey Course.” Final Phase Report. 

Denver Univ., Colo. Research Inst. 

Spons Agency—Bureau of Libraries and Educa- 
tional Technology (DHEW/OE), Washington, 
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Bureau No—BR-8-0826 
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Note—45p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Books, ‘Comparative Analysis, 
Design Needs, Equipment Evaluation, Equip- 
ment Utilization, Graduate Study, Information 
Needs, Instructional Materials, Library Educa- 
tion, *Microfiche, *Microform Readers, Stu- 
dent Attitudes, Supplementary Reading Materi- 
als, *Use Studies 
The assigned readings for a graduate survey 
course in information science, including complete 
books, journal articles, and periodicals, were 
microformed and made available to 11 students, 
together with individual microform readers for 
home use. The microform use patterns and class- 
room performance of these students was deter- 
mined and compared with the information 
acquisition patterns and performance of a control 
group. Motivation for microform use was derived 
solely from the convenience aspect of a home 
microform reader and from the students’ per- 
ceived value of complete information availability 
through microforms; hardcopy materials were al- 
ways available on the same basis as utilized by 
the control class. The overall student response to 
the microform system was itive; microforms 
were used continuously by students over the en- 
tire period of the experiment. A conclusive 
majority said that the home reader and the 
microfiche materials fulfilled their home study 
needs. Tests of student performance showed that 
microform presentation did not interfere with the 
acquisition of basic factual information. Students 
criticized the upright screen position which made 
note-taking difficult, the lack of a consistently 
clear focus, and inadequate indexing within the 
microform materials. (Author/JY ) 
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Denver Univ., Colo. Research Inst. 
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Descriptors—Books, Comparative Analysis, 
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ment Utilization, Information Needs, Informa- 
tion Storage, Instructional Materials, Library 
Equipment, Library Materials, *Microfiche, 
*Microform Readers, Microforms, Periodicals, 
*Reading Materials, Student Attitudes, Un- 
dergraduate Study, *Use Studies 
An undergraduate psychology course which re- 

lied on readings instead of textbooks and which 

required extensive notetaking was the environ- 
ment for a study of microform utilization. The 
material for the course was made available in 

hardcopy and was also reduced 150x onto a 4 x 6 

inch microfiche. Four microform readers were 

made available for on-campus use. The motiva- 





tion for sustained use of microforms 

ice to hardcopy was the perceived value 
of the complete information. Microform use pat- 
terns were compared with hardcopy use patterns 
over the 10-week period of the course. The major 
result was the determination that microforms can 
be used to support a course which requires that 
information must be abstracted and retained by 
the student in order to pass the course, although 
the additional demands made on some students 
by the machine presentation were observed to 
offset the value of the complete information unit, 
and use of the microform readers by these stu- 
dents terminated. The vertical formatting used to 
arrange material on the fiche proved to be quite 
successful. Physical fatigue and eye fatigue were 
the most common student complaints about the 
microform readers. It was also determined that a 
user should have as much control as possible over 
the environment in which the microform reader is 
used. (JY) 
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Note—979p. 

Available from—McGraw-Hill Book Company, 
330 West 42nd Street, New York, N.Y. 10036 
($24.95) 

Document Not Available from EDRS. 

Descriptors—Animation, Audio Equipment, 
Color Presentation, Commercial Television, 
Equipment, *Film Production, Films, Guides, 
Lighting, Photochemical Reactions, Photocom- 
position, Pho hic Equipment, Photog- 
raphy, *Production Techniques, *Reference 
Books, Sound Effects, Sound Tracks, *Televi- 
sion, Television Commercials, Television 
Lighting, * Video Tape Recordings 
Those engaged in any aspect of the production 

of motion pictures, television program material, 
or videotape presentations will find in this guide 
facts on the materials, equipment, processes, and 
techniques used in production. The entries are ar- 
ranged alphabetically and describe, in language 
which is as non-technical as possible, the 
processes and methods that are used to produce 
some of the illusory special effects, as well as 
those techniques which are the accepted produc- 
tion procedures for standard situations. Hundreds 
of topics are covered including animation, aspect 
ratios and wide screen processes, editing, expo- 
sure, filters, lenses, lighting, mattes, self-matteing 
processes, opticals, sound and _ recording, 
videotape, and high-speed photography, as well as 
film types, processes, and techniques. The text is 
illustrated with a great number of photographs, 
diagrams, and charts. A subject index arranges 
the entries into broad categories to assist in locat- 
ing related topics. (JY) 
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Catalogo De Instruccion Programada. Segunda 
Edicion. (Catalog of Programed Instruction. 
Second Edition). 


Instituto Nacional de Cooperacion Educativa, 
Caracas (Venezuela). 
Pub Date Mar 71 
Note—35p.; Catalog of Programmed Instruction 
in Spanish language 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Administration, Business Education, 
*Catalogs, Computer Science, Electronics, In- 
dustrial Training, Language Instruction, Mathe- 
matics Instruction, Medicine, *Programed In- 
struction, *Programed Materials, Programed 
Texts, Public Relations, *Resource Guides, 
Science Instruction 
This second edition of the catalog, published in 
Spanish, contains information on programed 
materials and programed courses written in 
Spanish. The names and addresses of 30 publish- 
ing houses, private businesses, and governmental 
agencies are given in the source list. Over 130 
programed courses and texts that are available 
from these sources in Mexico, Central and South 
America, and Spain are listed. Subjects covered 
by the courses include science, languages, 
medicine, mathematics, music, education, and 
business. When available, the length of time to 
complete the course, the number of frames or 
pages, and the intended instructional level are in- 
dicated, and for many, a brief synopsis is sup- 
plied. A number of Spanish source articles which 
contain information on programed instruction are 
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listed, as well as the 19 papers which were 
presented at the First Argentine Congress on Pro- 
gramed Instruction held in Buenos Aires in July 
of 1970. (MT) 
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Sheil, Sister Joan 

Audiovisual Education Self-Instructional Program. 

Marycrest Coll., Davenport, Iowa. 

Pub Date 71 

Note—4Ip.; Not available in hardcopy from 
EDRS 

Available from—Marycrest College, Davenport, 
Iowa 52804 ($1.00) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 


Descriptors—* Audiovisual Aids, *Audiovisual In- 
struction, Bulletin Boards, Chalkboards, Charts, 
Course Content, *Curriculum Guides, Display 
Panels, Educational Radio, Educational Televi- 
sion, Filmstrips, Graphs, Illustrations, Instruc- 
tional Materials Centers, *Material Develop- 
ment, Media Selection, Programed Instruction, 
*Projection Equipment, Slides, Tape Recor- 
ders, Transparencies 
A set of self-instructional lessons is presented 

which are designed to acquaint teachers and 
librarians with the fundamentals of audiovisual 
education. The use of equipment, as well as the 
selection, evaluation, and in some cases produc- 
tion of materials, is presented. The lessons consist 
of instructions for learning activities which in- 
clude viewing filmstrips and films, listening to 
tapes, setting up and using audiovisual equip- 
ment, and reading selected materials. The lessons 
cover opaque projection, overhead projection, 
filmstrip/slide projection, motion picture projec- 
tion, tape recorders, radio, television, programed 
instruction, flat pictures, charts and graphs, 
chalkboard, flannel boards, bulletin boards, and 
educational materials centers. A list of source 
material and a directory of publishers or produ- 
cers of source materials are provided. (JY) 


ED 050 607 EM 008 973 
Gordon, George N. 
Classroom Television: New Frontiers in ITV. 
Pub Date 70 
Note—248p.; Studies in Media Management se- 
ries 
Available from—Hastings House, Publishers, 10 
East 40th Street, New York, N.Y. 10016 
($8.95, paperback, $5.80) 
Document Not Available from EDRS. 
Descriptors—*Classroom Techniques, Closed Cir- 
cuit Television, *Instructional Television, Open 
Circuit Television, Personnel Needs, Photo- 
graphic Equipment, *Production Techniques, 
Research Criteria, Scripts, Teaching Guides, 
Teaching Methods, Televised Instruction, 
Television Curriculum, Television Lighting, 
*Television Research, Television Teachers, 
*Video Equipment, Video Tape Recordings 
The author traces the history of instructional 
television (ITV), concluding that classroom 
television is little more advanced or accepted 
than it was in 1950. He suggests that there will be 
an increasing use of videotaped, pre-recorded, in- 
expensively produced local television lessons in 
place of broadcast ITV. The basics of television 
production are described, with emphasis on the 
use of simple and practical equipment wherever 
possible. The pros and cons of open- and closed- 
circuit transmission and tape electrography are 
discussed. He distills the past 20 years of ex- 
perience with ITV and presents a set of general 
statements about the potential and capabilities of 
the medium. He attempts to identify what varie- 
ties of teaching and learning are possible with 
ITV. Methods for adapting lessons for ITV 
presentation and of developing scrivts for new 
lessons are outlined. The author revicws the man- 
power necessary for ITV production, including 
technical and production personnel a.id television 
teachers, and describes the process of integrating 
ITV lessons into the classroom curriculum. He 
takes most television research to task on various 
and his own standards for 
evaluating and “ validating television research. A 
glossary is provided. (JY) 
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Wilkie, Bernard 

The Technique of Special Effects in Television. 
Pub Date 71 

Note—392p. 
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Available from—Hastings House, Publishers, Inc., 


10 East 40th Street, New York, N.Y. 10016 
($15.00) 
Document Not 





Proj Equipment, Safety, 
Sis *Special Y etoce. "Television, Television 


Teevisnen, with its special need for movement 
and continuous often demands different 
special effects techniques from those used in 
films. This book covers the techniques used to 
create special effects for television which meet 
these requirements and which also require less 
prectinyedagrce setups gf ogitwrmen sn In- 
cluded are descriptions of: the preparation and 
use of special props; dry ice equipment; fire and 
smoke simulation; pyrotechnics and explosives; 
ballet and hee cliaix: Sete een babed end 
arrows; breakable props and fixtures; chemicals 
and chemical effects; wind, rain, snow, and fog 
effects; special lighting effects; optical devices 
and mirrors; inlay and overlay; scenic projection; 
high- and low-speed cameras; models and matte 
shots; demonstration aids; animation and cap- 
tions; scoreboards and signalling devices; and 
materials and fabrication methods. The treatment 
of each subject is detailed and includes full 
descriptions of equipment, working principles, 
and type of effect obtained. Special attention is 
given both to safety measures that are necessary 
when working with dangerous tee pte and to 
cost control. Many illustrations and diagrams are 
provided. (JY) 
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for the Facile Use of the 1.B.M. 360 
Computer As a Laboratory Instrument in the 
Social Sciences. Final Report. 
Pittsburgh Univ., Pa. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-8-A-009 
Pub Date Aug 70 
Grant—OEG- 1-8-08A009-0037-057 
Note— 1 2p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—College Mathematics, Computer 
Assisted Instruction, *Computer Programs, 
*Electronic Data Processing, Programing Lan- 
guages, *Social Sciences, Statistical Analysis, 
*Statistics 
A system was envisioned which would enable 
the graduate-level social science student to use a 
computer to construct statistical procedures ac- 
cording to theoretically significant formulas, 
rather than to provide output in the most effi- 
cient manner. It was hoped that this system 
would allow the student to spend more time 
learning to manipulate statistical data and less 
time learning to program the computer. Thus far, 
a number of sub-routines have been programed 
which provide simulated data and which allow 
the user to modify this data and to construct 
standard research statistical techniques. Some 
work has been done on a control program which 
will consist of a series of “pre-compiler” state- 
ments to be incorporated automatically into stu- 
dent pi s. This control program will provide 
the technical “overhead” programing and relieve 
the student of the technical concerns. This report 
stipulates the design criteria and the programing 
strategy for the system. It describes briefly the 
procedures already onee | and the present 
state of the posal for fu- 
OY) work to complete ‘the Bad. is presented. 
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Dunatov, Rasio 
Palatalized and Palatal--A 


Definition. 
American Association of Teachers of Slavic and 


Journal Cit—Slavic and East European Journal; 
v7 n4 p401-404 1963 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Articulation (Speech), *Conso- 

nants, *Distinctive Features, *Language Clas- 
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sification, *Phonetic Analysis, Phonetics, *Rus- 
sian, Slavic Languages, Speech 
The of an old controversy on 


“poka”. 
American Association of Teachers of Slavic and 


East 

Pub Date 62 

Note—6p. 

Journal Cit—Slavic and East European Journal; 
v6 n3 p253-258 1962 

EDRS Price MF-$0.65 HC-$3.29 


Instruction, Language 
Morphology (Languages), *Russian, Surface 
Structure, *Syntax 
A detailed view of the various uses in Russian 
of the conjunction “‘poka” is developed in this ar- 
ticle. a a illustrate clausal rela- 


cipal f function of “‘poka” is related to the lin- 
guistic concept of simultaneity, and the standard 
dictionary definitions of the conjunction are 
reviewed. (RL) 


ED 050 612 FL 001 421 
Plaskacz, Bohdan 
Is the Russian /y/ an Allophone of /i/? 
West Virginia Univ., Morgantown. 
Pub Date 63 
Note—Sp.; In West Virginia University Philologi- 
cal Papers, v14 p102-106 1963 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Acoustic Phonetics, *Articulation 
(Speech), *Distinctive Features, Language Pat- 
inguisti Patterns, *Phonemes, 
Phonology, *Russian, Speech, 
Structural Linguistics, * Vowels 
Reasons for the structural or functional classifi- 
cation of the Russian /y/ as ‘an allophone of /i/ 
= explained in this article. countering 
this classification, proposed by L.V. Scherba and 
L.R. Zinder, is also presented. Additionally, com- 
ments by Kenneth Pike support the author's criti- 
cism of the structuralist approach to the problem. 
(RL) 


ED 050 613 FL 001 802 
Jacobsson, Gunnar 
The Slavic Active Participles: Original Structure 
and Interference. 
Pub Date 63 
Note—16p.; Offprint from Scando-Slavica, v9 
p123-38 1963 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Adjectives, Contrastive Linguistics 
*Diachronic Linguistics, *Form Classes (Lan 
guages), Grammar, Greek, Indo European Lan 
guages, *Phonemics, Russian, *Slavic Lan 
guages, * Verbs 
A revival of interest in the Slavic participles ‘- 
nt-” and “‘-us-,” particularly in their development 
into gerunds, prompts the author to question 
whether the forms are to be regarded as nominal 
or verbal forms in their linguistic classification. 
The historical problem of linguistic interference 
in the evolution of the Slavic “-nt-” and “‘-us-” 
participles with reference to the interference ex- 
erted by Greek on Old Church Slavonic is dealt 
with in this study in the light of far-reaching con- 
sequences of such interference in both Church 
Slavonic and in modern languages, particularly in 
Russian. Comparative study involving various lan- 
guages leads the author to conclude that the “-nt- 
” and “-us-” found so frequently in Old Church 


verbality which makes participles of them. Exten- 


sive morphophonemic documentation supports 
this article. (RL) 


‘esting Study. 
Southwestern Cooperative Educational Lab., Al- 


buquerque, N. Mex. 
— Agency—Office of Education (DHEW), 
, D.C. 


Pub Date Jun 69 

Contract—OEC-4-062827-3078 

Note—65p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Adult Education, Educational 
Television, ‘English (Second Language), 
*Field Studies, Instructional Films, Instruc- 


effectiveness of videotaped 
instruction in basic oral English to non-English 
speaking, adult speakers of Spanish is the focus 
of this report. A field testing program involving 
subjects who had been exposed to the films 
developed by the Southwestern Cooperative Edu- 
cational Labo ascertains the effectiveness 
of the lessons in each of the films in terms of 
predetermined behavioral objectives. Three test- 
ing conditions were envisaged and are examined 
in this study: a classroom condition with video 
exposure only; a classroom condition with video 
exposure and followup drills by an instructor; and 
a home condition with video exposure only. This 
reg oe report covers: (1) principal features of 
the field testing program, (2) criterion variables 
and statistical design, (3) statistical analysis and 
findings, and (4) summary, conclusions, and 
recommendations. Appendixes contain a sample 
field testing instrument and various statistical ta- 
bles. (RL) 
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Smietana, Walter Maciuszko, Jerzy J. 

An Exploratory Survey of the Accreditation and 
Certification of Polish Language Teaching in the 
United States. 

Alliance Coll., Cambridge Springs, Pa. 

Pub Date 12 Jul 70 

Note—63p. 

EDRS Price MF-$0.65 HC-$3.29 


Descriptors— Accreditation (Institutions), Certifi- 
cation, Educational Certificates, * In- 


This exploratory survey of accreditation and 
certification of teachers of Polish in public 
schools also provides information on the number 
and location of accredited public secondary 
schools offering Polish language study in the cur- 
riculum and the number of institutions of higher 
learning accredited 
teacher 


ee eee (1) introductory remarks; (2) 
een et ) findings, 
and jons; and (4) 

satis Tor the development and don of 
Polish language resources in the United a 
Appendixes contain analysis and evaluation of ac- 
creditation and certification reports, survey in- 
struments, and a list of individual survey respon- 

dents. (RL) 
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Visual Literacy: A 


gram. 
Pub Date [24 Oct 70] 
Note— 13p.; Prone presented at the San Diego 
Foreign "le Teachers Conference, Oc- 


tober 2 24, 19 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Communication Skills, Educational 
Innovation, *English (Second Language), En- 
glish Instruction, *Films, Film Study, Mass 
Media, Non English Speaking, *Nonverbal 
Communication, Reading Development, 


poet Language Learning, Student Motiva- 
tion, *Teaching Methods, Teaching Skills 
The underlying theory of the Teacher Corps 
Rural-Migrant programs in visual literacy is 
poy in this paper. The primary objective of 
i communication skills to non-native 
speakers of English through the use of motion 
picture cameras is detailed in discussion of how 
visual literacy motivates students and improves 
curriculum development. The types of activities 
incorporated into an educational experiment at 
the Yettem School indicate the interrelatedness 
between the traditional communication skills and 
the more innovative approach to the development 
of those skills through film. Elements of the pro- 
gram described include: (1) visual vistas--single 
framing, (2) multiple-frame experiences, (3) slide 
presentations, (4) motion pictures, (5) visual-ver- 
bal textbooks, (6) field trips, and (7) selecting a 
subject. (RL) 
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Nemser, William 

An Experimental Study 

ference in the English 

Center for Applied Linguistics, Washington, D.C. 

Spons Agency—American Council of Learned 
Societies, New York, N.Y. 

Pub Date 71 

Note—191p.; Revision of a dissertation submitted 
at Columbia University, 1961 

Available from—Center for Applied Linguistics, 
1717 Massachusetts Ave., N.W., Washington, 


D.C. 20036 p yeorse 50) 

Document Not Available from EDRS. 

Resins “acute English, Contrastive 
Linguistics, Discourse Analysis, *Distinctive 
Features, Finno Ugric Languages, *Hungarian, 
*Interference (Language Learning), Language 

Seco 


Learning, Speech Evaluation, Speech Habits, 
Structural Analysis, Synchronic Linguistics 
An investigation of instances of phonological 
contact between Hungarian and American En- 
glish concerns the perception and production of 
English interdental fricatives and English stops, in 
a representative selection of contexts, by native 
speakers of Hungarian. Implications.of structural 
differences between the stop and _ fricative 
subsystems of the two languages are investigated 
through the administration of tests to Hungarians 
of limited proficiency in English. These tests are 
designed to ascertain the pe and produc- 
tive interpretation by y okay subjects of a distinc- 
tion present in English but lacking in Hungarian, 
— the tense-lax feature of the stops and in- 
terdentals, and of a phoneme pair--the inter- 
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dentals--also present only in English. An exten- 
sive introductory chapter reviews the scope and 
investigative procedure of the study, prior and 
current research, and technical considerations. 
Consideration of perception, production, and 
identification in the research constitutes the 
major concern of the chapters on interdental 
fricatives and stops. The conclusion discusses 
contact theory, the factual findings, and theoreti- 
cal implications of the study. A selected bibliog- 
raphy is included. (Author/RL) 
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Pub Date Aug 68 

Note—8p. 

Journal Cit—Kwartaalbericht Stichting Nijenrode; 
v10 n38 p34-41 Aug 1968 

EDRS Price MF-$0.65 HC-$3.29 

Descrip Audiolingual Methods, *Business 
Education, ‘Business Skills, *College Language 
Programs, Colleges, Curriculum Design, *Inten- 
sive Language Courses, International Educa- 
tion, *Language Instruction, *Modern Lan- 

, Second Language Learning, Teaching 

Methods 

Identifiers— * Netherlands 
Language instruction for business students at 

Nijenrode College, Holland, is the focus of this 

article. The basic philosophy and development of 

the program currently offered are aimed at im- 

proving better coordination among departments 

in order to provide students with an integrated 

set of faculties which will qualify them to perform 

the functions of international business success- 

fully. The author describes the role of language 

as viewed at the school, languages taught, 

teaching methods, and audiovisual instruction in 

the language laboratory. (RL) 
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Language Guide-Primary 

One. Part Four: Lessons 121-160. Michigan 
Oral Series. 

American Council on the Teaching of Foreign 
Languages, New York, N.Y.;. Michigan State 
Dept. of Education, Lansing. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date 70 

Note—261p.; ACTFL Edition 

Available from—MLA/ACTFL Materials Center, 
62 Fifth Ave., New York, N.Y. 10011 (D504, 
$6.00) 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—Bilingual Education, Bilingual Stu- 
dents, Concept Formation, Cross Cultural 
Training, *English (Second Language), *Grade 
1, *Instructional Materials, *Interdisciplinary 
Approach, Language Arts, Language Instruc- 
tion, Lesson Plans, Minority Group Children, 
Modern Languages, Nonstandard Dialects, 
Second Language Learning, *Spanish, Standard 
Spoken Usage 
This language program guide is designed for 

teachers of primary age d chil- 

dren who have limited control of standard En- 
glish, the oral language necessary for success in 
the usual school environment. The materials in- 
cluded comprise Part Four of the “Primary One 

Guide.” The conceptual content for the 40 les- 

sons is drawn principally from three areas: (1) so- 

cial science, (2) science, and (3) mathematics. 

Concepts are integrated into a set of oral lan- 

guage lessons which progress sequentially, both 

conceptually and linguistically. There is a Spanish 
support activity for each lesson which introduces 
the conceptual content in the first language. Five 
review and five evaluation lessons are contained 

in the guide. An extensive art supplement and a 

word list covering lessons 1-160 are included. For 

a companion document see ED 039 815. (RL) 
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Arellano, Sonya !. Draper, Jean E. 
Between Musical Aptitudes and 
. Final Report. 
Office of Education (DHEW), Washington, D.C. 
Bureau of Research. 
Bureau No—BR-8-D-057 
Pub Date May 70 
Grant— OEG-4-8-080057-0047-057 
Note—58p. 
EDRS Price MF-$0.65 HC-$3.29 





Descriptors—Acoustics, Aptitude Tests, Articula- 
tion (Speech), Basic Skills, *Educational Ex- 
periments, Language 


Skills, Verbal A 

This study explores the relationships between a 
child’s discriminatory abilities in the areas of 
pitch, intensity, rhythm, timbre, and tonal 


phone 
were tested both in isolated words and on contex- 
tual material intended to approximate the condi- 
tions of free speech. Comprehension was evalu- 
ated by means of an objective, multiple-choice 
listening test. The results of the investigation in- 


experiment are described in this report. Frequent 
use is made of statistical data in numerous tables. 
A bibliography and sample test materials are pro- 
vided. (AuthorJRL) 
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Natunewicz, Chester F. 
Ancient Civilization in Contemporary Contexts. 


Pub Date 27 Apr 71 
Note—12p.; deliv. at the 64th Annual 
Meeting of Classical Association of the At- 
lantic States, Baltimore, Md., 27 Apri! 1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Audiovisual Aids, *Authors, *Clas- 
sical Languages, Community Cooperation, 
Community Relations, *Latin, *Radio, *Stu- 
dent Motivation, Techniques 
The development of more than 325 short radio 
talks, designed to inform the general public, on 
the relevance and contemporaneity of classical 
civilization to our times, is discussed in this ad- 
dress. Materials are derived from a wide range of 
sources and include such writers as Cicero, Plau- 
tus, Horace, Ovid, Quintillian, Aeschylus, and 
Plutarch. Comment is made on how these materi- 
als can be used to improve student attitudes 
toward the study of Latin. (RL) 
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Subramoniam, V. 1., Ed. 

Papers Relating to the Experimental Course in a 
South Indian 

University of Kerala, Trivandrum (India). 

Pub Date 70 

Note—38p. 

EDRS Price MF-$0.65 HC-$3.29 


gu 

Modern Languages, Teaching Methods, Univer- 

sities 
Identifiers—* India, Intensive Kannada Course 

Faced with a multitude of internal problems 
caused by the large number of languages and lan- 
guage dialects in India, linguists discuss ways and 
means by which language instruction might be 
improved. An intensive language course given at 
Kerala is described in several addresses and in 
short articles on language theory. Chieitineey 
on all aspects of the course is included. (RL) 
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Mansoor, Menahem, Ed. And Others 

Modern Hebrew Literature Reader for Advanced 
Students: Volume 1, Texts and General Vocabu- 


lary. 

Wisconsin Univ., Madison. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 

Bureau No—BR-6-1385 

Pub Date 71 

Contract—OEC-3-6-06 1385-1631 

Note—436 

Available from—KTAV Publishing House, Inc., 
wae Broadway, New York, N.Y., 10002 
($7.95) 

EDRS Price MF-$0.65 HC-$16.45 

Descriptors—* Anthologies, em. og *Hebrew, 

Instruction, Literary Pe: 
i Modern Lan- 


Language 
Languages, pj aera cong Taught Languages, 
Vocabulary 


1 

Contract—OEC-3-6-061385-1631 

Note—710p. 

Available from—KTAV Publishing House, Inc., 
120 East Broadway, New York, N.Y., 10002 


from lassical 
cain Gin ideas caees of Ga Uae ate 
ments of Hebrew grammar, syntax, and vocabula 


f readings. 
the companion document see FL 002 200. (RL) 
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Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 


Note—18p.; Prepared by the Chinese-Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 
Articulation 


eS cae ee ee 

a course in Mandarin Chinese is based on the 
texts “Intermediate Chinese” and “Beginning 
Chinese Reader” by John DeFrancis. The objec- 
tives and scope of the third year focus on increas- 
ing translation skills; deve 


cluded. The cultural materials stress the study of 
modern history in Communist China, cosas bey 
cultural developments from 1949 through 1 

For the companion documents see FL 002 203, 
FL 002 204, and FL 002 205. (RL) 
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Syllabus for Use in Mandarin Chinese Language 
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Toledo Public Schools, Ohio. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date 70 





48 Document Resumes 


Note—2Ip.; Prepared by the Chinese-Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 


Instruction, 

guage Programs, *Mandarin Chinese, ohoders 

Languages, Non Western Civilization, Program 

Development, *Secondary Schools, Sino 

Tibetan Languages 

This syllabus for teachers of the third year of a 
course in Mandarin Chinese is based on the texts 
“Beginning Chinese” and “Begi Chinese 
Reader” by John DeFrancis. The objectives and 
scope of the third year focus on increasing listen- 


sections on Chinese culture to be rey yo 
with the basic classroom instruction. 
companion documents see FL 002 202, TL 002 
204, and FL 002 205. (RL) 
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Lee, Pickering Chang-shou 
Syllabus for Use in Mandarin Chinese Language I. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 70 
Note—27p.; Prepared by the Chinese-Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Articulation (Program), Audiolin- 
gual Methods, Chinese, Chinese Culture, Cul- 
tural Education, *Curriculum Guides, Instruc- 
tional Materials, *Language Instruction, Lan- 
guage Programs, *Mandarin Chinese, *Modern 
Languages, Non Western Civilization, Program 
Development, *Secondary Schools, Sino 
Tibetan Languages 
This syllabus for teachers of the first year of a 
course in Mandarin Chinese is based on the texts 
“Beginning Chinese” and “Beginning Chinese 
Reader” by John DeFrancis. The objectives and 
scope of the audiolingual course cover aspects of 
Chinese phonology, basic sentence patterns, 200 
characters, syntax, reading, writing, listening 
comprehension, and speaking skills. Seventeen 
units to be covered in the first year are outlined 
in the syllabus. The study of Chinese culture is to 
be integrated with the units and cultural materials 
are provided. For companion documents see FL 
002 202, FL 002 203, and FL 002 205. (RL) 
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Lee, Pickering Chang-shou 
Syllabus for Use in Mandarin Chinese Language 


Il. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 


Note—23p.; Prepared by the Chinese-Russian 
Study Center 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Articulation (Program), Audiolin- 
gual Methods, Chinese, Chinese Culture, Cul- 
tural Education, *Curriculum Guides, Instruc- 


Languages, Non Western Civilization, Program 

Development, ‘*Secondary Schools, Sino 

Tibetan Languages 

This syllabus for teachers of the second year of 
a course in Mandarin Chinese is based on the 
texts “Beginning Chinese” and “Beginning Chin- 
ese Reader” by John DeFrancis. The objectives 
and scope of the audiolin course cover Chin- 
ese grammar, additional Chinese characters, syn- 
tax, and phonology. Emphasis is placed on 
development of reading and writing skills. Seven- 
teen units are outlined in the syllabus, and exten- 
sive additional material on the Chinese culture is 
included. For the companion documents see FL 
002 202, FL 002 203, and FL 002 204. (RL) 
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Cernonok, Jevgenij 

Syllabus for Use in Russian Language I. 

Toledo Public Schools, Ohio. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date 69 


—— oe by the Chinese-Russian 


Study Cen 
EDRS Price MF-$0.65 HC-$3.29 


The first of three syllabuses for a three-year 
Russian course designed for students beginning in 
grade 9 outlines general objectives of the pro- 
naples A dceda hag ang timceintfong.orsthaey 

"s instruction. The lessons are 


* 207 Ae FLO 002 208. (RL) 
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pont Jevgenij 

Syllabus for Use in Russian Language II. 

Toledo Public Schools, Ohio. 

Spons Agency—Office of Education (DHEW), 


Note—26p.; Prepared by the Chinese-Russian 
Study Center 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Articulation (Program), Cultural 
Education, *Curriculum Guides, *Educaiional 
Copetives, Grammar, Instructional M 


ocabulary 

The second of three syllabuses for a three-year 
Russian course designed for students in secondary 
school outlines general objectives of the program 
and lessons 16 through 30. The approach to the 
second year course emphasizes language develop- 
ment through the use of the dialogue, vocabulary 
expansion, and structure drills. Principal objec- 
tives include vocabulary acquisition of 700 to 900 
words and 120 idioms and common expressions, 
emphasis on learning the imperfective aspect of 
Russian verbs, and cultural aspects of Russian 
life. For the companion documents see FL 002 
206 and FL 002 208. (RL) 
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Cernonok, Jevgenij 
Syllabus for Use in Russian Language III. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 70 
Note—18p.; Prepared by the Chinese-Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Articulation (Program), Cultural 
Education, *Curriculum Guides, *Educational 
Objectives, Grammar, Instructional Materials, 
*Language Instruction, Modern Languages, 
. *Secondary Education, Teaching 
Methods, Vocabulary 
This final syllabus for a three-year Russian 
course designed for students at the secondary 
school level outlines general objectives of the 
program and of the year’s 12 lessons. Major ob- 
jectives of the third year emphasize expansion of 
conversational ability, expansion of vocabulary 
and idioms, grammar review, and culture study. 
Pray to be used in the course are listed. For 
ie com m documents see FL 002 206 and 
FL 002 07. (RL) 
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Moore, Merriam M. 
“Mini-Course” Curriculum for German IV and 


German V 
Ridgefield High School, Conn. 
Pub Date Jun 71 
Note—7p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Articulation (Program), Cultural 
Education, *Curriculum Guides, *German, In- 
dividualized Instruction, *Language Instruction, 
*Modern Languages, Secondary Schools, 
*Short Courses, Teaching Guides 
Outlines for six “‘mini-courses” for German 4 
and 5 are presented in this teacher's guide. Eligi- 
ble students are permitted to select four of 
six, 10-week courses for a full year’s academic 
credit. The courses include: (1) German for 
travelers, (2) German-speaking lands and Amer- 
ica, (3) introduction to scientific German, (4) the 
German-speaking world: its history and culture, 
(5) survey of German literature, and (6) recent 


German, Swiss, and Austrian literature. All cour. 
ses are taught in German, and textbooks, supple- 
a ee ee 


FL 002 210 


tion, Student interests, *Student Motivation, 

Student Needs 

_ Noting that seven-eights of the world's popula- 
tion does not speak English, the author cites 


pal for requiring that students study lan- 
guages and literature. He observes that if Amer- 
ican students are to serve in the world effectively, 


they must be prepared for such service. Particu- 
larly 


Note—4p.; Abstracts of papers pres. at the 
Seminar on med Language Instruction: 
Individuated Instruction, 1971 University of 
Kentucky Foreign Language ere 





guage 

Languages, *Psychological Needs, Teaching 

Methods 

Abstracts of three papers on individuated in- 
struction center on the need for a redefinition of 
terminology and continued research of its —_ 
cations in the teaching of ft 
abstracted papers include: (1) Howard —. 's 
“Toward A Definition of Individualized Instruc- 
tion,” (2) Barbara Gordon’s “The Speech Com- 
munity of the School and Individualized Instruc- 
tion,” and (3) Leon Jakobovits’ “Compensatory 
Foreign Language Instruction.” (RL) 
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Bunge, Gerard 

Why Study French? 

Spons Agency—Uta French Airlines, New York, 
N.Y 


Pub Date [71] 
Note—Sp.; Brochure 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Educational Counseling, *French, 
Guidelines, Instructional Program Divisions, 
*Language Instruction, *Modern Languages, 
Relevance (Education), Second Language 
» *Student Motivation 
This brochure for parents and prospective stu- 
dents of French points out career opportunities 
available to qualified speakers of French. Sug- 
gestions concerning student eligibility and the 
time requirements of language programs are also 
offered. (RL) 
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— Language Association of Chairmen and 


— Long Island, N.Y. 
ome 
EDRS Price MF-$0.65 HC-$3.29 
*Administrative Policy, Educational 
Policy, Enrollment Trends, Innovation, *Lan- 


Schools, Teacher At- 
ti 
Identifiers—Regents Examinations 
This survey of language programs and language 
departments, based on questionnaires received 
from 53 school districts, focuses on general 
changes which have occurred in the past decade 
in the field of language instruction and current 











attitudes of administrators toward those changes. 
Questions raised in the report survey district posi- 
tions toward the use of the New York State State 


Regent's examinations in foreign languages, lan- 
laboratories, 


work assignments. (RL) 
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Glaude, Paul M. And Others 

Latin for Secondary Schools. 

New York State Education Dept., Albany. Bu- 
reau of Curriculum Development.; 

New York State Univ. System, Albany. 
Pub Date 71 


Note—157p. 
Available from—New York State ERIC Service, 


Room 468 EBA, State Education Department, 
Albany, N.Y. 12224 (MF only; gratis) 


FL 002 215 


EDRS Price MF-$0.65 HC-$6.58 ‘ 
Descriptors—*Articulation (Program), Basic 
Skills, Cultural Education, 


*Curriculum Guides, Educational Objectives, 
Instructional Materials, *Instructional Program 
Divisions, *Language Instruction, Language 
Learning Levels, *Latin, Reading Skills, Secon- 
dary Schools, Syntax, Teaching Guides, 
Vocabulary Development 
This updated Latin syllabus provides a 

framework for imparting an understanding of the 
Ancient World, more particularly of Roman 
civilization with its Grecian overtones, primarily 
through the , development of reading skills. A 
approach has been 
chosen for the course of ‘study from level | 
through level 5 courses of i Themati 
cally, the literature selected reflects the evolution 
of Rome from an unknown, insignificant farm vil- 
lage into a teeming metropolis and prestigious 
world power. The syllabus correlates introductory 
remarks, content and reading selections, topical 
references, morphology and syntax, basic sen- 
tence patterns, and teacher’s notes. A guide for 
Latin in grades 7 and 8 and a “Latin Heritage 
Course” are included. Suggestions for the teacher 
concerning teaching methods, word study, 
vocabulary, audiovisual materials, language 
laboratory, programed learning, and selected 
reading materials conclude the major section of 
the syllabus. A bibliography and a sample unit for 
level 1 on Roman education are provided. (RL) 
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Smith, Alfred N. 
Motivation. 


Pub Date 71 
Note—8p.; Speech deliv. at the Ellensburg Spring 
Conference of the Washington Foreign Lan- 
guage Teachers Association, 14 May 1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Achievement, Anxiety, 
Aptitude, Individualized Instruction, Instruc- 
tional Program Divisions, Language Instruction, 
*Modern Languages, *Motivation, Relevance 
(Education), *Second Language Learning, 
*Student Attitudes, Student Interests, Student 
Needs, *Teacher Attitudes 
The concept of “motivation” is examined in 
this article in terms of anxiety levels and anxiety 
reduction. Three major factors bearing upon the 
degree to which students are motivated toward 
the study of foreign languages are personal in- 
terest, attitude, and ability. Dr. Smith urges more 
individualized instruction and personalized stu- 
dent evaluation in order to take into account the 
social and psychological needs of the student as 
an individual. He discusses how student attitudes 
can be assessed with Leon Jakobovits’ “Foreign 
Language Questionnaire,” available from the 
Modern Language Association’s Materials Center. 
A broadening of the language curriculum is also 
O* apargean to improve student motivation. 
(RL) 
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Lubera, Gene T. And Others 

Course of Study for Modern Foreign Language 
gg French, German] and Latin: Grades 

Middletown City School District, Ohio. 

Pub Date 70 








FL 002 218 


Note— 102p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Audiolingual Methods, Basic 


Skills, Bibliographies, Course Content, Course 
Objectives, Cultural Education, Educational 








Objectives, French, German, “Instructional 
Program Divisions, “Language Instruction, 
a ee 
General guidelines for teachers of modern lan- 
guages emphasize the development of un- 


reading, writing skills, and 
of appreciation of the culture being studied. The 
guide presents: (1) instructional objectives of 
each course from 


ranging introductory courses 
through level 5 in French, German, Spanish, and 
Latin; (2) outlines of course content; and (3) 
materials needed to carry out an effec- 
tive program. A_ selected bibliography for 
teachers includes a listing of materials for use by 
ee eS See eee 
on improving teaching methods is presented in a 
list of “‘Do’s and Don’t’s” for teachers. (RL) 
ED 050 641 FL 002 219 
Navon, Anita 
Research Materials for Slavists: U.S. Government 


Sources. 
Association of Research Libraries, Washington, 
D 


p-; Association of Research Libraries, 
1527 New Hampshire Ave., N.W., hon. 
D.C. 20036 ($0.50) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Bi Citations, Educational 
Research, Federal Government, *Government 
Publications, *Information Sources, *Publica- 
tions, Research Reviews (Publications), 
*Resource Guides, Resource Materials, *Slavic 


Languages ; 
This report identifies sources of research 
materials of interest to Slavic scholars and librari- 
ans. The works are largely of a noncommercial 
nature and are produced by governmental agen- 
cies. Publications cover a broad field of subjects 
and vary considerably in type and depth of treat- 
ment. Part | describes the contributing agencies 
while the second section provides information on 
special materials produced by these offices. The 
materials described are normally not classified in 
standard indexes or bibliographies. (RL) 
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Santmyers, Muriel H. 
French II: Terminal Course. A Summer Curricu- 


lum Project. 
Springfield School District, Pa. 
Pub Date 70 
Note—20p. 
EDRS Price MF-$0.63 HC-$3.29 





ED 050 644 FL 002 222 
Johnson, Dale D. 

Factors Related to the Pronunciation of Vowel 
Clusters. 

Wisconsin Univ., Madison. Research and 


Development Center for Cognitive Learning. 
v— Po a of Education (DHEW), 





spellings are among the most unpredictable letter- 
sound correspondences in English. More than 
425 elementary school pupils in Wisconsin 
schools were administered a 100-item, multiple- 
choice test of 90 synthetic words containing 
vowel clusters (“ai,” “au, ” “ay, ” “ea,” “ie, 

“oa,” and “ow”) and 10 additional check items. 
Results and conclusions discuss the relationship 
of vowel cluster pronunciation, grade level, sex, 
reading level, community type (suburban, urban, 
and rural), and response type. Inclusion of exten- 
sive statistical data supports the research findings. 
Appendixes contain: (1) the International 
Phonetic Alphabet symbols for American English; 
(2) vowel-cluster, multiple-choice tests; (3) sub- 
ject data; (4) summary of tests administered; and 
(5) F values of main effects and interactions for 
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Svobodny, Dolly D., Comp. 
The Requirement in Colleges 


ghouse on Languages and Lin- 
guistics, New York, N.Y. 

Spons Agency—National Center for Educational 
om gaa (DHEW/OE), Washington, 

Pub Date Jun 71 

Note—94p. 

Available from—MLA Materials Center, 62 Fifth 





Descriptors—Course Content, Course Org: 
tion, *Curriculum Guides, *French, * Language 
Instruction, *Modern Languages, 

Content, Secondary Schools, Tesching. Guides 
A two-semester terminal course in French, 

based on a text entitled “Cours Elementaire” by 
Dale and Dale, is articulated in this curriculum 
guide. The purpose of the course, which is 
designed for students who are not interested in 
completing a three- or four-year program, course 
content, general plan, and teaching en are 
examined. A plan for report periods and 

reading lists for oral reports are included. ( 7 
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Gotwols, Harold R. 

Spanish II-R: Terminal Course. A Summer Cur- 
Pro, 


riculum 
Springfield School District, Pa. 
Pub Date 70 
Note—107p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Curriculum Development, *Curricu- 
lum Guides, *Grammar Translation Method, 
Ma 


guages, Program 
Development, *Secondary Schools.” *Spanish, 
Teaching Guides 
This curriculum guide for teachers of a ter- 
minal, second-year Spanish course is designed to 
enable students to meet the minimum standards 
set by colleges and universities. Eight units of in- 
structional materials emphasize the development 
of a formalized understanding of grammar, and 
translation is utilized extensively to achieve this 
objective. The correlation of Spanish and English 
is urged throughout. The final section concludes 
with short reading selections accompanied by 
ean vt lists. (RL) 


Ave., New York, N.Y. 10011 ($3.00) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Education, Attitudes, 
Classical Languages, College Admission, Core 
Courses, *Degree Requirements, Degrees (Ti- 
tles), Educational Objectives, *Higher Educa- 
tion, *Language Enrollment, Language Pro- 
grams, Language Role, Modern Lan je Cur- 
riculum, *Modern Languages, ational 
Defense, Opinions, Slavic Languages, Statistical 
Data, *Uncommonly Taught Languages, Voca- 
tional Interests 
The 264 abstracts in this compilation describe 
opinions and realities of the foreign language 
requirement in American colleges and universi- 
ties. Included are surveys and statistical data on 
language enrollments; arguments for and against 
the study of foreign languages; the relationship of 
second language acquisition to the national in- 
terest, trends in foreign language testing and 
placement; trends and enrollments of significance 
for the language major; and the foreign language 
needs of students in professional and vocational 
schools. The research dates from 1900. Most of 
the abstracts reflect research reports and articles 
which have appeared in U.S. educational jour- 
nals. A selective number of books and mono- 
graphs are also included. Availability of the 
materials in the ERIC system is noted. (DS) 
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Hoge, Henry W., Comp. 
A Bibliography of Luso-Brazilian Lin- 


Wisconsin Univ., Madison. 

Spons Agency—Office of Education (DHEW), 
Ww nm, D.C. Bureau of Research. 

Bureau No—BR-5-1258 

Pub Date 68 





50 Document Resumes 


Contract—OEC-5-14-005 
ee Rev. ed., Part 1A of “Studies in the 
yntax of Brazilian Portu 

EDS Price MF-$0.65 HC 

ae eee Language 
Research, Latin American Culture, *Lin- 
guistics, Luso Brazilian Culture, *Portuguese, 
*Resource Materials, Romance Languages, 
*Syntax 

Identifiers— * Brazil 
More than 1,100 selected references and 

source studies are listed in this bibliography, 


of the “Working Bibliography” 

sidered to be relevant to the analysis of Brazilian 
Portuguese. Full bibliographical data have been 
included where available. For the companion 
documents see FL 002 233. (RL) 
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Hoge, Henry W., Comp. 
The Evolution of Brazilian Portuguese: A Survey. 
Wisconsin Univ., Madison. 
Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-5-1258 
Pub Date 69 
Contract—OEC-5-14-005 
Note—89p.; Part 3 of “Studies in the Syntax of 
Brazilian Portuguese 
EDRS Price MF-$0.65 HC-$3.29 
Descri hronic Linguistics, Dialect Stu- 
dies, pata Research, Latin American Cul- 
ture, *Linguistics, *Literature, *Luso Brazilian 
Culture, Nonstandard Dialects, *Portuguese, 
Resource Materials, Romance Languages, 
*Syntax 
Identifiers— * Brazil 
This third section of the research project, “The 
Syntax of Contemporary Brazilian Portuguese,” 
presents a descriptive and historical survey of the 
evolution of the language. Included in the work 
are: (1) a summary of historical concern with this 
subject reflecting literary and linguistic interest, 
(2) classification and discussion of language 
levels, (3) a discussion of cultural and linguistic 
regions or dialect areas of Brazil, and (4) the 
presentation of various conclusions drawn from 
an analysis of certain “moot” points in Brazilian 
linguistics. An extensive section of notes is in- 
cluded. For the companion documents see FL 
002 231 and FL 002 233. (RL) 
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Hoge, Henry W., Comp. 

Tense Usage Analysis in Verb Distribution in 
Brazilian 





Wisconsin Univ., Madison. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-5-1258 
Pub Date 70 
Contract—OEC-5-14-005 
Note—56p.; Part 4 of “Studies in the Syntax of 
Brazilian Portuguese” 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Dialect Studies, Form Classes (Lan- 
guages), Language Research, Latin American 
Culture, ‘*Linguistics, Literature, *Luso 
Brazilian Culture, Nonstandard Dialects, *Por- 
tuguese, Romance Languages, Statistical Stu- 
dies, *Syntax, *Verbs 
Identifiers— * Brazil 
This section of a four-part research project in- 
vestigating the syntax of Brazilian Portuguese 
presents data concerning tense usage in verb dis- 
tribution. The data are derived from the analysis 
of selected literary samples from representative 
and contemporary writers. The selection of 
authors and tabulation of data are also described. 
Materials selected for analysis are derived from 
writings of 18 authors representing 17 separate 
states and regions of Brazil. Forms and tables in- 
clude: (1) author and selection lists; (2) author 
and tabulation totals; (3) sample of preliminary 
verb tabulation in work sheet by form, tense, an 
mood; (4) sample data sheet for reduction of 
tabulated forms to main categories; (5) samples 
of major and secondary verb form distribution 
forms for recording distribution by percentage; 
(6) sets of data sheets for each author, recording 
number of occurrences in main categories; (7) 
major and secondary verb form distribution tabu- 
lations for all authors; and (8) tense usage per- 
centage summary. For companion documents see 
FL 002 231 and FL 002 232. (RL) 
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Abstracts of Papers Read at Sixteenth Annual 

International Linguistic Association, New York, 
N. 


oY. 
Pub Date 71 e 
Note—28p.; Conference held March 13-14, 1971, 
New York, New York 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Abstracts, *Conferences, Dialect 
Studies, Grammar, Language Classification, 
Languages, *Linguistics, *Linguistic Theory, 
Meetin Semantics, Social _ Dialects, 
*Speec'! 
Abstracts of 23 addresses given at the Six- 
teenth Annual Conference on Linguistics are 
presented in this report. The papers given at the 
conference deal with French, American English, 
English, Japanese, Cantonese, Latin, and Proto- 
a and cover a wide variety of top- 
ics, including dialectology, form classes, giam- 
mar, and semantics. The complete program of the 
conference is also included. (RL) 


FL 002 247 


EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Applied Linguistics, *Grammar, 
Language Research, Language Role, *Lin- 
— *Professional Sa ao Scientific 
ersonnel, Sociolinguistics, *Speec 
Whether linguistics is a chentific study is 
reviewed in the light of what linguists actually do 
professionally. Personal anecdotes illustrate the 
linguist’s view of speech as the dominant lan- 
guage force and language as the vehicle of social 
interaction and communication. The work of 
George K. Zipf is commented on, and Morris 
Bishop’s poem “The Naughty Preposition” is 
cited. Concluding remarks focus on the linguist’s 
necessity to strive for objectivity in collecting and 
analyzing data. (RL) 
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Lange, Dale L., Comp. 

1970 ACTFL Annual Bibliography of Books and 
Articles on Pedagogy in Foreign 

American Council on the Teaching of Foreign 
Languages, New York, N.Y.; Modern Lan- 
guage Association of America, New York, N.Y. 
ERIC Clearinghouse on the Teaching of 
Foreign Languages. 

Spons Agency—Modern Language Association of 
America, New York, N.Y.; National Center for 
Educational Communication (DHEW/OE), 
Washington, D.C. 

Pub Date May 71 

Note—67p.; rint from Foreign Language An- 
nals, v4 n4 p425-490 May 1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Applied Linguistics, *Bibliogra- 
phies, *Classical Languages, Cross Cultural 
Training, Curriculum Planning, Curriculum 
Problems, Greek, *Lan, Instruction, Lan- 
guage Laboratory uipment, Language 
Teachers, Language Tests, Latin, Learning 
Processes, Literature, *Modern Languages, 
Second Language Learning, Teacher Educa- 
tion, Teacher Qualifications, Teaching 
Machines, Teaching Methods 
Compiled from a master list of about 300 jour- 

nals and various book sources, this fourth annual 

selective bibliography published by the American 

Council on the Teaching of Foreign Languages 

(ACTFL) lists 1,734 items concerned with 

pedagogy in modern foreign languages, Latin, 

Greek, English as a second language, and applied 

linguistics. The 1970 listing provides continuity 

with the Birkmaier-Lange “Selective Bibliography 

on the Teaching of Foreign Languages 1920- 

1966” and the ACTFL bibliographies of 1967, 

1968, and 1969. Sections include (1) Linguistics, 

(2) Culture, (3) Teaching the Foreign Literature, 

(4) Curriculum Problems and Developments, (5) 

Physiology and Psychology of Language 

Teaching, (6) Teacher Education and Certifica- 

tion, (7) Methods, (8) Equipment, and (9) Test- 

ing. There is also an author index. For related 
documents see ED 021 152, ED 024 293, ED 

025 988, ED 029 158, and ED 040 625. (CM) 
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Cline, Marvin G. Joyce, John F. 

An Evaluation of the EDC Role in the Bilingual 
Transitional Clusters of the Boston Public 
Schools. 


Education Development Center, Inc., Newton, 
Mass 


— ‘Agency—Office of Education {PHaW), 
n, D.C. Bureau of Researc 
Pie No—BR-6-2805 
Pub Date Jan 71 
Contract—OEC- 1-7-062805-3963 
Note—88p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Bilingual Education, Bilingual 
Schools, Bilingual Teacher Aides, *Curriculum 
Development, Educational Planning, Educa. 
tional Policy, Instructional Design, Instructiona} 
Program Divisions, Instructional Staff, Lan. 
guage Instruction, Language Programs, Non 
English Speaking, ‘*Program Descriptions, 
*Puerto Ricans, *Spanish Speaking 
The report documents the early stages and 
reflections of some of the initial staff of the 
Boston Bilingual Clusters program designed for 
public school instruction for Puerto Rican im- 
migrant children. Conceived as a transitional edu- 
cational experience, the program seeks to effect 
the diagnosis and remediation of school problems 
and unmet needs in the system. The problems of 
establishing a bilingual transitional school and 
reactions of the staff of the Boston Bilingual 
Clusters are discussed. Included in the report are 
remarks by the head teacher, staff, and teacher 
aides. Appendixes contain assessment instru- 
ments, interview questions, and reports on 


teacher aide workshops. (RL) 
ED 050 653 


_ FL 002 277 

Moderner 
richt (Bibliography: er nee Language 
Instruction), 1971. Volume 2, Number 1. 

Infor um fur Fremdsprachen- 
forschung, Marburg (Germany). 

Spons Agency— Volkswagen 
Hanover (West Germany). 

Pub Date 71 

Note—122p. 

Available from—Arbeitskreis zur Forderung und 
Pflege wissenschaftlicher Methoden des 
Lehrens und Lernens, e.V., Hans-Thoma- 
Strasse 72, West Germany ($3.00) 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Abstracts, *Annotated Bibliogra- 
phies, Audiovisual Aids, Bilingualism, Cultural 
Education, *Documentation, English (Second 
Language), Grammar, Information Dissemina- 
tion, Information Retrieval, *Information 
Systems, *Language Instruction, Language 
Laboratories, Linguistics, *Modern Languages, 
Programed Instruction, Subject Index Terms, 
Teacher Education, Teaching Methods, 
Teaching Techniques 
This annotated bibliography on the teaching of 

modern foreign languages was prepared by the 

West German documentation center dealing with 

foreign language research, a center similar to the 

clearinghouses in the Educational Resources In- 
formation Center (ERIC). Most of the 250 en- 
tries appeared in 1970 or 1971. The sections of 
the bibliography include: (1) an alphabetical list- 
ing of items, including full bibliographic citations 
and subject index terms; (2) abstracts of the 
items; and (3) a subject index developed from 
the descriptor terms assigned to each entry in the 
first section. A list of journals cited, an author in- 
dex, and a listing of other bibliographies on the 
topic are included. For related documents see ED 
044 956, ED 044 999, and ED 047 591. (WB) 
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Kerr, Clark 
Should Everyone Be Able to Go to College? 
Hawaii Univ., Honolulu. 
Pub Date Jan 70 
Note—I1p.; Address presented at the First In- 
terim Session, University of Hawaii, January, 
1970 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Equal Education, *Higher Educa- 
tion, *Open Admissions, *Problems, *Universal 
Education 
The question “‘should everybody be able to go 
to college,” is one of the most important and ex- 
plosive questions before higher education. This 
paper: (1) sketches several approaches to ad- 
mittance - including the guild approach of Oxford 
and Cambridge, admittance based on manpower 














= ge as in the U.S.S.R., the selective 
approach, universal access, and universal 

pr etna (2) discusses why the universal ac- 
cess approach is gest chosen in the United 
Sutes: (3) reviews some of the implications of 
universal access, such as vast numbers of new 
students, rising costs, and the need for coordina- 
tion by public agencies; and (4) examines the 
positive and and undesirable consequences of univer- 
sal access. Some advantages are: expansion of 
and a contribution to the 

of the economy and to peoples’ lives. 

tive aspects are: (1) a continuing bat- 

ee een (2) loss of autonomy for the in- 
dividual campus; (3) the probable movement 
toward meritocracy; lA lhe amiga of 
collision between higher education sur- 
(5 Seceiai somaess ter 

universal attendance; (6) a surplus of highly edu- 
cated people; (7) an increase in the number of 
who are in “the period of youth,” a time 
when they are no longer part of their original 
family, and yet without a family of their own; and 
(8) the tendencies of campuses to grow dispro- 


portionately larger. (AF) 
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After taking a brief look at the developments 
and some generalized trends of the past three 
decades, this paper attempts to identify some of 
the characteristics of the decade ahead and new 
and emerging middle manpower occupations in 
the 1970's. It is the thesis of this paper that a 
country interested in rapid economic develop- 
ment should invest heavily in education for mid- 
dle manpower development, in the education and 
training programs that will —— the techni- 
cians, the semiprofessional and paraprofessional 
workers, and the highly skilled workers who can 
move a nation ahead across a broad front of 
development. Future trends discussed include 
those in (1) natural resources, ecology, and en- 
vironment; (2) population and urbanization; (3) 
transportation, communication, and information 
technology; (4) health and medical science; (5) 
science and engineering based industry; (6) 
government and the service sector of the econo- 
my; and (7) business and distribution. Manpower 
demands are discussed for the following areas: 


scored on a 5-point scale, 


tion- also negative 
sociated with both types of satisfaction. (AF) 
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The philosophical justification for private in- 
dustry involvement in specialized training is that 
these needs are of such magnitude as to require 
the best efforts of all who can contribute. The 
practical j stems from the realization 
by industry that it must provide specialized man- 
power training to meet its own need for effective 
employees. Industry entrance into the training 
field dates from the latter part of the past century 
when no secondary schools offered industrial 
training. By the late sixties higher education ac- 
tivities of business and industry reportedly totaled 
almost $20 billion annually, with about 85 per- 
cent of the major industries involved. Industrial 
participation in education and training programs 
outside industry is a more recent phenomenon. 
This development grew out of the application of 
technology to educational problems, and was 
made possible to a great extent by federal and 
state programs dating from the mid-sixties. An 
even newer type of activity is that referred to as 
performance contracting, another approach to 
solving some of the problems in education. 
(Author/AF) 
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(1) agriculture and natural resources 
ment; (2) business trade and distribution; @) 
health and human service; (4) industry and 

manufacturing; and (5) science, engineering and 


technology. (AF) 
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The purpose of this study was to discover the 
extent to which the satisfaction of graduate stu- 
dents is associated with the collegiality of faculty- 
student relationships within the student's own de- 
partment, the competitiveness of student-student 
relationships within the department, and the dis- 
crepancy between what the student ye ae 
graduate school to be like and the reality of grad- 
uate school as he perceives it. Seven hundred and 
sixty-two graduate students at a Midwestern 
University were administered a questionnaire; 
589 usable responses weic returned. On the basis 
of a pilot study and item analyses, Likert scales 
were constructed for the measurement of the 
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The educational opportunity of the 


State University of New York (SUNY) were in- 
itiated (1) to seek out disadvantaged but talented 
youngsters and present them with an opportunity 
to enter a program of higher education; (2) to 
help each of these students complete satisfactori- 
ly the educational program in which he has en- 
rolled; and (3) to foster and support the search 
for effective techniques and materials by which 
instructing and advising atypical learners can be 
successful. To attain these goals these guidelines 
were developed for the following categories: (1) 
eligibility for admission; (2) recruiting students; 
(3) selecting students; (4) admitting students; (5) 
assisting the student financially; (6) academic ex- 
ey yarn and regulations; (7) students’ rights 
and responsibilities, (8) staffing, (9) faculty in- 
volvement; (10) advisory committee; (11) finan- 
cial management; and (12) evaluation. The 
enabling legislation and offices where information 
about these programs can be obtained are in- 
cluded in the appendix. Attached to these 
idelines is a separate section on admissions in- 
formation and student eligibility. (AF) 
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This report describes the selection procedures 
used in the years 1960-1968 at the Bartlett 
School of Architecture at University College, 
London, and discusses the relationship of the 


For the years 1960-1964, the interrelationships 
were also studied of the paper qualifications of 
the applicants, the gay made about them 
by three interviewers, and their formance on 
two psychological tests (one of general intel- 
ligence, and one of personality). In addition, this 
report describes the results of a study conducted 
for the years 1963 and 1964 on the performance 
of some candidates who — for admission to 


Bartlett, but who went to o' schools. (AF) 
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The investigation reported in this monograph 
represents an attempt to establish the abilities, at- 
titudes, and activities which go toward making an 
effective industrial scientist and to determine how 
and to what extent these factors should influence 


nearly 1,400 British scientists were assessed and 
results presented that show the level of usefulness 
of various subjects and techniques to these 
scientists, and the extent to which they received 
instruction in these topics during their undergrad- 
uate training. Opinions concerning the desirable 
attitudes of an industrial scientist and the particu- 
lar attributes that scientists occupying various 
specific positions should possess are also 
recorded. The results of the enquiry show that 
the practicing industrial scientist believes that 
much can be done to improve course design, not 
only to enhance the technical competence of the 
student, but also to make a career in industry a 
more attractive and worthwhile proposition. 
(Author/AF) 
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This paper addresses itself to the problem of 
long-term manpower development in Thailand. 
Relevant research studies are discussed in the in- 
troduction and the thesis of this report is stated: 
namely, that for Southeast Asia and developing 
nations in general, middle manpower develop- 
ment, oat pes yrvie of educational institutions 
needed for such development a at 
junior colleges, post-secondary 
schools, business nursing Fh grog etc.), 

i de ahead. 


importance of middle manpower. Section Ill 


discusses the current status of middle manpower 
in Thailand. Section IV examines the middle 
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manpower supply-demand ssituation for the 
1970’s. And section V discusses the need for a 
new kind of college in Thailand: a system of 
publicly supported 2-year colleges, which are 
desperately needed to meet Thailand’s manpower 
needs and economic goals. (AF) 
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College 
This report presents an indepth study of the 

events and psychology in the past of Augusta, 
Georgia which help explain the violence and the 
killing of six Blacks on the night of May 11, 
1970. The second study in this report deals with 
the events and killings of two young black men at 
Jackson State College on May 15, 1970. These 
two events had several points in common not 
only with each other, but also with similar 
tragedies across the nation. These include: (1) 
they occurred in an atmosphere of hostility en- 
couraged by inflammatory statements of leaders, 
statements which exacerbate tensions between 
groups and which seem to approve the over-use 
of police and military force; (2) both instances 
reflected not only new, intolerable pressures, but 
long neglected problems; (3) death and injuries 
in both instances resulted from gunfire from 
heavy-calibre ammunition; and (4) in both in- 
stances, questions have been raised about police 
attitudes toward black people and the general 
principle of the right of protest, and about the ef- 
fectiveness of the riot control training of the po- 
lice. (AF) ~ 
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This study identified the characteristics of 456 
of the 524 students who were granted a master’s 
degree by the School of Education of De Paul 
University from 1966 through 1969 in one of the 
following 9 areas: business education; curriculum 
directorship; elementary education; guidance and 
counseling; reading; school administration; and 
secondary education. Information was obtained 
and analyzed for the following characteristics: (1) 
birthplace; (2) undergraduate education; (3) re- 
sidence; (4) undergraduate degree; (5) admission 
status; (6) gradepoint average entering the pro- 
gram; (7) age beginning graduate study; (8) area 
of specialization; (9) degree granted; (10) 
gradepoint average completing graduate study; 
(11) age concluding degree requirements; (12) 
time consumed to complete degree requirements, 
ree! (13) Graduate Record Examination scores. 
(AF) 
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paper investigates the student charac- 
india i aphaien Gian end or catego At 
ferent aspects of an undergraduate course in edu- 
cational psychology. Four hundred sixty students 
were given a number of inventories, scales, and 
surveys and a 22-item rating instrument covering 
course content, methods of instruction, and in- 
structor. Principal axis factor analysis of the 
course evaluation instrument yielded 6 factors ac- 
counting for 72.69 percent of the variance. Fac- 
tor scores were computed for each subject on 
each factor. Multivariate analyses of variance 
revealed significant differences on student 
background and personality variables between 
students having high and low factor scores for 4 
of the 6 factors. Discriminant functions were em- 
ployed to identify student characteristics that dis- 
criminate maximally between high and low factor 
scores. (Author/AF) 
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This paper describes a laboratory experiment 
which was a replication and extension of an earli- 
er study, both of which are part of an effort to 
synthesize the findings of two somewhat different 
hes to the study of interpersonal attrac- 
tion. The first of these approaches is a secondary 
reinforcement interpretation and in general as- 
sumes a positive linear relationship between so- 
cial reinforcement and social attraction. The 
second approach is a “cognitive consistency” in- 
terpretation and generally is not so explicit about 
functional relationships between consistency fac- 
tors and interpersonal attraction. The hypotheses 
tested in this study were: (1) that the function 
relating reinforcement frequency to interpersonal 
attraction will be nonlinear for each of the two 
levels of expectancy; and (2) that the point of 
maximum attraction for the group with the higher 
reinforcement expectancy value will be reliably 
than: for the group expecting the lower 
level of reinforcement. The subjects for this study 
were 210 male volunteers from campus ROTC 
units, who principally met in groups of four and 
were assigned to treatment groups at random. 
The activities were divided in three phases: (1) 
preexperimental interaction, (2) the experimental 
activity, and (3) postexperimental debriefing. The 
findings supported the first, but not the second 
hypothesis. (AF) 
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This report contains tentative procedural 
recommendations for the discipline of officers of 
instruction and certain other holders of faculty 
appointments at Harvard University. These 
procedures will apply under the following condi- 
tions: (1) interference with freedom of speech, 
academic freedom, freedom from personal force 
and violence, and freedom of movement; (2) in- 
terference with members of the University in per- 
formance of their normal duties and activities; 
(3) theft or destruction of University property, or 
the property of its members; or (4) in other cases 
involving grave misconduct or neglect of duty. 
The procedures provide for a Screening Commit- 
tee, a Hearing Committee, and the final decision- 
making by the President and Harvard Fellows. 
The discussion that follows the listing of the 
procedures reviews the composition, designation, 
and procedures of the Committees. (AF) 


ED 050 667 
Cross, K. Patricia 
Alternate Paths to Excellence. 

California Univ., Berkeley. Inst. of Government 


Studies. 
Pub Date 71 
Note—22p.; Paper prepared for the Education 

a gag of the White House Conference on 
ou 
EDRS Price MF-$0.65 HC-$3.29 
*Disadvani 


itaged Youth, *Educa. 
tional Change, Educationally Disadvan 
*Equal Education, 
niversal Education 


HE 002 126 


*Higher Education, *y. 
In the history of this country there have been 3 


, which came into vogue in the 


60's. Wie jor cca hes Gt eee ee 
crease in college attendance during the last 10 
years has been by members of the lower 
socioeconomic groups and those with lower 
ee ee ee en ee gaining 
access to higher education for these students; the 
1970's must concentrate on accommodation, i.e., 
changing the system to fit the student. The access 
system, which is a unidimensional model, at- 
tempts to move the marginal student closer to the 
core through remediation of academic or motiva- 
tional deficiencies; the system is designed for or- 
derly progression through a funnel or sorting 
system, effectively eliminating those who don’t fit 
the system. Though systematic educational activi- 
en eS ee ee ree ee 


permit easy movement between the core aa 
periphery. o paper discusses new models for 
education: developing new cores of excellence, 
and developing lifelong learning models. It also 
makes recommendations for policies and pro- 
grams to institute new educational models. (AF) 
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In evaluating the request of East Carolina 
University to offer a program for the first 2 years 
of medical education, the Educational Programs 
Committee of the North Carolina Board of 
Higher Education had to look at the broader 
problems of the training of physicians in the 
State. This report therefore is not only a response 
to East Carolina University, but also an outline of 
a broad statewide plan to increase the production 
of physicians. Essentially the plan calls for build- 
ing upon the strong base offered by the three ex- 
isting medical schools, but broadening the base to 
include work, both at the first-year stage of the 
medical training and again at the end of the 
medical training at a number of other centers in 
the State, including East Carolina University. 
ECU’s specific request for a 2-year program was 
denied, but it was recommended that the Univer- 
sity initiate a program of first-year medical edu- 
cation in cooperation with the School of 
a of the University of North Carolina. 
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This article analyses some of the data collected 
in a survey by the American Council on Educa- 
tion on the quality of graduate programs in 1970. 
It discusses: (1) the ratings of faculties of the 50 
top-rated graduate schools compared with 80 
other institutions; (2) the number of “quality pro- 
pooch in the humanities, social sciences, biologi- 
cal sciences, physical sciences, and engineering in 
the 50 top-rated graduate schools as compared 
with 80 others; (3) the regional strength of the 
$0 top-rated institutions; and (4) the number and 
pos of programs at the 50 top institutions 
that scored below a quality standard. The paper 
concludes with the suggestion that, although 
there are a substantial number of unsatisfactory 
programs offered at the top 50 institutions, these 
uate schools may be more than adequate to 
fill the needs for traditionally trained Ph.D’s dur- 
ing the decade that lies ahead. (AF) 
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Higher education in the United States is facing 
a period of uncertainty, confusion, conflict, and 
potential change, and it has little to guide it in its 
past experiences. For most of its three and one- 
third century history, it has had a manifest 
destiny and through the period from 1820-1870 
was marked by rapid change and some student 
unrest. Two factors remained constant: public be- 
lief in and support of higher education, and the 
campus and society were both changing, but in 
compatible ways. This is no longer so and higher 
education is faced with a staggering number of 
uncertainties: (1) the direction of change that 
will be taking place in a society that is ever more 
divisive, and in a world that is undergoing a cul- 
tural revolution; (2) the impact of the new edu- 
cational technology; (3) its proper functions in 
terms of teaching, research and services; (4) the 
governance of the institutions; and (5) financing. 
The directions higher education will take include: 
(1) extending educational opportunity, regardless 
of race or income; (2) clearer rules governing the 
conduct of all members of the academic commu- 
nity; (3) cost effectiveness of operations; (4) 
more visible presidential leadership; (5) an in- 
creasing role of the federal government; (6) 
lower status jobs for college graduates; and (7) 
continuing tensions between intellectuals and 
society. (AF) 
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There has been much talk in the last 10 years 
about the responsibility of higher education to 
help solve the urban crisis, yet little has been 
done, There are some measures the university 
can take to alleviate the educational plight of the 
urban poor, the major one of which is to do what 
they have traditionally done best: teach. The 
universities can accept larger numbers of minori- 
ty group members in their freshmen classes, and 
give them the necessary supportive, remedial, and 
counseling services. They should encourage these 
students to enter the service fields: medicine, law, 
education, so that these students in turn can help 
the people in their communities. Universities 








could create special day-care facilities through 
high school experimental education units set up 
to serve a clientele of poor children; and universi- 
ties could provide a second chance for those 
whose education was terminated at the high 
school level and who are competent and desirous 
of obtaining a degree. Since the most likely 
response of the universities will probably be in 
the direction of urban research, it will behoove 
them to be aware of two factors: (1) in terms of 
research that directly involves human beings, 
such as Moynihan’s and Coleman’s, they must be 
aware that the urban poor are tired of being ob- 
jects of research; (2) in research concerning 
problems of the ghetto, such as housing, transpor- 
tation, or pollution, it would be advisable to in- 
volve the residents themselves at the outset in 
any planning effort. (AF) 
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Higher Education, the institutions as well as the 
associations, have long regarded adult or exten- 
sion education as a stepchild; consequently, in- 
structional broadcasting as an educational medi- 
um has been all but ignored. Yet by 1976 the 
establishment of the University of North Amer- 
ica, a confederation of several radically different 
regional higher education institutions and agen- 
cies will be proclaimed. These institutions will 
have their origin in the concept of the Open 
University, pioneered in Great Britain and Japan, 
and will bring a multimedia approach to continu- 
ing higher education. For example, the University 
of New England, one of the regional institutions, 
will consist of a confederation of junior colleges, 
colleges, universities, and educational agencies. 
Television will be the principal teaching medium, 
supplemented by radio, correspondence courses, 
films, tapes etc. It will have a curriculum for 
today’s world and will be open to all who are in- 
terested. The Corporation for Public Broadcast- 
ing should be the advocate of continuing educa- 
tion and instructional broadcasting in the national 
councils of higher education. Elements essential 
for the establishment of open universities are: (1) 
a cadre of leadership from higher and continuing 
education, and public and instructional broad- 
casting; (2) resources; (3) credibility; (4) 
research on the adult learner and on the most ef- 
fective use of television for learning; and (5) 
planning. (AF) 
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The central cause of the present sorry state of 
governance in many institutions is an historical 
misunderstanding as to the real nature of a col- 
lege or university. Most institutions have in- 
herited a formal organizational structure founded 
on the concept of hierarchy, a concept that is 
totally unsuitable to the needs of an institution of 
higher education, where power does not reside at 
a single source at the top, but in varying propor- 
tions in three or four groups. Proposals for 
modification of governance include: (1) the 
establishment of a new mechanism within the in- 
stitution to make possible community-wide par- 
ticipation in governance; (2) making explicit the 
redistribution of authority that has been taking 
place; (3) the strengthening of leadership to 
maintain the college or university as a viable in- 
stitution; (4) the establishment of means to en- 
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force accountability with extension of 
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The University has a 3 part responsibility: 
lience, research 


its responsive: 
sends: You the Yes tate Oath olinr Steet eae 
cation must face its responsibility for the allevia- 
tion of social ills or expect broad consequences. 
Community services can be provided through ex- 
isting programs by using some imagination. Ex- 
amples are: (1) extending the college chaplain’s 
services to youth in the community; (2) incor- 


hood; (4) conducting w 
on a continuing basis as a lemsolving effort; 
(5) making community service a 
graduation; (6) making community studies a part 
of every student’s experience and working on im- 
plementing the solutions; and (7) providing a 
Free University, so that people in the community 
who still believe in education, but have no oppor- 
tunity to go to a regular college, can take ad- 
vantage of the expertise available. The experience 
: : - a 


professors teach for free, and students who pass a 
course with a C or better get a certificate--points 
to the great worth of such an endeavor. (AF) 
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This paper comments on the Carnegie Commis- 


some of the issues higher education and the 
public have to face. Higher education is in a cri- 
sis and in desperate need of continuing financial 
support from the federal government. The Car- 
negie Commission can help the public understand 
some of the problems by salad out that higher 
education is not a commodity, and that the chief 
beneficiary is nct only the preson who gets the 
degree, but society as well. The Commission has 
recently made proposals for a 3-year baccalau- 
reate, for credit for outside ne. and for 
other types of extramural education. The case for 
4-year residential -" be weak and, if 





human sl and ne: fn. students of 
the sixties and seventies aware, perhaps 
for the first time, of the humanity of all men and 


the need to connect education with a wider view 
of humanity. The Commission can also help in 
letting the public know what is happening that is 
good and important on campus today, and help 
inspire a public confidence without which the 
funding altidhn Piaedias Gaenaes cuamenies 
© eee (AF) 
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Identifiers— *City University of New York 
This paper presents the history of the open ad- 
missions policy at The City University of New 
York (CUNY). Discussed are: (1) the founding 
of the University and its early admission policies; 
(2) the demand for and implementation of the 
open admission policy, which means a probable 
freshman class of 36,000 in the fall of 1971, with 
an increase of 16,000 in 1 year; (3) budgetary 
considerations; (4) the political and social con- 
text within which the open admissions policy was 
formulated; (5) the demand for and provision of 
remedial and other supportive services for an 
estimated 10,000 students; (6) the studies con- 
ducted to estimate the number of students who 
would require remedial help; (7) the systematic 
evaluation of the open admissions program; (8) 
the need to establish a closer relationship with 
the public schools to place the problem of 
remediation where it belongs; and (9) the necess- 
ity of maintaining CUNY’s academic standards. 
(AF) 


ED 050 677 HE 002 153 
Hoerner, James L. 
An Historical Review of Liberal Education. 
Miami Univ:, Coral Gables, Fla. 
Pub Date [70] 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Educational Needs, *General Edu- 
cation, *Higher Education, ‘Historical 
Reviews, *Humanism 
Section I of this paper presents a brief history 
of liberal education and reviews some of the 
ideas that have been expressed about its origin, 
and some of the ideas that have influenced liberal 
education throughout history. The definition of 
the purpose of liberal education is Woodring’s: 
“It is the education that liberates men from the 
bondage of ignorance, prejudice, and provincial- 
ism. It enables us to see the whole world and to 
see ourselves in perspective.’’ Section II examines 
what is liberal education and reviews some of the 
other definitions assigned to it by different 
authors. Section III deals with the aims, purposes 
and objectives of liberal education. The paper 
concludes with the thought that while educators 
have long espoused that one of the cardinal prin- 
ciples of education is to encourage and nurture 
the ability to think, in reality, most independent 
thinking and creativity is stifled, and that only a 
true liberal education and not a general educa- 
tion can help a student become a liberated per- 
son. (AF) 
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Identifiers— *Stout State University 
The Graduate College at Stout State University 

commonly employs two criteria in deciding which 

applicants should be permitted to enroll for grad- 

uate degree programs: cumulative undergraduate 

grade-point average and experience. It was the 

purpose of this study to determine the effective- 


ness of these two criteria in predicting the 
likelihood of completing the master’s degree pro- 
gram at Stout State University. To this purpose, 
this report: (1) presents a general description of 
the graduate students enrolled at SSU over the 
period 1960-68 in terms of undergraduate GPA, 
a classification, major field, summer 
session enrollment, and degree status; 
3) attempts to.determine the relationship 
between SSU graduate students’ success in ob- 
taining a master’s degree and their undergraduate 
GPA" 's; and (3) attempts to determine the rela- 
tionship between SSU graduate students’ success 
in obtaining a master’s degree, and the number of 
years that elapsed between completion of their 
bachelor’s degrees and entrance into graduate 
degree programs at Stout. (AF) 
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This report which presents information on the 

activities of spring 1968 graduates 

of Wisconsin high schools is based on data ob- 
tained by surveying one-twelfth of the 57,349 
seniors who completed the 1968 Senior Survey 
Questionnaire. Comparisons are made between 
the students’ first-year activities and their plans as 
seniors, and between their first and second year 
after graduation activities. Included in these com- 
parisons is information on their occupational 
aspirations as seniors, choice of post-secondary 
institutions as seniors, occupation and education 
of fathers, family income, high school course, 
high school decile rank, and type of school at- 
tended first year after graduation. The report also 
discusses (1) the reasons why those who an- 
ticipated continued education did not attend, 
their high school decile rank and their fathers 
education; (2) post-secondary educational 
planning and characteristics of graduates continu- 
ing their education; (3) characteristics of gradu- 
ates who interrupted their post-high school edu- 
cation; and (4) characteristics of luates in 
aa the second year after their graduation. 
(AF) 


ED 050 680 
Pfeifer, C. Michael, Jr. 
on-Intellectual C 





HE 002 172 
— William E. 
a and White 


Report t No—RR-3- 70 
Pub Date 70 
Note—36p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Academic Performance, Cocur- 
ricular Activities, College Freshmen, *Correla- 
tion, *Higher Education, *Negro Students, Stu- 
dent Attitudes, *Student Characteristics, Stu- 
dent Opinion 
Identifiers—* Maryland University 
The purpose of this study was to investigate 
nonintellectual variables (personality, attitude, 
etc.) that may be related to the academic per- 
formance of black students at the University of 
Maryland. Black and white samples were drawn 
from the 1968 freshmen class, and two personali- 
ty measures were used: the California Psychologi- 
cal Inventory (CPI), consisting of 18 scales, and 
the Holland Vocational Preference Inventory 
(HVPI), consisting of 11 scales. Another variable 
examined was the University Student Census 
(USC), which is a questionnaire involving student 
opinion and certain personal information. Data 
was also obtained on high school extracurricular 
activities. The GPA at the end of the freshman 
year was used as the measure of academic suc- 
cess. Pearson correlations were made for each of 
the scales of the Inventories, point biserial cor- 
relation coefficients were computed for each of 
the extracurricular activities, and an eta coeffi- 
cient was computed for the first 29 items of the 


USC; Pearson correlations for the last 17 items 
The results indicated that significant re 
for the black students were the Social, Infrequen. 
cy, and Masculinity scales of the HVPI as well a; 
bo Socialization, Communality and Achievement 
via Independence scales of the CPI. For the 
whites the Social, Artistic, Masculinity, and 
Status scales of the HVPI, and the Respo 
Socialization, Self-Control, Tolerance and other 
scales were significant. (AF) 
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Recent alias have shown that in heterogene- 
ous populations differential validities are often 
found in the population subgroups. In the light of 
the increasing societal emphasis on higher educa- 
tion, the valid prediction of academic success for 
all racial groups has become a necessity. This 
study is concerned with the differential validity 
for black and white students of academic predic- 
tors currently used at the University of Maryland. 
The University uses a Predictive Index Equation, 
which is a multiple regression equation involving 
high school grades, SAT-Verbal and SAT-Math 
scores. The Maryland grade-point average at the 
cad ob he treckebien’ setr ty eabdl te Gas Otlamiog 
In this study high school grades, SAT-V and 
SAT-M were examined separately as well as com- 
bined in multiple regression equations. The sam- 
ples were categorized by race and sex. The 
results indicated that the Predictive Index worked 
as well for black students as it did for whites. For 
the sample studied, SAT scores were correlated 
with grades about as highly for whites as for 
blacks, although high school grades were not a 
valid predictor for black males. In addition to 
describing the study, the report examines other 
studies concerned with this topic. (AF) 
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This statement urges the nation’s colleges and 
universities to adopt open admissions policies and 
to direct both private and public funds into creat- 
ing opportunities whereby any person who has 
completed requirements for graduation from an 
accredited high school or its equivalent will be 
assured access to higher education. Though 
minority group enrollment has increased 85 per- 
cent over the last 5 years, it has only reached 6 
percent of the total enrollment. In past years, ad- 
mission criteria were frequently dictated by fac- 
tors having little to do with a student's potential 
success and it has now been demonstrated that 
traditional admission criteria predict little or 
nothing about what a given student will do in col- 
lege or about his potential after graduation. The 
best way to determine whether a student is capa- 
ble of college work is to evaluate his performance 
in college. The major attack on open admissions 
is being conducted in the name of an alleged 
threat to academic standards, but academic ex- 
cellence has all too often been an exercise of the 
Goon to assure that they remain privileged 
keeping access to the top restricted. Academic 
smahaoes should be measured by how well the 
uate is prepared to find employment which 
lis his needs, and how well he is equipped to 
progress in society. In addition to open admis- 
sions, supportive and remedial services are also 
essential to provide equal opportunity. (AF) 
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The re annotations in this bibliography 
were compiled from articles in college and 
university law reviews and journals, other special- 
ized law journals and from educational journals 
and periodicals. Topics covered include student 
discipline, academic freedom, faculty tenure, 
political speakers, collective bargaining, student 
rights, financial issues, and contracts. (AF) 
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The Education Improvement Project (EIP) of 
the Southern Association of Colleges and Schools 
serves as the assisting organization for two pro- 
grams designed to improve educational practice 
for the marginal college freshmen - who is often a 
member of a minority or poverty group. The two 
programs are the College Education Achievement 
Project (CEAP), which focuses primarily on im- 
proving educational practice for marginal college 
freshmen in developing Black institutions, and the 
Higher Education Achievement Program 
(HEAP), which focuses on improving educational 
practice in developing institutions for marginal 
students from minority or poverty groups. This 
paper briefly discusses the development and use 
of a heuristic model for the development of sym- 
bolic competence in marginal college freshmen. 
The model (1) asks: what is the relationship 
between symbolic competence and social learn- 
ing; (2) is based on the hypothesis that social 
learning fosters self-actualization which facilitates 
the development of symbolic competence; and 
(3) lists a series of consequences to be tested. 
(AF) 
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This document contains: (1) the report of the 
University of Michigan Committee on Student 
Evaluation of Courses and its recommendations; 
(2) a report on student opinion of courses and 
teaching dated 10-2-53; and (3) a report of the 
Student Course Evaluation Committee appointed 
by the Student Government Council and dated 
1968. The first report discussed the potential uses 
of evaluation for the teaching faculty, the depart- 
ment administrator, and the student, reviewed 
some of the potential misuses, and concludes that 
the potential benefits of evaluation called for the 
development of a course evaluation instrument to 
be used throughout the University. The d 
report presented a history of student appraisal of 
the faculty of the College of Literature, Science 
and the Arts, appraised the old student-opinion 
program and its contribution to instruction, 
discussed the defects of student ratings, especially 
in administrative use, and made recommenda- 
tions. The third report discussed the defects of 
student ratings, especially in administrative use, 
and made recommendations. The third report 





discussed and evaluated the 41-item question- 
naire distributed in March 1968 in 45 courses, 
primarily of interest to freshmen. (AF) 


ED 050 686 HE 002 186 

Morey, Ann I. 

Image and Selection: An Examination of the 
Images of Three University of California Cam- 


puses. 
Pub Date Apr 71 
Note—3Ip.; Paper presented at the meeting of 

the California Education Research Association, 

San Diego, Calif., April 29-30, 1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*College Bound Students, *College 

Choice, *College Environment, *Higher Educa- 

tion, *Student Opinion 
Identifiers—*California University 

The purpose of this study was to examine the 
conceptualization and function of college images 
as a factor in college choice. Specifically, the 
study focused on the images held of three Univer- 
sity of California campuses by entering freshmen 
and examined: (1) the accuracy of the images 
held by freshmen prior to their actual enrollment 
at their respective campuses; (2) how entering 
freshmen obtained their information and impres- 
sions of the U.C. campus to which they applied; 
and (3) the importance of image in the choice of 
the particular campus. In addition, a comparison 
was made of the images held of the three cam- 
puses by the entering freshmen and samples of 
sophomores. The campuses selected were at 
Berkeley, Davis, and Santa Cruz. Nine hundred 
and fourteen students comprising a random sam- 
ple of the sophomores and high school students 
about to enter one of the three campuses were 
sent the questionnaires, with 96 percent complet- 
ing them. The findings of the study indicated 
marked differences among the images held of the 
three campuses by their respective student 
groups. (AF) 
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In 1964 the American Council on Education 
initiated an internship program for Fellows in 
Academic Administration. The purpose of the 
program was to enlarge the number, and to im- 
prove the quality of persons available to fill key 
positions in academic administration. This report 
presents and compares evaluation and selection 
information in the third year of the program with 
that from the first 2 years. Discussed are: (1) 
evaluation and selection procedures in the opera- 
tional program; (2) background characteristics of 
the third-year groups; (3) evaluations at the 
home institutions; (4) the nominee evaluation 
process from nomination through interview, and 
(5) immediate postinternship followup studies. 
(AF) 
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This monograph contains papers that deal in 

considerable detail with the major problems and 

proposals that are most frequently cited in discus- 
sions about the finance of higher education. The 
report is divided into four sections. Section |: 
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The Economic and Social Background, includes 
papers by Theodore W. Schultz on economic is- 
sues, by Mary Jean Bowman with a review of 
economic research, and by Christopher Jencks on 
the social issues. Section 2: Who Should Pay: Al- 
ternative Strategies for Financing Higher Educa- 
tion, includes papers by W. Lee Hansen and Bur- 
ton A. Weisbrod (proposes that students and 
parents pay), by James L. Wattenbarger 
(proposes that society pay), and by Howard R. 
Bowen (suggesting that society, students and 
parents should jointly share the responsibility). 
Papers in Section 3: Alternatives for the Federal 
Government, deal with (1) loans for students, (2) 
tax credits for parents, (3) direct support for in- 
stitutions, (4) direct grants and revenue sharing 
with the States, and (5) a discussion of the cost 
of higher education, a brief review of the history 
of educational finance and a proposal involving 
student grants, student loans, and institutional 
grants. Section 4: The Road Ahead, includes a 
paper by John P. Mallan on financial plans and 
political constituencies, and one by M.D. Orwig 
summarizing the issues. A bibliography is in- 
cluded in this report. (AF) 
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A recent study of doctoral programs in ten 
prestigious universities by Ann Heiss found that 
graduate students tend to be committed to their 
academic fields, attracted to the world of ideas, 
i and concerned about the 
relevance of their disciplines to social problems. 
The study also found that graduate schools tend 
to be a stress-filled environment where the 
emphasis was rarely on teaching or learning, 
where the educational process was often dehu- 
manizing, and where the fixation on grades and 
credits corrupted the meaning of graduate study. 
Since real education is self-initiated and continual 
rather than a system of classification and produc- 
tion based on external compulsion, and since the 
primary responsibility for learning rests with the 
individual rather than the institution, it is impera- 
tive that graduate education be changed and 
become student or client-based. This paper 
proposes six client-based patterns for graduate 
student participation in the academic decision- 
making that most affects them. These are: (1) 
self-determination of program; (2) student course 
initiation; (3) student involvement in planning 
course structure; (4) client evaluation of the edu- 
cational system; (5) a graduate studies committee 
for the systematic investigation of the program; 
and (6) the replacement of the department by 
the academic commune as the learning unit of 
the school. (AF) 
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The costs of higher education have been rising 

rapidly as part of the general inflationary trend. 

But the price charged to students and their fami- 

lies for higher education has been going up even 

more rapidly than the basic costs. The low-tuition 

principle and the notion of public support of the 

Operational costs of higher education are being 

eroded at a time when it is more crucial than 

ever to develop the nation’s available talent to 

the maximum. Several prominent economists 
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have pointed out the fallacy of the myth that a 
high proportion of the cost of undergraduate edu- 
cation is paid for by society and have shown that 
students and their families now pay at least three- 
fourths of those costs, and often subsidize the 
graduate and professional programs. It is essential 
that at least at the undergraduate level the in- 
stitutions of higher education move rapidly 
toward a lowering of instructional charges, and 
that programs of special aid to the economically 
disadvantaged be continued and substantially ex- 
panded. If society wants its young people to be 
conscious of the responsibilities to society of 
those who enjoy advanced education, it must for 
its part be socially responsible to them by keep- 
ing down the price tag on higher education. 
Higher education is not a commodity. (AF) 
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This bibliography on university governance is 
divided into 3 major sections: (1) general and 
historical aspects; (2) objectives, organization, 
and structure; and (3) various roles in 
governance, including federal and state govern- 
ment roles, the California State System, the col- 
lege or university president, faculty role, student 
participation, student activism, trustee responsi- 
bility, and the role of the alumni. The publica- 
tions are listed by books, ERIC documents, and 
periodicals. (AF) 
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The point of view is taken that the issues of 
open admissions and programs for the disad- 
vantaged can only be resolved if careful con- 
sideration is given to the desired objectives of the 
higher educational system: i.e., should we strive 
for outcomes that are egalitarian, elitist, remedial 
or what, and to the long-term implications of 
these various types of objectives for society. It is 
also important to recognize that whatever these 
objectives may be, the existing hierarchical ar- 
rangement of higher education institutions may 
not be the most effective means for achieving 
these objectives. The paper also raises questions 
about the relevance of current grading practices, 
and suggests replacing this system with some 
other form of assessment that will reveal changes 
in the students’ performance. In addition, an ar- 
gument is made for greater flexibility in the 
matter of credits and certification of students. 
These points are discussed within the general 
framework of this paper, which also a. with 
the effects of selectivity as pr ly 
the possibility of racial quotas, and the arguments 
against open admissions. (AF) 
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This comprehensive analysis of course and 
teacher evaluation deals with the following topics: 
(1) a capsule history of course and teacher 
evaluation - where the ideas began and what 
trends: have been established; (2) the right and 
worth of students’ evaluation of courses and 
teachers, including how it relates to faculty 
academic freedom; and the accuracy of student 
opinion and its effectiveness; (3) the possible 
goals of course and teacher evaluation: including 
teacher effecti d awareness among 
all students of the possibilities for their own edu- 
cation, and general curricular reform; (4) what 
course and teacher evaluation by students can 
communicate in terms of course description, 
teacher effectiveness, and curriculum evaluation; 
(5) key procedural questions about course and 
teacher evaluation such as the effects of different 
types of distribution, collection, and analysis of 
questionnaires; and (6) how to implement course 
and teacher evaluation, including types of or- 
ganization, ways to begin, how to involve faculty, 
administration and students, finances, questions 
to ask, procedural hints, and publicity. The ap- 
pendices include sample questionnaires from un- 
published and published programs, sample write- 
ups from published programs, and a case study of 





one unpublished program. (Author/AF) 
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This report includes the papers presented at 

the Colluquium and the responses to these 

papers. The papers dealt primarily with the most 
critical and urgent problems involved in equaliz- 
ing opportunity for the minority/poverty groups 
in the United States and include: “Educational 

Opportunity and the Organization of Higher Edu- 

cation,” by Warren W. Willingham; “Uses and 

Abuses of Scholastic Aptitude and Achievement 

Tests,” by Alden Thresher; a response to the 

Thresher paper by Alexander W. Astin; ‘Open 

Admissions: Status, Trends, and Implications,” by 

Timothy S. Healy; a response to the Healy paper 

by John D. Millet; “‘Predicting College Success of 

Educationally Disadvantaged Students,” by Julian 

S. Stanley; a response to the Stanley paper by 

Kenneth B. Clark; “Personal and Institutional As- 

sessment: Alternatives to Tests of Scholastic Ap- 

titude and Achievement in the Admissions 

Process,” by Winton H. Manning; a response to 

the Manning paper by High W. Lane; ‘Programs 

and Practices for Minority Group Youth in 

Higher Education,” by Edmund W. Gordon; a 

response to the Gordon paper by Helen S. Astin; 

and ‘“‘Lack of Money: A Barrier to Higher Educa- 
ion,” by Humphrey Doermann. A list of partici- 
pants concludes the report. (AF) 
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The success of an orientation leader depends 

upon three things: an understanding of the col- 

lege, an understanding of the entering student, 

and an ability’ to communicate and empathize. 

The purpose of this report is to examine the 

psychological world of the new student through 

the words he uses, the meaning they hold for 


him, and the impact they have on his behavior, 4 
semantic differential was administered to a ran. 
dom sample of 103 members of the en 
freshman class of the State University College at 
Oswego during the 1970 summer orientation pro. 
gram. Each participant rated 12 of the 

on 6 scales, 2 evaluative, 2 potency, and 2 activi. 
ty. These scales were so arranged that a subject 
could choose any one of 7 steps between the ex. 
tremes. The results for each concept were 
averaged to yield 3 scores that would serve to 
locate the point in a semantic space for the total 
entering freshman class, and for males and 
females separately. The concepts were grouped in 
4 clusters: (1) persons; (2) a (3) social 
change; and (4) the future. (AF) 
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The point of view taken is that an open admis- 
sions program does not exist, but that existing 
programs aim at expanding the basis of admis- 
sion. Nine aspects of the program are discussed: 
(1) the question of “open admissions” or “‘ex- 
panded admissions” and the problem that 
economic forces remain powerful barriers to 
higher education; (2) the disturbing tendency to 
see the expanding admissions program as one for 
blacks or other disadvantaged groups; (3) the 
dilemma of maintaining academic standards; (4) 
the need for compensatory education; (5) the 
tenuous relationship between expanded admis- 
sions and improvement of social conditions; (6) 
the advantages of differential admissions; (7) the 
need for public support for 2-year colleges; (8) 
the need for an effective professional and voca- 
tional education mix in a liberal arts program; 
and (9) the need for a new type of teacher. (AF) 
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The question of who should go to college can- 
not be answered without the issue of disestablish- 
ment. Too many people and students are frus- 
trated and blocked because there is no other 
place to go but college, and the college or univer- 
sity itself is becoming a less inviting place as time 
goes on. True, some institutions have instituted a 
policy of open admissions, only to throw half of 
those admitted out at the end of the first year; 
and others have instituted Black Studies pro- 
grams, which are a direct imitation of the non- 
sense of the traditional curriculum. In the past, 
university admission was limited to relatively few, 
and the institution could maintain its mystique as 
the citadel of humanistic learning and concern. 
Now that the institutions of higher learning are 
admitting about half the high school graduates, it 
has become obvious that the university has al- 
ways functioned as an agent of the state and of 
special political interest groups within it and that 
its elitism has less to do with the higher reaches 
of thought and culture than it does with the bour- 
geois aspiration of ‘“‘making it.” If there were 
really open admissions, then every individual 
would have to be given access to public support 
for education and opportunity. It would also 
mean that the university could not ‘be the only 
avenue of entry, and that society should support 
also the education of those who didn’t get into 
college. In addition, the academy must turn back 
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its central function of making culture manage- 
tes inventing forms of discourse, study, and 
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Descriptors—*Community Colleges, *Federal 
Legislation, *Guidelines, ‘*Junior Colleges, 
Legislation, *State Legislation 
Section I of this report on community and ju- 
nior colleges contains the recommended general 
licy statement on the following issues: (1) the 
need for comprehensive community colleges; (2) 
the development of human potential; (3) career 
education; (4) the need for coordination; (5) the 
mutuality of interests of the public and private 
sectors; (6) faculty preparation and development, 
(7) federal assistance; and (8) the Carnegie Com- 
mission’s report entitled ““The Open Door Col- 
leges”. Sections II and III outline the principles 
for federal and state action respectively, relating 
to community-junior colleges. (AF) 
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This report focuses on the essential need for 
statewide higher educational activities, regardless 
of the agency or agencies involved in this effort, 
and discusses in the introduction some of the is- 
sues that make it particularly urgent at the 
present time. The first section of the report 
makes recommendations intended as guidelines 
for drafting federal legislation related to the sup- 
port of comprehensive statewide planning for 
postsecondary education. These include substan- 
tial and continuing matching fund commitments 
to each state engaged in a comprehensive 
planning effort, to be allocated to the state agen- 
cy legally responsible for this effort, which in turn 
would administer the funds and have the right to 
allot part of these funds to other appropriate 
agencies engaged in planning. Section II of the 
report is concerned with the responsibilities of 
the states in support of effective statewide 
planning and makes recommendations to be used 
by the states in carrying these out. These include: 
financial commitment, a planning agency, 
widespread participation in the planning effort, 
and realistic budgets for planning. Section Ill 
discusses the types of planning essential on a 
statewide level and calls attention to the dif- 
ference between the strategic and tactical phases 
of planning. Section IV deals with the need for 
effective coordination and governance. (AF) 
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Identifiers— *Tuskegee Institute 
This report describes a demonstration project 

at Tuskegee Institute of interdisciplinary research 

that focused on small town development. The 

goals were the involvement of faculty and stu- 

dents in the practice of r h, the stimulation 















of interdisciplinary thinking and planning, the in- 
volvement of faculty and students in the affairs of 
the surrounding community, and the enhance- 
ment of the status of college research activities 
through their utility for the community. This re- 
port describes: (1) the rationale for the opera- 
tional objectives; (2) the methods of interdiscipli- 
nary contact; (3) the coordination, management, 
and budget; (4) the projects, which included 
architecture and survey research, a neighborhood 
priority study, a use of services survey, real estate 
assessment, an economic development seminar, 
and a black political study; (5) the administrative 
coordination, including faculty participation, cur- 
riculum development, and community implemen- 
tation; and (6) the recommendations. Evaluations 
of the program, memorandums circulated con- 
cerning the program, and data sheets containing 
information about interests and concerns on the 
part of the community are included in the appen- 
dix. (AF) 


ED 050 701 24 HE 002 246 


MacNair, Ray H. Siembieda, William 
I Research Relating Community 
and College Activities. Final Report. 
Tuskegee Inst., Ala. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-9-D-005 
Pub Date Nov 70 
Grant—OEG-49-100005-0006-057 
Note—114p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—* Attitudes, Faculty, *Graduate Stu- 
dents, *Higher Education, Political Science, 
*Socialization, Student Attitudes, *Student 
Teacher Relationship 
This study of graduate student socialization in 
Departments of Political Science is based on data 
collected in 14 departments of broadly represen- 
tative Ph.D. iting institutions in the U.S. All 
students and faculty in all departments were sent 
a questionnaire asking about their attitude toward 
the profession, their program of study, their rela- 
tions with others in the department, and 
academic values. The mean values of student and 
faculty responses were correlated, and analyses 
were made of departmental, as well as individual 
differences. There appeared to be two “pure” 
types of departments. Type I departments had a 
high rate of interaction between students and 
faculty, accurate perceptions between the two 
groups, high morale on the part of the students, 
and relatively high disagreement between stu- 
dents and faculty on substantive and political 
matters. These departments also had higher stu- 
dent satisfaction with the relevance of their grad- 
uate training. Type II departments were the op- 
posite in each case. Type I departments provided 
an environment that supported differences 
between faculty and students, while the hierarchi- 
cal structure, lack of communication and low 
morale in the Type II departments led to con- 
formity on the part of the students. (Author/AF) 
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Because of the radical variance in residency 
requirements from state to state and sometimes 
from institution to institution, and because of 
several court cases involving this issue, the Edu- 
cation Commission of the States appointed a 
Committee to develop (1) a statement of princi- 
ples for consideration in drafting legislation in 
connection with student residency and (2) sample 
model legislation incorporating these principles. 
The basic principles include: (1) setting basic 
qualifications for attaining residency status that 
reflect the basic qualifications of legal age and 
length of domicile in the state required of voters 
in that state; (2) providing a procedure whereby 
students who do meet these qualifications can 
earn residency status even though they may be 
currently enrolled; and (3) authorizing governing 
boards or other concerned agencies to enter into 
reciprocal agreements with similar agencies in 
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other states for the exchange of students across 
state lines. The model legislation includes sec- 
tions on: legislative intent; definitions; presump- 
tions and rules for determination of status; regu- 
lations and appeal; waiver of tuition; quotas, stan- 
- etc.; reciprocal agreements; and repeals. 
(AF) 
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The empirical basis of this monograph is inten- 
sive case studies of faculty participation in the 
governance of one large multipurpose state col- 
lege and two large complex state university cam- 
puses. The chapters are concerned with faculty 
oligarchies (who rules and how), faculty-adminis- 
trative and faculty-trustee relationships, external 
constraints on faculty and institutional decision- 
making, decentralization of decisionmaking, and 
administrative leadership and style. The final 
chapter supports the principle of representative 
government, proposes means of strengthening the 
viability and accountability of academic senates, 
recommends that faculty members holding diver- 
gent views should be included in organs of faculty 
government, comes down on the side of shared 
responsibility and authority rather than separate 
faculty and administrative jurisdictions, and con- 
cludes that faculty unionism and collective bar- 
gaining may prove to be inimical to governance 
by joint participation and rational debate. How- 
ever, the normality of contention and even con- 
flict is assumed, and methods are proposed for in- 
stitutionalizing conflict. A general political model 
of decisionmaking is set forth. (Author) 
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This monograph presents the findings of a 

study of planning and change at 80 colleges and 

universities, private and public, located in four 
separate states--California, Florida, Illinois and 

New York. In Chapter I, different substantive 

crises now facing higher education are presented 

and discussed. The next chapter (II), analyzes 
planning styles as they relate to the crises in 
higher education. The majority of institutional 
planning speaks to problems of growth and effi- 
ciency of management, but little time is spent in 
planning on the more substantive problems in 
direction, structure, and programs. Chapter III 
concerns the mapping of conditions or correlates 
of different styles of planning. In essence, the 
chapter points up why some institutions, for ex- 
ample, small, homogeneous, liberal arts colleges, 
are better able to deal with educational matters 
in their planning. Chapter IV presents six brief in- 
stitutional vignettes of different styles of planning. 

The objective of Chapter V is to “reach beyond 

planning,” i.e., to determine what steps and con- 

ditions are needed for plans to become a reality. 

A fundamental problem in education is that far 

too often planning activities result in ‘‘a plan” but 

little implementation of plans. Finally, the last 
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chapter draws together the various impressions 
and insights gained via the study in order to sug- 

how institutions can better prepare them- 
selves for continuous self-renewal. (CU) 
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Program Development 
This consortium of liberal arts colleges was in- 

strumental in developing and coordinating their 

research capability through data processing. Forty 
research and academic development projects 
were undertaken. Of special importance: The 

Pass-Fail System, Study Habits in the Three-three 

calendar, Changing Trends in Attrition, The 

Weighing of High School Class Ranks, Develop- 

ment of a Long-Range Planning Model, Coor- 

dination of Graduation Check Accounting with 

Academic Development Records, Computer 

Orientation in Enrollment. Of twenty-five “seed 

grants” two have blossomed as funded research 

projects: Dr. Pillsbury's Development of a Com- 
puter Augmented Accounting Course received 
$29,000 from three sources. Dr. Ballard’s pro- 
gram for Directing and Advising Political Science 

Majors received a $10,000 USOE Small Projects 

Research Grants. Proposals for two other projects 

are pending with USOE. (AF) 
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Identifiers— *California 
As a result of a need for extended-opportunity 
programs and services and a legislative mandate 
in California Senate Bill 164, off-campus pro- 
grams were developed to extend educational pro- 
grams to all sections of the community and to ac- 
commodate students in off-campus locations. Rio 
Hondo College (California) developed guidelines 
in the following areas: nature of programs, 
criteria and procedures for course selections, 
minimum class size, site selections, staff recruit- 
ment and assignment, staff supportive facilities, 
registration procedures, and evaluation of off- 
campus programs. A total of 233 students in off- 
campus classes responded to questionnaires ad- 
ministered by instructors. Ten recommendations 
are made. (CA) 
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A survey of the opportunities for the study of 

the 2-year college in 82 U.S. colleges’ and univer- 
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sities’ schools of education included the following 
information: courses offered, present and pro- 
jected enrollment in courses, list of colleges and 
universities offering professional education cour- 
ses and programs relating to the 2-year college, 
and a list of individuals associated with these pro- 
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Identifiers— * Nebraska 
Administrators and counselors at one private 
and six public junior colleges in Nebraska an- 
swered questions and offered their opinions on 
and knowledge of drug use and abuse in their 
colleges. Topics covered by this study include: 
kinds of student involved; extent of the problem 
on Nebraska junior college campuses; factors that 
influence students to engage in drug use; personal 
opinions about the effects of drugs; and sug- 
gestions for solving the problem. (CA) 
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This topical paper, which summarizes a survey 

of the development and implementation of Black 

Studies in the 2-year college, follows two other 

topical papers: Number 12, The Position Papers 

of Black Student Activists (ED 042 453); and 

Number 16, The President’s Reaction to Black 

Student Activism (ED 046 390). The types of 

colleges that offer Black Studies courses and their 

geographical locations are indicated. In urban 
communities, more control over the institutions is 
passing to black administrators. The politics in- 
volved in this movement are discussed. Programs 
and courses aim to create self-respect for blacks 
by “building an identity rooted in American and 

African history and culture.” A few community 

colleges have formulated institutional aims for 

their programs. The curriculum is generally di- 

vided into the following areas: historical, literary, 

cultural, socioeconomic, integrated courses, and 
minority- and urban-oriented courses. In 
questioning the relevance vs. excellence of the 
programs, challenges and responses to them are 
made concerning the quality of courses, qualifica- 
tion of instructors, and performance of students. 
(CA) 
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This topical paper is fourth in a series prepared 
for reading specialists. Others in the series in- 
clude: Number 18, Directions for Research and 


Innovation in Junior College Reading Programs, 
Number 20, Skill Development in Junior College 
Reading Programs; Number 21, Community Col. 
lege Reading Center Facilities; and Number 24, 
Training Faculty for Junior College Reading Pro. 
grams. Reading instructors at four colleges: Penn 
Valley Community Junior College (Missouri); 
Odessa College (Texas); Lake Michigan C 
(Michigan); and Iowa Central Community Col. 
lege (Iowa) submitted general descriptions of 
reading materials and practices at their instity. 
tions. Each college represents a different ap. 
 streecige rym aways wb wa 
instruction. The ing programs of a junior col- 
lege reflect the needs of students, the philosophy 
of the college, the goals of instructors, and the 
resources at hand. (CA) 
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Out, 308 Westwood Plaza, Los Angeles 90024 
(Price available on request) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Junior Colleges, Preservice Educa- 
tion, Professional Education, *Reading Instruc- 
tion, *Reading Programs, *Teacher Education, 
*Teacher Experience 
This is the final topical paper in a series for 

reading specialists. Others in the series include: 

Number 18, Directions for Research and Innova- 

tion in Junior College Reading Programs; 

Number 20, Skill Development in Junior College 

Reading Programs; Number 21, Community Col- 

lege Reading Center Facilities; and Number 23, 

Exemplary Practices in Junior College Reading 

Instruction. A failure of junior college reading 

programs is reported, caused in part by in- 

uately trained and/or unenthusiastic 


adeq 
teachers. The background, experience, duties, 
and responsibilities of present faculty are 


reviewed. Su: ions are offered for the im- 
provement of junior college teacher preparation 
programs, notably in reading instruction. Recom- 
mendations are made to: (1) visit and study the 
community college reading programs in opera- 
tion; (2) formulate plans for realistic training pro- 
grams at the master’s and doctoral level; and (3) 
initiate these programs and continually re-evalu- 
ate their relevance. (CA) 
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Brightman, Richard W. 


Strategies for Change, Part IV: Comparing In- 
structional Effectiveness. 


Coast Community Coll. District, Costa Mesa, 
Calif. 
Pub Date Jun 71 
Note—36p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Course Evaluation, *Effective 
Teaching, *Evaluation, *Instruction, *Junior 
Colleges, Program Evaluation, Teaching 
Methods 
Identifiers—California 
This report is the last in a four-part series of 
Strategies for Change. It offers examples for com- 
paring the effectiveness of different instructional 
systems and of instructional evaluation in general. 
The first evaluation, on remedial English 
procedures, compares the effectiveness of instruc- 
tion in English 1A freshman composition in terms 
of attrition rates. In the next, two comparisons of 
computer-assisted learning serve as examples of 
evaluating different instructional systems in terms 
of meeting objectives as measured by an ex- 
amination. Finally, a number of informal evalua- 
tive efforts are reported that deal primarily with 
the solicitation of student opinion on the effec- 
tiveness of a learning situation. (Author/CA) 
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Campbell, Gordon 

Community Colleges in Canada. 

Pub Date 71 

Note—346p. 

Available from—McGraw-Hill Company of 
Canada Limited, 330 Progress Avenue, Scar- 
borough 707, Ontariv, Canada ($6.00) 
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Descriptors— *Directories, "Educational Develop- 


pod in Canada. Data are based on community 
college presidents’ responses to mailed A pes 
naires, unstructured interviews, and 
clippings pertaining to individual colleges. (CA) 
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Jansen, U. a. 
Music Curricula in the Junior Colleges. 
Pub Date [71] 
Note— 8p. 
EDRS Price MF-$0.65 HC-$3.29 
*Junior Colleges, *Music Activities, 
*Music Education, *Surveys 
An assessment is made of the scope of music 
education, including dance and opera, in junior 
colleges during the 1969-70 academic year. A 
questionnaire was mailed to the chairmen of 
music departments in a 0 2'year colleges. Of the 
154 who responded, 09 reported accredited 
transfer music programs po 29 reported offering 
music courses and experiences of a non-transfer 
. The schools surveyed supplied information 
on music education in the following areas: (1) 
number and variety of course offerings; (2) total 
enrollment in music courses; (3) education, ex- 
ience and status of music faculty; and (4) ex- 
tent of non-credit, community-service music 
events. (CA) 
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Robbins, William A.,Comp. Martorana, S. V., 
Comp. 


Proceedings of the Conference on Student 


State Univ. of New York, Albany. Two Year 
Coll. Student Development Center. 

Pub Date [70] 

Note—113p.; Proceedings of a conference spon- 
sored by the Two-Year College Student 
Development Center and the Office of the 
Vice-Chancellor for Two-Year Colleges, State 
University of New York, March 9-10, 1970 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors— Administrator Attitudes, *Collective 
Bargaining, *Disadvantaged Youth, *Educa- 
tional Finance, *Junior Colleges, Student 
Characteristics, *Student Personnel Services 

Identifiers—*New York 
This report of a March 1970 conference on 

student development in community colleges in- 


cludes the papers presented and the major points - 


of discussion that followed each presentation. 
Speakers focused on the present situation, but 
kept an eye to the future. Among the topics con- 
sidered were: some student characteristics and 
their yor tangy for student personnel; commu- 
nity colleges and the disadvantaged student; a 
president’s and trustee’s view; financing commu- 
nity college education; and collective bargaining 
and the college student. (CA) 


ED 050 716 JC 710 151 

Cohen, Irving 

Profile of BMCC’s First Open Admissions Entry 
Class, Fall 1970. 

City Univ. of New York, N.Y. Borough of Man- 
hattan Community Coll. 

Pub Date Apr 71 

Note—48p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Academic Performance, Admission 
(School), *Admission Criteria, *Educational 
cone en arg *Junior Col- 

leges, rollment, Racial Distribution, 

Socioeconomic Background, *Student Charac- 
teristics 

Identifiers—*New York 
The first Borough of Manhattan Community 

College open-admissions entry class of Fall 1970 

was compared with previous classes. The follow- 

ing characteristics were tamil a 


educational and administrative behavior. Evalua- 
tive research, which is planned to be continuous, 
was undertaken in three areas: educational chal- 
ones posed by the new student body; institu- 
(cat response; and measurement of learning. 
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Malik, Joseph A., Ed. Shay, Thomas M., Ed. 

eS a ee 
tion: Proceedings 197 


Colorado Univ., Boulder. Higher Education 
Center. 

Pub Date [71] 

Note—43p.; Proceedings of a conference spon- 
sored by the Mountain-Plains Community Col- 
lege Leadership Program, July 20-31, 1970, 
Boulder, Colorado 








Colleges, Management Systems, School Com- 

munity Relationship, Student Personnel Ser- 

vices 

The purpose of this workshop, composed of 22 
participants representing public and private in- 
stitutions in eight states and the District of 
Columbia, was to provide an over-view of many 
important areas of concern to the community col- 
lege administrator. They include the role of com- 
munity colleges in higher education, trends in ~ 
community college movement, expectations of 
the colleges by business and industry, establishing 
and developing new community colleges, student 
personnel services, federal programs, and 
management information services. (CA) 
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Coast Community Coll. District, Costa Mesa, 
Calif. 
Pub Date [71] 
Note—25p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Administrative Personnel, Ad- 
ministrator Evaluation, *Conference Reports, 
*Department Directors (School), *Junior Col- 
leges, *School Organization 
Thirty-three division chairmen from community 
colleges across the United States participated in 
an August 1970 conference whose purpose was 
to serve specific personal and interpersonal, 
group, and instructional systems objectives and to 
prepare specific guidelines for leadership in im- 
provement of curricula and instruction in com- 
munity colleges. The conference, sponsored by 
the League for Innovation, proved to be a suc- 
cessful pilot project. The topics of the conference 
were: (1) emerging role of the division chairman 
as an educational leader; (2) his relations with 
faculty, administration, and students; (3) innova- 
tion for improved instruction; (4) group ex- 
perience; (5) effect of administrative problems on 
teachers; and (6) development of insight and skill 
in divisional management. Evaluation of the con- 
ference was made by: (1) tabulation and narra- 
tion, which appear in the conference syllabus 
(not included in this report); and (2) a survey 
conducted after one academic year to see if the 
participants perceived changes in their own 
leadership ability as a result of attending the con- 
ference. (CA) 
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Wattenbarger, James L. Christofoli, Luther B. 
State Level Coordination of Community C 
Academic Affairs. 
Florida Univ., Gainesville. Inst. of Higher Educa- 
tion. 
Pub Date May 71 
Note—29p.; A publication of the Southeastern 
Community College Leadership Program with 
the help of a grant from the W. K. Kellogg 
Foundation 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Coordination, *Educational Coor- 
dination, *Junior Colleges, *State School Dis- 
trict Relationship, *Statewide Planning 
This report focuses on the increasing number 
of problems clustered around state coordination 
of academic programs in community colleges. 
State directors and their staffs are becoming con- 
cerned with preventing duplication ber ineffec- 
tiveness and with positive long-ran ing. 
Data are based on questionnaires to state 
agencies responsible for community colleges in 
the 50 states. Those 44 states who responded re- 
port a variety of approaches to the coordination 
of community college affairs. They range from 
formalized and multiple approaches to ad-hoc 
committees and informal arrangements. No con- 
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Maier, Robert O 

Some Variations in Probabilities of Success, 
Failure and 

Pub Date 71 

Note—26p.; Seminar paper 

EDRS Price MF-$0.65 HC-$3.29 

Descrip Academic Achievement, Academic 


Failure, Autoinstructional Aids, *Dropout 
Prevention, *Dropout Research, *Dropouts, 
*Junior 
Identifiers— i 
The ultimate purpose of studying the problem 
of students dropping courses is to develop a 
method of minimizing their number and maximiz- 
ing the number of those in courses. 
The purpose of this preliminary study is to 
analyze presently available data in terms of suc- 
cess, failure, and dropping of courses. Data were 
obtained from the grade records in all math cour- 
ses taught at El Camino (California) 
from the fall 1963 semester through the fall 1970 
esults i i 


selor, and teacher. It is the author’s intention to 
attack this problem through the use of self-in- 
structional material. He recommends that all 
community college instructors examine the suc- 
cess, failure, and dropout rates in their classes 
and make an effort to increase successes and 
decrease dropouts. (CA) 
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Lahti, Robert E. 

Harper Organizational and 
The of a Management by Ob- 
Jjectives System in an Educational En 

William Rainey Harper Junior Coll., Palatine, Fla. 

Pub Date Apr 70 

Note—26p. 


EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Administration, *Educational Ad- 
ministration, *Junior Colleges, *Management, 
*Management Systems, Organization, *Person- 
nel Management 
Identifiers—Illinois 
The principal emphasis in Management by Ob- 
jectives (MBO) in education and other industries 
is on management planning and problem solving. 
Organization development attempts to integrate 
individual needs for growth and development 
with organizational and objectives in order 
to make a more effective organization. MBO is 
used to help eliminate or minimize barriers which 
prevent release of human potential within an or- 
ganization. Advantages of MBO for personnel 
and the organization are noted in this report. 
Suggestions are made for MBO implementation. 
MBO is discussed as it applies to some aspects of 
William Rainey Harper College’s (Illinois) or- 
ganization. (CA) 
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Maxwell, LL.M. And Others 

University-Two Year College Cooperation 
Through Direct Communication Linkages. 

Colorado State Univ., Ft. Collins. 

Pub Date [70] 

Note—16p.; Paper presented at the National 
Science Foundation, Division of Undergraduate 
Education in Science, Combined UES Project 
Directors Meeting, February 12, 1970, 


Descriptors—*Autoinstructional Programs, *Au- 
tomation, College Credits, Computer Science, 
*Engineering, Experimental Programs, *Junior 
Colleges, Mathematics, ‘*Transfer Policy, 
Transfer Programs, Vocational Education 

Identifiers—*Colorado 
Colorado State University launched an experi- 

mental program, CO-TIE (Cooperation via 

Televised Instruction in Education), with one 

other 4-year college and five 2-year colleges in 

the state. The to ease the 


4-year college. It was hoped to alleviate the lack 
of realistic agreements on common core curricula 
and transfer credit arrangements between 2- ard 
4-year colleges. Ihe program employs modern 
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automated educational techniques such as 
, electronic blackboard-by-wire, and 

other low-data-rate transmission devices for cour- 

ses in mathematics, computer science, and voca- 

tional education. The mechanics of the instruc- 

tional process is discussed. (Author/CA) 
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Heinze, Michael C. Daniels, Jack L. 

The Transfer of Students Into Community Col- 


leges. 

Pub Date [70] 

Note—1 Ip. 

EDRS Price MF-$9.65 HC-$3.29 

Descriptors—Colleges, *Higher Education, *Ju- 
nior Colleges, *Students, *Transfer Policy, 
Transfer Programs, Transfers, *Transfer Stu- 
dents 
The idea of the community college as a second 

chance or “salvage” institution is discussed in this 

. The study explores: (1) how many reverse 

transf<; students (those who transfer from a 4- 
year is ss year institution) are enrolled in com- 
munity esiieges in the United States; (2) 
problems uiese students may encounter in transi- 
tion; and (3) the implications the findings may 
hav: for community colleges. The survey showed 
that 9.44 per cent of the student populations at 
46 community colleges affiliated with the Amer- 
ican Association of Junior Colleges are reverse 
transfer students. It is recommended that student 
personnel and instructional staffs examine their 
methods for assisting these students and that col- 
leges increase their institutional research in this 
area. (CA) 
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Brawer, Florence B. 

Values and the Generation Gap: Junior College 
Freshmen and Faculty. 

American Association of Junior Colleges, 
Washington, D.C.; California Univ., Los An- 
geles. ERIC Clearinghouse for Junior Coll. In- 
formation. 

Report No—Monograph-1!1 

Pub Date Jun 71 

Note—77p. 

Available from—American Association of Junior 
Colleges, One Dupont Circle, N.W., Washing- 
ton, D.C. 20036 ($2.00) 

EDRS Price MF-$0.65 HC-$3.29 © 

Descriptors—Attitudes, Beliefs, | Democratic 
Values, Ethical Values, *Generation Gap, *Ju- 
nior Colleges, Middle Class Values, Moral 
Values, Social Values, *Student Attitudes, 
*Teacher Attitudes, * Values 

Identifiers— *California, Rokeach’s Values Scales 
This comparison of values held by junior col- 

lege freshmen and faculty is part of a larger study 

being conducted by the ERIC Clearinghouse for 

Junior Colleges to develop guidelines for institu- 

tional assessment and/or program development. 

Part I of this monograph discusses the generation 

gap as it applies particularly to values and goals 

of American college students. Included are: 
definitions of belief systems; approaches used to 
assess them, notably the Rokeach Terminal and 

Instrumental Value Scales; and pertinent research 

and rationale for incorporating a study of values 

into an analysis of the community college. Part Il 

describes the basic rationale and results of this in- 

vestigation. The student and faculty populations 
surveyed come from three Los Angeles area ju- 
nior colleges, each respectively embodying the 
characteristics of an urban, suburban, and rural 
school. Most notably, it was found that: (1) the 
actual role of student or teacher seems to affect a 
value system more than the other variables of 
sex, designated major, and age; and (2) values do 
indicate one potentially fruitful way of examining 
people. It is hoped that by examining value dif- 
ferences, ways may be found to better understand 
people who function in our systems of education. 
(Author/CA) 
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Park, Young 

Junior College Faculty: Their Values and Percep- 
tions. 


American Association of Junior Colleges, 
Washington, D.C.; California Univ., Los An- 
geles. ERIC Clearinghouse for Junior Coll. In- 
formation. 

Report No—Monograph-12 

Pub Date Jun 71 

Note—75p. 
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Available from—American Association of Junior 
Colleges, One t Circle, N.W., Washing- 
ton, D.C. 20036 ($2.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Beliefs, Ethical Values, Institutional 
Environment, *Institutional Role, *Junior Col- 
leges, rego Values, *Personality Assessment, 

, Social Values, *Teacher At- 


described in terms of the perceptions held it its 
instructors. The specific purposes of this study 
are to: (1) identify the values held by 238 staff 
members at these three colleges; (2) identify in- 
stitutional contrasts in value ranking patterns; (3) 
determine staff members views of the junior col- 
lege environment and their roles in it; and (4) 
determine the relationship between their values 
-_ their egg rag of junior college purposes 

and functions. This study is considered only a 
pilot study, but it revealed that institutional per- 
sonalities of junior colleges are created by the 
value orientations of their staff and that the per- 
ceptions and values of staff can determine 
whether an institution succeeds or fails in achiev- 
ing its objectives. (CA) 
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System. 
Miami-Dade Junior Coll., Fl 
Pub Date [71] 
Note—33p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Educational Finance, Instructional 
Programs, *Junior Colleges, *Program Budget- 
Planning, Resource Allocations, 


The academic accounting system developed at 
Miami-Dade Junior College (Florida) is intended 
to aid in the instructional planning process. The 
objectives of the system are to: (1) compare vari- 
ous organizational arrangements for instruction; 
(2) provide a basis for the development of a cost 
effectiveness analysis system for instruction; (3) 
provide a system for planning various instruc- 
tional arrangements; and (4) provide faculty with 
tools for planning instructional programs within 
known financial parameters. A semester-hour was 
decided on as a common measure for com- 
parison. Accounting must include the following 
faculty activities: presentation, supervision, 
planning and development, administration and 
management. Additional considerations must be 
made for: teaching assistants, conversion to dol- 
lars, and additional services. A workbook format 
is presented with examples of academic account- 
ing planning forms and a course instructional 
plan. (CA) 
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Preus, Paul K. 


An Analysis of Educational Status, Needs, and 


Auburn Univ., Ala. 

Pub Date Jun 71 

Note—27p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Administrator Background, Ad- 
ministrator Characteristics, Graduate Study, In- 
service Education, Inservice Teacher Educa- 
tion, *Junior Colleges, *Professional Educa- 
tion, *Teacher Background, Teacher Charac- 
teristics, *Teacher Education 

Identifiers—* Alabama 
This report of a survey of 1100 full- and part- 

time Alabama junior college faculty and adminis- 

trators can be used as a model to measure junior 

— professional personnel’s educational 

ackgrounds, and to assess their needs and 

dole for furthering their professional and/or 

graduate education. A complete survey question- 

naire is included. (CA) 
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Virginia Highlands Community Coll., Abingdon. 
Pub Date [71] 

Note—33p. 

EDRS Price MF-$0.65 HC-$3.29 


Descriptors—*Adult Basic Education, Adult Edy. 
cation, Adult Vocational 4 muni- 
ty Services, Counseling Programs, *Job Train. 
ing, *Junior Coleg Learning Laboratories, 

*Retraining, *School Community Relationship, 
Vocational Education 

Identifiers—* Virgi 
This report a fine example of a commy- 

nity college responding to a community need, 

Virginia Highlands Community College (Virginia) 

proposes establishment of a job-preparedness 

center at Saltville, Virginia (a small sie sane 
town), to provide training that will 

mately 600 workers for new jobs in 

the existing chemical plant closes. The con posh is 

expected to provide training in basic communica. 

tion skills, reading and mathematics, and detailed 
training for specific jobs. Activities will be coor- 
dinated with other local, state, and federal agen- 
cies to avoid duplication and assure maximum 
benefits. The following aspects of the center are 
discussed: proposed schedule for the project, 
proposed budget and personnel supplement, 
evaluation criteria, counseling, job training, and 
pon Bol education. The center will be in 

by September 1971, and completed by 
panos 1973. (CA) 
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Callis, Robert 
Final Technical Report on the Institute for Ad. 
vanced Study in Student Personnel Work. 
Missouri Univ., Columbia.; Office of Education 
(DHEW), Washington, D.C. 
Pub Date 71 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 
(Training Programs), 
ges, ‘Leadership Training, 
*Professional Personnel, Student Personnel 
Services, Student Personnel Work, *Student 
Personnel Workers, Supervisory Training 
Identifiers— Missouri 
This document reports the planning, implemen- 
tation, and evaluation of a 9-month institute held 
at the University of Missouri-Columbia to prepare 
participants (approximately 20) for leadership 
positions in student personnel work at junior col- 
leges and technical institutes. The following 
aspects of the instructional program are discussed 
and evaluated: (1) experiences built around a 
section of 10 students and a professor; (2) didac- 
tic courses taught within the institute or outside 
the institute in the regular university offering; and 
(3) institute seminars. Specific areas in which 
each participant was expected to develop 
reasonable competence were: human behavior, 
environmental influences, educational and 
psychological measurement, counseling theories 
and methods, statistics and research methods, 
higher education, and student personnel work. 
The institute was rated as successful by student 
participants, teaching faculty, and a team of 
evaluators. Various organizational aspects of the 
program are presented. (CA) 
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Cline, Terry A. 

A Comparison of the Readability of Community 
College Textbooks with the Reading Ability of 
the Students Who Use Them. 

Pub Date 71 

Note—22p.; Paper prepared in conjunction with 
the EPDA Institute for Advanced Study in Stu- 
dent Personnel Work, University of Missouri- 
Columbia, Sept. 8, 1970 through May 31, 1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Junior Colleges, *Readability, 
Reading, *Reading Ability, Reading Level, 
Reading Materials, *Student Ability, *Text- 
books, Textbook Selection 

Identifiers— Dale-Chall Readability Formula, Mis- 
souri, Nelson-Denny Reading Test, Revised 
Edition 
This study, conducted at a community college 

in mid-Missouri, compared the reading ability of 

students with the readability of the textbooks 

(aside from technical books) used in their classes. 

There were a total of 17 textbook/class com- 

parisons. The reading level of students was deter- 

mined by the Nelson-Denny Reading Test, 
revised edition, and readability of texts was deter- 
mined by the Dale-Chall Readability formula. It 
was found that 52 per cent of students studied 
had reading abilities below the grade-level place- 
ment of the textbooks used in their classes. The 
mean reading ability grade level for freshmen was 
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12.6 while the mean readability grade level of 
texts was 13. It is recommended that: (1) com- 
munity college faculties review their means of 
textbook selection, utilizing a readability formula 
andjor analysis; (2) where a range of reading 
ity exists, two or three texts at different 
levels should be used; (3) other class- 
room aids should be used to augment and clarify 
text materials; and (4) reading and study skills 
programs should be instituted. (CA) 
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Louisiana State Univ., Baton Rouge. Library. 


Pub Date 68 

Note—6Ip. 
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Descript Catalogi *Classification, Con- 





ference Reports, Curriculum, Librarians, Libra- 
ry Acquisition, *Library Collections, *Library 
Education, *Library Material Selection, Library 
Reference Services, Library Schools, *Libravy 
Services 
Kdentifiers—Dewey Decimal Classification, Libra- 
ry of Congress 
The first lecture on some experiences in library 
surveys and classification concludes that reclas- 
sification or acceptance of the Library of Con- 
gress system provides an opportunity for librari- 
ans to reevaluate their organizational patterns of 
work, to make clear decisions about policies of 
work and to remove deadwood from the collec- 
tions. The national program for acquisitions and 
cataloging described in the second lecture 
presents the potentials of developing a central 
source of bibliographic information on all materi- 
als of value to scholarship published throughout 
the world. The lecture on myths and realities in 
library education: the blue stamp syndrome and 
the library schools proposes changes in present 
curricula to prepare the librarians for the realities 
of present library positions. The improvement of 
book collections for academic libraries outlines 
methods and responsibilities for imporvement and 
stresses the importance of library collections as 
the base from which an informed individualized 
service can proceed. (A related document is LI 
002 818.) (AB) 
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Samore, Theodore 
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National Center for Educational Statistics (D- 
HEW/OE), Washington, D.C. 
Report No—OE-1503 1-64 


Pub Date 68 

Note—54p. 

EDRS Price MF-$0.65 HC-$3.29 
Descriptors—College Libraries, _Interlibrary 


Loans, Librarians, *Library Collections, Libra- 

ty Expenditures, Library Facilities, *Manage- 

ment, Microforms, *Salaries, *School Libraries, 

*Statistical Data, University Libraries 
Identifiers—*Library Statistics 

The series of analytic reports on management 
and salary data of the academic libraries, parallel- 
ing the series titled “Library Statistics of Colleges 
and Universities, Institutional Data,” is continued 
by this publication. The statistical tables of this 
report are of value to administrators, librarians, 
and others because: (1) they help round out the 
picture of National library resources, (2) they 
provide a factual basis for comparing library 
fesources and services with ALA - recommended 
standards, (3) they are useful in the formulation 
of budgets and self-studies, (4) they provide basic 
data for further research in the development of 
academic libraries and (5) they provide 
guidelines for accrediting associations and 
academic library consultants. The following items 
are covered for the first time in this report: (1) 
volumes withdrawn, (2) physical units of various 
types of microforms, (3) number of interlibrary 
loan transactions and (4) library operating expen- 
diture per full-time equivalent (FTE) faculty 
members. (Author/NH) 
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Harvey, James A. 

Librarians, Censorship and Intellectual Freedom; 
An Annual Annotated, Bibliog- 
raphy, 1968-1969. 


Note—47p. 

Available from—American Library Association, 
Office of Intellectual Freedom, 50 E. Huron 
St., Chicago, Ill. 60611 ($1.25) 

Not Available from EDRS. 

Descriptors—*Academic Freedom, Bibliogra- 
phies, *Censorship, *Civil Liberties, Informa- 
tion Needs, Librarians, Library Collections, 
*Library Material Selection, Library Programs, 
Library Services, *Library Standards 

Identifiers—* Intellectual Freedom, Library Bill of 
Rights, Library Role 
The main subject headings into which this 

bibliography is divided are: (1) Principles of In- 
tellectual Freedom, (2) Practice of Intellectual 
Freedom; (3) Defense and Support of the Library 
Bill of Rights; (4) Censorship, the Law and Ob- 
scenity; (5) Activities Related to Intellectual 
Freedom and (6) Intellectual Freedom and Cen- 
sorship in Related Fields. A list of other 
bibliographies and one of periodicals on this sub- 
ject are also included. The bibliography contains 
approximately 226 citations of articles which 
were published during 1968-69. (JN) 
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The history, goals, organization and achieve- 
ments of the Federal Library Committee (FLC) 
are examined in this graduate paper. A brief ini- 
tial section relates the history of the Committee 
from the first recognition of its necessity through 
its planning, official creation and establishment of 
responsibilities, organization and funding. The 
body of the report seeks to describe the scope 
and achievements of the Committee by examining 
the projects of each of the ten individual task 
forces which compose its working structure: 
Acquisition of Library Materials, and Correlation 
of Federal Library Resources; Automation and 
Other Cooperative Services; Procurement of 
Library Materials; Public Relations; Role of 
Libraries in Information Systems; Recruiting of 
Personnel in Federal Libraries; Education; Physi- 
cal Facilities; Inter-Library Loans; and Federal 
Libraries and Standards for Federal Library Ser- 
vice. The achievements of work groups outside 
the task force structure are also briefly sum- 
marized. The report concludes with a summary of 
major areas of concern of the FLC as a whole 
during the year 1970 and a prediction of possible 
directions of development in the future. (JN) 
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In addition to serving the intellectual, the arty, 

the scholar, the housewife, and children, the 

library must take positive steps to update its 
public relations (PR) posture if it is to reach the 
great mass of the population who currently feel 
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the library is not for them. The many and varied 
approaches possible in a good PR program in- 
clude: (1) a series of ads featuring library person- 
nel; (2) testimonials by the power group, blue- 
collar workers, clergy, civic officials, 

and businessmen; (3) a library-spon- 
sored panel quiz and (4) speeches by the librari- 
an to community groups on current community 
problems such as environmental pollution. (MF) 
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mation 
Results of a recent study of potential demand 
for electronic information transfer services in 
1970-1990 are presented. Projections are made 
for new services such as electronic mail, remote 
library browsing, checkless society transactions, 
video telephone and others, as well as conven- 
tional services such as telephone, telegraph and 
network pi transmission. The principal 
method used was one of determining a valid pro- 
jection parameter specific to each service, using 
past trends including analogous logistic growth 
curves to project demand for the services, then 
combining the requirements into common catego- 
ries such as voice, video, record and data, and 
written material. Major conclusions of the study 
indicate that, while voice will continue to 
dominate in terms of input to a total (both local 
and long distance) “U.S. information system,” 
other potential services will also generate large 
amounts of information transfer. (Author) 
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*Library 


Identifiers— Bibliographic 

Science Literature 

The first section of this report contains a short 
summary of the papers and proceedings of this 
Conference which was initiated and directed by 
the University Library and sponsored by the 
Library Education Division of the American 
Library Association. Ten working papers were 
distributed prior to the Conference and served as 
a background to the discussions held by the 
authors and the other major participants during 
the first two sessions. The final day was devoted 
to the preparation and discussion of recommen- 
dations for improving library and indexing ser- 
vices for the field of library and information 
science. The second section provides recom- 
mended courses of action for the improvement of 
existing indexing and library services, new ven- 
tures, research and development, and leadership. 
(see also LI 002 797 through 002 807). (AB) 
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Science 
Identifiers—Bibliographic Control, *Library 

Science Literature 

The discussions during the two-day sessions on 
the ten working papers which had been previ- 
ously submitted to the attendees are reported. 
The formal high point of the Conference came 
during the small group work sessions which were 
not recorded. Each group reported the results of 
its discussions, in the form of recommendations, 
to the final full session of the Conference. The 
reports of the six work groups and the discussion 
at the final session were the basis for the final 
Summary of Recommendations issued by the 
Conference Editorial Committee. (In addition to 
these “Proceedings” see also: Summary of 
Recommendations, Short Summary of rs and 
Proceedings, and the working papers, which are 
available as LI 002 796, 002 798 - 002 807.) A 
list of participants is included in this report. (AB) 
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Literature, Secondary Services, Union of Soviet 
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The first section establishes a working defini- 
tion of library science and outlines the existing 
publications patterns of library science informa- 
tion. The existing system of bibliographic or- 
ganization is examined in detail and services pro- 
vided in the U.S.S.R. are described as an example 
of a systematic attempt at world coverage. In late 
1967, efforts were so diverse that no one service 
(or group of related services) provided reliable 
coverage of current information. The existing 
literature on the attitudes of the user of library 
science information is reviewed, together with 
literature on more general aspects concerning the 
publications covering the field. The second sec- 
tion which deals with steps toward a model 
scheme is mainly concerned with the needs of the 
English language bloc. The establishment of an 
International Study Group is suggested to study 
library science information problems with the 
three main tasks of: 1) a survey of information 
needs, producing a user profile; 2) a survey of in- 
formation patterns, producing an information 
profile and 3) a comparison of the two profiles 
leading to the construction of a master scheme of 
information services to cover both primary and 
secondary services. (see also LI 002 796 - 797 
and 002 799 - 002 807). (Author/AB) 
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The interdisciplinary nature of the literature of 

American library history indicates that much of 

the best literature in the field is published in jour- 

nals which do not fit within the familiar confines 

of “Library Literature.” To illustrate the difficul- 

ties, a bibliography of 170 items relating to 


Pennsy brary history was checked against 
“Library Literature,” “‘Writings on American His- 
tory,” and “America: History and Life.” Only 93 
of the 170 entries were located in these sources. 


review of the literature of American library histo- 
ry, and the preparation of a comprehensive 
bibliography of American library history, as 
remedies for this lack of coverage. The author 
concludes that the absence of these essential 
tools has hindered collection building in the field 
and has led to considerable duplication of 
research. (Related papers appear as LI 002 796 - 
LI 002 798 and LI 002 800 - LI 002 808.) 
(Author/AB) 
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*Communication (Thought 
Transfer), Computers, Conferences, Govern- 
ment Publications, Information Needs, *Infor- 
mation Science, *Library Science, *Permuted 
Indexes, Scholarly Journals, Vocabulary 
Development 
Identifiers—Keyword Out of Context, *Library 
Science Literature, Machine Readable Data 
To meet the need for quick access to the litera- 
ture, and to obtain more effective communication 
among librarians, information scientists, mass 
communication specialists, operations analysts, 
and behavioral scientists, the authors propose a 
KWOC (Key-Word Out-of-Context) Index using 
existing machine-readable bibliographical data, 
such as supplied by the Institute of Scientific In- 
formation and Pandex, supplemented by in-house 
conversion of core journals and U.S. Government 
Research Reports. Some 340,000 items (an- 
nually) would be matched against a set of 
authors’ names, journal titles, and index terms or 
groups of terms, the latter weighted to eliminate 
false drops. Preliminary computer output would 
be manually screened, then matched against an 
open vocabulary to provide the output in the 
form of a monthly printed bulletin arranged by 
subject, with an author index. (Related docu- 
ments are LI 002 796 - 002 799, and LI 002 801 
- 002 807). (Author) 
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Science Literature 

Problems in indexing library and information 
science literature occur because of the speed of 
introduction of new terms, the nature of class 
headings, and the uncertain terminology of the 
field. Vocabulary control requires control over 
the concepts selected (the depth of rp ape om 
form of expression of concepts and the 
apparatus of the index. The context in which 
vocabulary terms appear, subject and —. sub- 
ject and class entry, other types of entries 
(author, title, series, etc.), depth of a ye 
citation and keyword indexing, centralized and 
decentralized indexing, subj 
subject heading and classi 
In magne research igno’ ; pede: 

experience including that of library 

pate head g work, which is the most carefully 
codified and tested, Leieoea at Se.tiee te & ele: 
tively shallow form of indexing. Ten = 
guidelines for planning indexing services for the 


literature are formulated, and aid to “Library 
Literature” for 
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librarianship draws and (c) 
which librarians work; (3) that setting the boun- 
daries of library literature is problematic no 
matter how it is defined; (4) that “mastery of the 
. : of 


an unobtainable objectiv 

sional education in a field which is changing 20 
fast and (5) that library-centered assignments in 
library schools offer a conceptual framework, a 
theoretical foundation for a continuing process of 
learning. (see also LI 002 796 through LI 002 
801 pF LI 002 803 through LI 2 807). 
(Author/NH) 
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Literature 
The purpose of this paper is to recommend 
guidelines for the development of a special col- 
lection of materials to support a fifth year 
master’s program in Librarianship. Reasons for 
the desirability of establishing a separate library 
school library are stated and some of the factors 
to consider in the initial and continuing develop- 
ment of the library school collection are sug- 
gested. It is assumed that: (1) the separate library 
school collection is readily accessible to the libra- 
ry school, (2) the library school is housed either 
in the main library or in a building near the main 
library and (3) a full-time professional librarian is 
in charge of the library school library. The major 
responsibilities of the library school librarian are 
searching the literature for suitable materials, or- 
dering these materials, working with the faculty, 
students, and establishing procedures 
designed to make new materials available as soon 
as possible to students and faculty. (see also LI 
002 796 through LI 002 802 an LI 002 804 
through LI 002 807). (Author/NH) 
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beaters sevecinndhip. *Library Science 

After sceiahinn the growth and general charac- 
teristics of library literature, the author examines 
what librarians think about the literature of 
librarianship. Early writers were more concerned 
with increasing the number of available sources 
than with objectively examining the literature. 
More recently a few historical or descriptive stu- 
dies have been ole Those who have spoken 
out on the state of professional library literature 
in general, and of the periodical press in particu- 
lar, have focused on six main points of criticism: 
(1) poor literary style and execution, (2) super- 
fluity and repetition, (3) belaboring of the obvi- 
ous, (4) paucity of significantly new ideas, (5) 
absence of a scholarly approach and (6) lack of 


ation needs of its membership and the channels 
which these needs are fulfilled. The citation 
method is used to get a generalized pic- 
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Retrieval, *Information Science, Information 

Storage, ‘Library Acquisition, *Library 

Science, *Problems 
Kdentifiers—*Library Science Literature, Mono- 

graphs 

Some reflections and ideas on the problems 
facing those who need to build library science 
collections are presented. The awareness and 
acquisition of current monographic literature per- 
tinent to library science are included but the 
problems of acquisition of periodical or 
retrospective monographic literature are not con- 
sidered. The meaning of library science literature 
is restricted by avoiding discussion of materials 
peripheral to the philosophy and techniques of 
library science. Three major difficulties in noting 
the existence of new literature in library science 
are: (1) there is no central source of awareness; 
(2) very few reviews appear and (3) many items 
of importance do not qualify for listing in Cumu- 
lative Book Index (CBI), etc. because they con- 
tain less than 49 pages or because publication is 
informal. Four major problems in collecting libra- 
ty literature are: (1) few of the items are availa- 
ble through trade channels, (2) there is often 
great difficulty in securing a response from the 
agency addressed, (3) there is difficulty in han- 
dling the payment of small sums of money and 
(4) many items noted and even reviewed are not 
given adequate citations. (see also LI 002 796 
through LI 002 804 and LI 002 806 through LI 
002 807). (NH) 
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Two overall levels of bibliographical control 

are desirable: one should be as complete as possi- 

ble; the other should be a selection of prime 

items whose titles are organized for ease and ef- 

fectiveness of consultation and decision making 








about the texts which are worth looking up; and 
this selection should be the aim of a complemen- 
tary computer service. Recommendations of this 
study are: “Library Literature” should be con- 
tinued and developed as the inclusive biblio- 
graphical control for the library and information 
field. Its style should change; entries should be 
more akin to those in the ‘Readers’ Guide,” very 
desirably in conjunction with research into the 
most effective style and type of entry for rapid 
scanning in long lists. Under any heading, entries 
should be arranged in inverse chronological 
order. Attention should be paid to semantics so 
headings will be used reasonably precisely, and to 
aid in this development semantic studies should 
be undertaken. In making “Library Literature” 
truly comprehensive, consideration should also be 
given to coverage for the earlier volumes of titles 
recently incorporated or still to be included. A 
complementary service should be planned. Un- 
doubtedly this should be a computer record 
developed and maintained along cooperative 
lines. (see also LI 002 796 through LI 002 805 
and LI 002 807). (Author/NH) 
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Three major sets of factors are involved in the 
evaluation of classification systems: evaluation of 
the system according to purpose, according to 
design, and according to functional operation. 
Part A of this paper is concerned with the basic 
detail needs for evaluation of purpose. Eight dif- 
ferent kinds of classification systems for the sub- 
ject, library science, are differentiated. The out- 
line according to purpose shows diversity and, at 
the same time, it indicates the uniformity and 
perhaps the ubiquity of classification systems. 
Part B outlines the basic detail needs for evalua- 
tion of design of classification schemes. The 
evaluation of design must relate to the purpose of 
the classification dealt with, not to that of some 
other classification. Part C outlines the basic 
detail needed for evaluation of functional opera- 
tions. Samples of the eight types of classification 
schemes analyzed for purpose in Part A are 
shown to exemplify how many ways one — 
namely, classification, can classified. (see also 
LI 002 796 through LI 002 806). (Author/NH) 
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Background information about libraries in 
Washington State, and a series of recommenda- 
tions for consideration by the legislature and the 
libraries of the State are outlined in this report. 
The Appendices include: (1) Brief Historical 
Review and Statement of Objectives, (2) Public 
Libraries of Washington by Size of Population 
Served in 1969, (3) Application of the Library 
Resources Formula 1968-69, (4) State-Grants-in- 
Aid: Summary and (5) Proposed Telecommunica- 
tions Resolution. (MF) 
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Selecting Materials for a Library, (3) Organiza- 
tion of Library Materials, 
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Systems, *M: ; it Systems, Systems Ap- 
ma Development 


proach, Systems 
i Planners — 


The Manageme 

documents of interest to persons concerned with 
the management of public resources. Operation 
PEP (Prepare Educational Planners), which 
called for a three-day session of instruction on 
Executive (Management Information Systems) 
was documented in detail as part of this series. 
This portion attempts to describe the information 
system of a school district in the same way as it is 
currently viewed by the educational administra- 
tors themselves. It points out that how a system is 
seen or defined can have an effect on the 
development of a strategy for improvement of the 
system and offer an example of a structured re- 
porting system, that of a responsibility accounting 
system. (AB) 
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In view of the vital role which scientific and 
technical information has come to play in the 
development of nations, the Director-General of 
the United Nations Educational, Scientific and 
Cultural Organization (Unesco) was authorized to 
undertake and to complete jointly with the Inter- 
national Council of Scientific Unions (ICSU) a 
feasibility study on the establishment of a world 
science information system (UNISIST). A 
Unesco/ICSU Central Committee was created in 
January 1967 to carry out the feasibility study. 
The conclusions of this study and a description of 
the proposed World Science Information — 
are contained in the Study Report, of which th 
is a synopsis. A description of UNISIST, its 
background, trends toward cooperations, recom- 
mendations, and implementation plans, Program 
priorities and benefits and values are summarized. 
Appendices include a listing of the members and 
the working groups. (Author/AB) 
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rival algorithm which will enable the user to an- 
ticipate the arrival of those periodicals having 
i issue 


time then becomes the 

fidence interval. The algorithm is felt to be capa- 
ble of generalization to all types of libraries and 
to operate independently of the geographical lo- 
cation of the library. (Author) 


ED 050 754 LI 002 814 


‘echniques. 
Naval Ship anne and Development Center, 
Washington, D.C. 
Report No—R-3548 
Pub Date Dec 70 
Note—63p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Display Systems, Information Dis- 
semination, *Information Networks, *Informa- 
tion Retrieval, *Information Systems, Informa- 
tion Utilization, *Man Machine Systems, *On 
Line Systems 
This report presents a review and evaluation of 
three remote access on-line information retrieval 
systems and some ideas on what the 
of an ideal on-line information retrieval system 
should be. The three systems reviewed are the 
DDC Remote On-Line Retrieval System, the Na- 
tional Aeronautics and Space Administration 
RECON System, and the Technical Information 
Program (TIP) of the Massachusetts Institute of 
Technology. The DDC system is examined in 
detail for two reasons. It is the newest of the 
three systems and reflects many of the latest ad- 
vances in the utilization of on-line capabilities for 
information retrieval. It is currently in use at the 
Naval Ship R&D Center (NSRDC), and the 
author has had direct personal experience in its 
use and development. Each of the three systems 
is reviewed on the basis of its operation during 
the last quarter of 1969: This paper does not 
reflect changes in the systems which have oc- 
curred since then. The final section is devoted to 
suggestions for exploiting the potential of on-line 
remote access information retrieval and display 
systems. (Author/MM) 
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Identifiers— * Medical Information Systems 
The purposes of this conference are: to define 
the current state of technology; to identify the 
problems, needs and emerging technology; and to 
consider alternative computer applications to 
multiple-facility medical information systems for 
the delivery of medical care and for health ser- 
vices research. The papers presented include: (1) 
General Requirements for a Medical Information 
System (MIS); (2) Evaluation Techniques for 
Medical Information Systems; (3) Evaluation of a 
Medical Data System; (4) Quality of Data in the 
Medical Record; (5) Terminology and Content of 
the Medical Record; (6) Large vs Small, Single vs 
Multiple Computers; (7) A Statewide Medical In- 
formation System; (8) The Kaiser-Permanente 
Medical Information System; (9) High Level Pro- 
gramming Languages; (10) Acquisition and Anal- 
ysis of Narrative Medical Record Data; (11) 


Visual Display Terminals in 0 Seenee 
tion — (HIS); (12) Somes ot 
and Consequences; 


a Paper prepared for a conference of 
the International Communication Association 
Phoenix, Arizona, April 22 - 24, 1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Automatic Indexing, Communica- 
tions, *Computer Programs, Conferences, *In- 
formation Processing, *Information Retrieval, 
Information Storage, Information Systems, 
*Man Machine Systems,  Researc 
Technological Advancement 

Identifiers—*Computer Software 
Feasibility study findings indicate that a poten- 

tial reduction in drudgery for the scholar may be 

obtained through a combination of heretofore 
divergent solutions to the increasingly critical 
problem of how researchers will interface with 
computers for an efficient and effective review of 
the literature. Presently existing computer soft- 
ware includes information retrieval programs with 
important traits: () they will =e so as to 
permit ig of jor weaknesses 
in the several separate rsa He, (2) they will 
require minimal modification for adapting to a 


higher level 

struments p' 

half million dollars of research fonda (4) they do 
not require use fees, having been produced 
through federally financed research and develop- 
ment projects, and (5) they are ee to 
operation with a unique means 

document abstracts to permit com puteried in va 
dexing as well as filing and retriev 

there are both c tion por oe "ae. 
puter information retrieval programs of limited 
utility to a communications bibli hy. Rather 
than abandon and ignore these efforts, their ex- 
amination shows pitfalls to avoid by building on 
those schemes and programs presently available. 
(Author/NH) 
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Libraries, *Information 
Needs, Librarians, *Libraries, Li A 
ton, aoe cquisi- 


‘s ge Plans for ‘College and 
ity Library Development” which describes 


guidelines for rare book selection; “The Universi- 
ty Library and Social Change” which discusses 
the need for greater response to the impact of so- 
cial change; and “The Phantom of the Li 4 
The Creative Subject Specialist” which describes 
i ailments. (An earlier docu- 

is LI 001 333.) (AB) 
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mation Sources, Information Storage, *Library 
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Material Selection, *Local Issues, United States 
History 

Identifiers—*Local History 
The local history collection should contain: 

county histories; city and village histories; state 

and re histories; anniversary booklets; com- 
pany histories; local newspapers; local magazines; 
; family albums; diaries; journals, and 

tters; account books; club yearbooks; school an- 
nuals; telephone books, city directories and local 
maps; and public records. The local history col- 
lection should also be suitably housed, easily ac- 
cessible with a comprehensive catalog and a help- 
ful, intelligent Community members who 
may use collection are: staffs of the local 
newspapers, radio and television stations; profes- 
sional and amateur genealogists; professional 
historians; economists; writers; clubs and other 
pe gia groups; teachers; students; and artists. 

( ) 
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Pub Date May 71 

Note—S51 Ip. 

Available from—Association for Computing 
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Descriptors—Computer Programs, Computers, 
*Data Bases, Information Retrieval, *Informa- 
tion Storage, *Information Systems, *Manage- 
ment Information Systems, *Management 
Systems, Operations Research, *Systems Analy- 
sis, Systems Development 
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A more complete definition of the features of- 
fered in present day generalized data base 
management systems is provided by this second 
technical report of the CODASYL Systems Com- 
mittee. In a tutorial format, each feature descrip- 
tion is followed by either narrative information 
covering ten systems or by a table for all systems. 
The ten systems covered in this report are: (1) 
the Conference on Data Systems Languages’ 
COBOL as defined in the “Journal of Develop- 
ment,” (2) the Data Base Task Group's proposal, 
(3) International Business Machines Corpora- 
tion’s (IBM’s) GIS, (4) General Electric Com- 
pany’s (GE's) IDS, (5) IMB’s IMS, (6) Infor- 
matics’ MARK IV, (7) IBM’s FFS (also known as 
NIPS), (8) Auerbach and Western Electric's SC- 
1, (9) Systems Development Corporation's 
+DMS and (10) Radio Corporation of America’s 
UL/1. (MM) 
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Identifiers— *Church Libraries 
* The church today faces the alternative of ad- 
vancing to meet the problems of the 70s or 
regressing into the past. Christian young people 
are demanding up-to-date answers to up-to-date 
problems. The church is being sq by cul- 
tural pressures and bombarded by the knowledge 
m. This book is designed to help the 
church that has no library but wishes to get one 
started, as well as to encourage the struggling 
church library. One of the primary of a 
church library should be that of stren ing the 
Christian education program of the church and a 
church library should be more than a depository 
of books from which church members occa- 
sionally check out certain titles. The church libra- 
ry must be an educational resource center to 
which teachers and other church leaders look for 
assistance. Visual aids, audio-visual equipment, 
and reference sources are an —— part of 
the church library. Just as the quality of a colle; 
is measured by its library, so the quality of the 
educational oo of the church may be 
gauged by its library. (Author) 
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formation Needs, ow er Networks, *In- 
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Identifiers—*Canada, Canadian Council on 
Urban and Re; h 
The Canadian Council on Urban and Regional 

Research has as one of its objects ‘to assist all ef- 

forts throughout Canada to " — co- 

ordinate and distribute available knowledge.” In 
the Council makes available the out- 


manage urban affairs. These proposals are based 
pry their three authors 
wi 


whichever the 

was first recorded. authors indicate why 
fuller exchange of urban information is essential 
2 oe ae 2 Soe Caen, aoe te Be 
modes exchange can be made self-adjust- 
ing to the changing needs of Canadian users. 
(Author/NH) 
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Stanford Univ., Calif. Computation Center. 


such constraints, a series of five experiments 
using the Direct Access Project (DIRAC) lan- 
guage prototype is explained. (Author/MM) 
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Library and Reference Facilities in the Area of the 
District of Columbia. Eighth Edition. 

Joint Venture, Washington, D.C. 

Pub Date 71 

Note—220p. 

Available from—The Joint Venture, 2001 S 
Street, N.W., Washington, D.C. 20009 ($5.95) 





Library 

Identifiers—District of Columbia, *The Joint 

Venture 

The new edition of “Library and Reference 
Facilities in the Area of the District of Columbia” 
contains information on 426 libraries. It describes 
information facilities that offer service to the 
public. Some libraries serving only a restricted 
ee also ana and described 
because they possess ue or specialized collec- 
tions. A statement concerning regulations for 


be published. (Author/AB) 
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*Systems Analysis, Techniques 
Identifiers—PEP, *Prepare Educational 
ry of view is taken 


Document Resumes 65 
bility of simulation studies, a review of simulation 
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Science Approaches to Scientific In- 
formation Systems and Their Implications to 
Scientific Researches. 

Kyushu aa oe 


urgently required in the near future are explored. 
is concerned with futuristic 


scientific information network system. (MM) 
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Scientific Information Networks: A Case Study. 
Stanford Univ., Calif. Computation Center. 





high-level retrieval language of the 
ral type named DIRAC. A data-base of 
tronomical 
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deine. by See, Seay ond seseeres Sent do. 
partment. The first approach consisted of slide- 
talk presentations made by Kutztown library stu- 
dents to local high school groups. Emphasis was 
placed on school librarianship as a career and 
Kutztown's educational program in this field. The 
second part of the project attempted to acquaint 
eleventh and twelfth grade students in Pennsyl- 
vania with career 
lib 
used was a three day conference involving career 
films, pane! discussions by prominent librarians, 
visits to area libraries and workshops. (JN) 
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Identifiers—*Computer Typesetting, United King- 
dom 
This paper provides a review of computer 
typesetting in the United Kingdom with an 
emphasis on the use of data originating from a 
computer rather than from a printing environ- 
ment. It explains the need for an alternative to 
the computer line-printer when large amounts of 
data are being processed, and the effect of new 
techniques on the printing industry. A selection 
of current and potential applications is reported 
under sectional headings to illustrate the range 
and volume of possible development. The use of 
data banks to provide a source of copy for the 
production of varied publications is dealt with, 
and an estimate of future trends is offered. 
(Author) 
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Office for Scientific and Technical Information, 
London (England). 
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Descriptors—*Computer Graphics, Computers, 
*Display Panels, *Display Systems, Human En- 
gineering, Information Processing, Information 
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Devices, *Man Machine Systems, *On Line 
Systems, Systems Development, Visual Percep- 
tion 

Identifiers— Library Automation 
Contained in this bibliography are 312 

references as they related to general principles 

and problems of information display, man-com- 

puter interaction, present and possible future dis- 

play equipment, ergonomic aspects of display 

design, and current and potential applications, 

especially to information processing. 

(Author/MM) 
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Libraries 
Identifiers—*Kentucky Library Communications 
Network 
Library networks are much more than 
telephones, teletypewriters or closed circuit 
television. Networks are a new concept in library 
service that requires a new mentality on the part 
of every participating librarian in every type of 
library. Librarians wishing to join the growing in- 
formation and materials community with its im- 
proving delivery system must be willing to accept 
the challenge of community demands. In Ken- 
tucky the network activity is planned around the 
“Kentucky Library Communications Network.” 
This network is in the early developmental stages 


the machinery has been established, 


coh Gani teatian. the ‘seaeear’ teedamenten 
local public libraries, the regional headq 

Sakae and Ginsenmenk Ghewiok The aneeution 
contain a sample form and instructions, accepta- 
ble abbreviations of selected sources for verifica- 
tion of interlibrary loan requests, and the Na- 
oa Interlibrary Loan Code, Annotated, 1968. 
(NH) 
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Available from—American Society for Informa- 
tion Science, 1140 Connecticut Ave., N.W., 
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EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Case Studies, *Costs, *Information 

tion Dissemination, Informa- 
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tion Sources, nt, *Marketing 
Identifiers—IAC, *Information Analysis Centers, 

Information Service 

Information analysis centers (IACs) represent a 
valuable national resource which has not been 
fully utilized, often because their products and 
services are not widely known. Recent Govern- 
ment economy measures demand consideration of 
increased marketability of these products and ser- 
vices and the institution of service charges as a 
possible source of funding. The development of 
national guidelines for service charges, which 
recognize both the basic objectives of IACs and 
the operating variables which are unique to the 
individual IAC, is required. Consideration must 
also be given to existing service charge policies 
and the advantages and disadvantages of imple- 
menting new or alternative policies. Evaluation of 
the marketability of existing or new products and 
services requires examination of customer and 
user markets, the scope and content of these 
products and services, possible channels for their 
distribution, advertising and sales promotion, and 
the prices to be charged. Two case studies, 
reflecting the experience of two centers which 
have implemented service charges and the com- 
ments of managers on proposed methods of infor- 
mation center cost recovery provide a base on 
which decisions for service charges can be made. 
A bibliography of 33 references provides an over- 
view of relevant literature. (AB) 
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Collections, *Library Materials 
Chapter I: “Introduction and Summary of 
Results,” stresses the view that the problem of in- 
sufficient access is primarily a problem of the 
great size of the archives to which access is 
desired. Chapter II: “Levels of Information 
Storage and Access,” is directed toward the 
problems of library archives and in this context it 
is access to the content of books and collections 
of books that is of immediate concern. Chapter 
Ill: “Mathematics of Information Distributions,” 
is devoted to the mathematical study of some of 
the distributions that arise naturally in the study 
of information systems. Chapter IV: “The Struc- 
ture of the Back-of-the Book Indexes,” is a study 
of indexes to books in order to determine what 
structure, if any, they possess. Chapter V: “‘Al- 
gorithmetic Text Indexing,” is also exclusively 





concerned with back-of-the book indexes, 
VI: ss 


—National Technical Information 
Id, Va. 22151 (AD 716 542, 


*Information Retrieval, *Information Services, 

M it, Scientific Research, Symposia, 

*Use Studies 
Identifiers—Information Transfer, *Scientific and 

Technical Information, Technical Information 

Barriers 

The meetings were set up to find ways to over- 
come the barriers that regulate or reduce the 
flow of scientific/Technical information and data 
to the user. Giving the user what he needs, when 
he needs it, and at a cost he can afford is the 
basic challenge faced by information services. 
Obtaining information depends on: (1) personal 
habits; (2) quality of information services availa- 
ble; (3) types of retrieval systems as managed by 
government agencies; (4) the type, speed and 
cost of services provided; (5) regulatory controls 
placed upon literature and data and (6) operating 
policies of the information agencies. The quality 
of information/data products and services de- 
pends on: security controls, proprietary rights, 
qualified users, paying customers, available 
budgets, machine capabilities and capacities, pro- 
gramming time, coding input, handling output, 
printing and distributing information, and 
management policies. (Author) 
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Identifiers—Aerospace Materials Information 
Center, AMIC, SDI, *Selective Dissemination 
of Information 
The Aerospace Materials Information Center 
(AMIC) Selective Dissemination of Information 
(SDI) program was evaluated by an interview 
technique after one year of operation. The data 
base for the SDI consists of the periodic docu- 
ment index records input to the AMIC system. 
The users are 63 engineers, scientists, and techni- 
cal administrators at the Air Force Materials 
Laboratory (AFML) and 16 scientific and techni- 
cal personnel at the University of Dayton. An in- 
formal interview technique elicited responses re- 
garding the user assessment of the program and 
also indicated problem areas in the returns 
received by the users from the SDI profiles. Most 
respondents indicated that too many abstracts 
were being received and too low a relevance was 
occurring. Refinement of the profiles based on 
more precise statements obtained from the inter- 
views and on rejected abstracts increased the 
overall relevance from 37.6% to 51.8%. The pri- 
mary factor in the improvement was the judicious 
but copious use of NOT terms to eliminate un- 
wanted abstracts. Results showed the validity of 
the NOT strategy and indicated the effectiveness 
of direct contact between the information spe- 
cialist and the SDI user in getting uninhibited 
feedback and obtaining meaningful expressions of 
user technical interests. (Author/NH) 
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Workshops 
Identifiers— Freedom to Read, *Planning Pro- 


the program. The appen- 
dices contain standards for library materials, 
staffing, facilities and equipment. A multiple cho- 
ice test of library skills and knowledge and 
several statements concerning freedom to read 
are also appended. (NH) 
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Pub Date 67 
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Materials Centers, *Librarians, Library Educa- 
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tion, Professional Continuing Education, 
*School Libraries 
The main objectives of the institute program 
were to develop in the participants: (1) 
Knowledge about curriculum changes and 
emphases, and the impact of educational innova- 
tions on the library program, (2) An understand- 
ing of the broad field of learning resources that 
relate to an ever-changing curriculum. (3) 
Knowledge and skills concerned with the newer 
educational media and their integration with 
printed materials into a unified instructional 
i program. (4) An awareness of the 
librarians role in assisting teachers in the selec- 
tion and effective utilization of learning resources 
in the instructional program. and (5) An ability 
to solve the problems of organization and ad- 
ministration in an expanded program of library 
services that reflect the instructional materials or 
learning resources concept. Emphasis was placed 
on the multi-media approach to learning on cur- 
riculum content in special subject areas, such as 
science and mathematics, humanities and social 
studies, and on the concept of the school library 
as a learning resources center. The methods used 
to fulfill these goals are described. The criteria 
for admission of the participants and short bio- 
graphical sketches of the staff, and a detailed 
evaluation of the institute are included. 
(Author/NH) 
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formation Retrieval, Information Science, *In- 
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Science, Models, Research, Systems Approach 

Identifiers—* University of Pittsbu 
Three papers are presented which delineate the 

foundation of theory and principles which under- 

lie the research and instructional approach to 

communications at the Graduate School of Libra- 

ty and Information Science, University of Pitt- 

sburgh. Cybernetic principles provide the integra- 

tion, and validation is based in part on a situa- 


tion-producing ate eg theory for both libra- 
ry and_ information Experimental 
research vehicles have been wecagrnnles po as verifi- 
cation matrices including both on-line and off- 
line components. (Author) 
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Spons Agency—National Science Foundation, 
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Note—470p. 

Available from—National Technical Info 


Service, Spi 
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Not A 


*Library Science, *Photography, Seeanbaies 

Word Lists 

ema Gee ene aoe 
communications, computers, bibliography, and 
photography work more closely to provide ser- 
vices and products to users, the need to assure 
precision of communications among them and to 


ions by bei 
tng thapthat iahaaa tallatiaiae altaean eae ty 
these fields as well as definitions unique to each. 
(Author/NH) 
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Chapter I: “Background and Description of Re- 
gional Library Development in Ontario,” aimed 
at placing the perspective of centralized 
processing within the framework of cooperative 
effort, presents some general discussion of these 
two concepts. The Ontario plan, and the relation- 
ship of the Midwestern Regional Library System 
and its Centralized Processing Center, is then 
mirrored against this background. Chapter Il: “- 
Centralized Processing,” reviews the background, 
operation, and production of the Center. Recom- 
mendations concerning space, layout of work and 
staff are given. Chapter Ill: “User Attitudes,” 
focuses on the evaluation of the work of the 
Processing Center by the icipating libraries 
and their reaction to the product of the Center. 
Chapter IV: “Regional Library Activities,” sum- 
marizes attitudes and ideas on other cooperative 
projects for the Region. (NH) 
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Ide rs—*Library Statistics 
The first of a two-part study of the comprehen- 

sive 1962 public library survey, this report 

presents institutional data for public libraries 
serving 35,000 persons and above. In content and 
coverage it continues the 1960 public library sur- 
vey which was released in three parts in 1961 and 


circulation 
made steady gains in the period M1960 to 1965. 
The questionnaire form is appended. (AB) 


Se ee eS eres ouenne Sane 
dle-sized and middle-aged British university libra- 
ries during 1966-67 to study the provision of ser- 
vices and the use of materials and resources in 
British academic libraries. After two months of 
preliminary exploratory activity, it was decided to 
visit a number of libraries with bibli 


described. The search of 52 titles listed by the 
contributors to “The Historiography of the British 
Empire Commonwealth” a test of ac- 
cess devices in the libraries. A “Time in Type 
Test” of 74 titles mainly selected in North Amer- 
ica from a large group of references accumulated 
over several decades was also utilized. The 
— listing, with comments is appended. 
(AB) 
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grams, Educational Technology, *Instructional 

Innovation, *Library Education, Library In- 

struction, Library Programs, *Library Schools, 

Simulation, Systems Approach 
Identifiers—Syracuse Library Education Experi- 

mental Project 

A review of current thought and activity in the 
library education field is presented. A brief in- 
troductory section discusses the developing _ 
of the librarian as humanist and scholar, the in 
fluence of the library school atmosphere on 
teaching effectiveness and the importance of 
traditional student-teacher interaction in library 
education. Innovations in educational technology 
are summarized. The major part of the report ex- 
plores current trends in library instruction 
techniques: computer-assisted instruction § in 
reference courses, the computer-based laboratory 
of the Syracuse Library Education Experimental 
project, team teaching, the case study method for 
reference and library management courses, simu- 
lation and role-playing, group dynamics, the 
systems approach, independent study, off-campus 
practice, problem-oriented curricula, free univer- 
sity courses, and a mobile library program. (JN) 


ED 050 785 LI 002 847 
Boaz, Martha 
Ad-Hocracy in Library Education. 
University of Southern California, Los Angeles. 
School of Library Science. 
Pub Date [70] 
Note—10p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Computer Assisted Instruction, Cur- 
riculum Planning, *Educational Innovation, 
*Educational Planning, *Educational Programs, 
Instructional Innovation, *Library Education, 
*Library Schools, Library Services, Planning 
Identifiers—*Library Role 
The success of library education in the future is 
dependent on the planning that is done now. To 
evaluate the needs of future library education we 
must note the changes taking place in society as a 
whole. For example, it is clear that the libraries 
of the future must serve all groups of a society, in 
widely different environments. Librarians mus* 
sell their services to these communities anc 
possibly should compete with each other for user- 
customers. Library education should reflect the 
changing role of the library and should utilize 
new teaching methods and resources. Curriculum 
planning should be flexible and. should allow such 
departures from today’s formats as at-home com- 
puter-assisted instruction, and international float- 
ing library school and mobile library education 
programs. Tomorrow's education must increase 
an individual’s ability to cope with his environ- 
ment and the knowledge he has gained. The 
achievement of this goal in library education 
requires leadership and planning. The creation of 
a National Commission on Improvement, Innova- 
tion, Research and Evaluation of libraries and 
library education is an essential step. (JN) 


ED 050 786 LI 002 848 
Annual Report of the Council of the Association 
for the Year Ending 3ist December, 1970. 
Presented at the Annual Meeting in London 
1971. 
Library Association, London (England). 
Pub Date 71 
Note—43p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Annual Reports, Librarians, Libra- 
ries, *Library Associations, Library Education, 
Library Research, Personnel, Recruitment, 
Salaries 
Identifiers— *England, Open Universities 
According to its President, the Association’s 
achievements during the year were hampered by 
the change in Government, financial cutbacks, 
price increases, and job shortages for qualified 
librarians, but its membership continues to grow 
and its activities continue to diversify. Other top- 
ics covered in the report include the public lend- 
ing right; future policy; the open university; rela- 
tions with Aslib; activities of the association; 
research and development; library and informa- 
tion bureau; salaries and conditions of service; 
university, public, college of education, and spe- 
cial libraries; recruitment; education and publica- 
tions. Reports of representatives on joint commit- 
tees and other bodies are included, along with an 
obituary listing. (AB) 
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Foskett, D. J. 

Classification for a General Index 

Library Association, London (England). 

Pub Date 70 

Note—47p.; Library Astpeiation Research Publi- 
cation No. 2 

Available from—International Scholarly Book 
Services, Inc., P.O. Box 4347, Portland, 
Oregon 97208 ($1.20) 

Document Not Available from EDRS. 

Descriptors— *Classification, *Indexing, Informa- 
tion Retrieval, *Information Science, Libraries, 
*Library Science, Thesauri 
The Classification Research Group has 
produced a number of reports which explore the 

eanatenh as to special, classification 

schemes and worked out their applications in 

detail in a few selected disciplines. A short and 

simplified introduction to these reports, which are 

published under the title “Classification and In- 

formation Control,” is provided for students and 

others with a general interest in the progress of 

subject analysis for information handling pur- 

poses. The topics covered include general and 

special classification information control, order- 

ing of entities, analysis of systems and problems, 

and prospects. A bibliography of 33 references is 

included. (AB) 
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Lyda, Mary Louise And Others 

ba ia of Colorado Libraries: A Programmed 
Edition. 


‘extbook. Revised 
ome Univ., Boulder. Libraries. 
Pub Date 70 
Note—44p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Libraries, *Library Instruction, 
Library Reference Services, *Library Science, 
*Library Skills, Library Technical Processes, 
Programed Instruction, *Programed Texts, 
*Textbooks 
Identifiers—* University of Colorado 
The goal of this programmed textbook is to in- 
crease efficiency in the use of the University of 
Colorado libraries through the aid of pro- 
grammed learning techniques as a means of 
teaching basic library procedures. The chapters 
are divided into separate frames, each containing 
information on some aspect of library usage. 
These include: the public — subject 
headings; the catalog card; locating; 
periodical literature, reference wing and 
government documents. (AB) 
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Batenko, A. I. 

Mechanisation and Automation of Information 
Library Procedures in the USSR. 

Ministry of Technology, Orpington, Kent (En- 
gland). Reports Centre. 

Report No—TRC-BR-21284 

Pub Date May 70 

Note—24p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—* Automation, Book Catalogs, Com- 
puters, *Foreign Countries, Indexes (Locaters), 
Information Retrieval, Information Storage, 
*Information Systems, *Libraries, Library Ser- 
vices, *Library Technical Processes, S; 
Libraries 

Identifiers—Library Automation, *Russia, Scien- 
tific and Technical Information 
Scientific and technical libraries represent a 

fundamental link in a complex information 

storage and retrieval system. The handling of a 

large volume of scientific and technical data and 

provision of information library services requires 

the utilization of computing facilities and automa- 

tion equipment, and was started in the Soviet 

Union on a practical scale in the middle of the 

nineteen-sixties. Automation procedures have 

been initiated in publication of printed union 

catalogs, indexes, information search systems, 

subscriber services and library processes. (AB) 
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Michigan State Dept. of Education, Lansing. Bu- 
reau of Library Services. 

Pub Date 71 

Note—77p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Bibliographies, Cataloging, Censor- 
ship, Classification, Handicapped, Institution 


Libraries, Instructional Media, ‘*Libraries, 
*Library Materials, Library Planning, *Library 
Science, Library Services, *Public nose 
Reading Programs, 
School Libraries 
Identifiers— Michigan, *Nonbook Materials 
The following subject categories are included 
in this list of bibliographies: Aids in book selec- 
tion, cataloging and classification, censorship and 
intellectual freedom, publicity, selected list of 
basic and inexpensive materials on Michigan, 
non-book materials, organization and administra- 
tion of the media center, library for the blind and 
aa geod handicapped, planning library quarters 
and instructional materials center, planning for 
public library service, selected list of useful libra- 
ry periodicals, sources of free and inexpensive 
materials for school and public libraries, directory 
of selected sources for supplies and services, 
reading guidance, teaching the use of the library, 
— reference books for small libraries, 
and service to institutions. (Author/AB) 
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tion Science, September 14, 15, 1970, Van- 


couver Public Library. 
Calgary Univ. (Alberta). 
Spons Agency—American Society for Informa- 
tion Science. Western Canada Chapter. 
Pub D Date Dec 70 
Note—180p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—* Automation, Conference Reports, 
*Foreign Countries, *Information Retrieval, 
*Information Science, Information Seeking, In- 
formation Storage, *Libraries, Library Services, 
On Line Systems, Workshops 
Identifiers—Canada, Computerized Engineering 
Index, Library Automation, Machine Readable 
Cataloging, *Selective Dissemination of Infor- 
mation 
The two-day conference included the following: 
(1) a tutorial on Selective Dissemination of Infor- 
mation (SDI) services including those of the Na- 
tional Science Library, COMPENDEX, and the 
retrospective and current-awareness searches of 
“Chemical Titles;” (2) a workshop on profiling 
and search editing, for the aforementioned ser- 
vices; (3) a discussion of the experiences of those 
providing and those using SDI services; (4) a 
keynote address on on-line systems; (5) a session 
on MARC tapes which included search programs 
at the University of Alberta, a tutorial, and use of 
the tapes at the University of Saskatchewan, and 
(6) a panel discussion on joys and rewards or tri- 
als and tribulations of automating a library. A list 
of registrants is included. (AB) 
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On-Line Remote Catalog Access and Circulation 
Control System. Part I: Functional Specifica- 
tions. Part II: User’s Manual. 

International Business Machines Corp., Gaither- 
sburg, Md. Data Processing Div. 

Spons Agency—Ohio State Univ. 
Columbus. 

Pub Date 26 Nov 69 

Note—150p. 

Available from—The Ohio State University Libra- 
ries, 1858 Neil Avenue, Columbus, Ohio 43210 
($4.00) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Automation, *Cataloging, Compu- 
ters, Computer Storage Devices, *Information 
Retrieval, Information Storage, *Libraries, 
*Library Circulation, On Line Systems, 
Telecommunication 

Identifiers—LCS, *Library Automation, Ohio 
State University Libraries Control System 
The Ohio State University Libraries On-line 

Remote Catalog Access and Circulation Control 

System (LCS) began on-line operations with the 

conversion of one department library in 

November 1970. By December all 26 libraries 

had been converted to the automated system and 

LCS was fully operational one month ahead of 

schedule. LCS is designed as a user-oriented 

system. It utilizes the capabilities of high-speed 
computers, random access mass storage devices, 
telecommunication networks, and on-line ter- 
minals to provide both traditional circulation ser- 
vices and a unique access to the system by 
telephone. Part I, ‘Functional Specification” 


Libraries, 





itly the objectives of the system, the 

puta $s it performs, the details of all its 
interfaces, and the format of its files and tables, 
and represents the specifications for the com- 
puter system. Part Il, “User’s Guide” is a manual 
porte for the librarians who actually operate 
LCS provides detailed instructions for use of LCS 
pel 0 9 (Author/AB) 
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Sisson, ueline D. 
oom of Ohio Art Libraries. 
Ohio State Univ. Libraries, Columbus. 
Spons Agency—Ohio State Library, Columbus. 
Pub Date 69 
Note—46p. 
Available from—Ohio State University Libraries, 
1858 Neil Avenue, Columbus, Ohio 43210 
2.00 
mas Price MF-$0.65 HC Not Available from 


EDRS. 

Descriptors—*Art, Art Materials, Financial Sup- 
port, Interlibrary Loans, Library Acquisition, 
*Library Collections, Library Cooperation, 
*Library Networks, Public Libraries, 
*Reference Books, *Research Libraries, Spe- 
cial Libraries, Union Catalogs, University 
Libraries 

Identifiers— * Art Libraries, Ohio 
The results of this study outline the plans for 

the establishment of a cooperative network of 
Ohio Art Libraries. Academic, Special, and 
Public Libraries are included. The study reveals 
that these several libraries jointly possess a major 
art research resource. In addition to sharing, it 
was decided that a clearly defined program out- 
lining areas of responsibility of each library would 
result in better use of funds for purchase of 
retrospective materials. It recommends joint 
requests for additional financial assistance and 
the establishment of a cooperative buying pro- 
gram. (Author) 


ED 050 794 Li 002 857 
An Introduction to Information Retrieval. 
International Business Machines Corp., White 
Plains, N.Y. Data Processing Div. 
Pub Date Feb 71 
Note—40p.; Data Processing Application 
Available from—IBM Branch Offices ($.90) 
Document Not Available from EDRS. 
Descriptors— Automation, *Computer Programs, 
Data Bases, *Digital Computers, Electronic 
Data Processing, Indexing, ‘*Information 
Retrieval, *Information Storage, Information 
Systems, Libraries, Manuals, *Search Strategies 
Identifiers— *Library Automation 
The ways in which digital computers can be 
used in information storage and retrieval are 
presented in the language of the nonspecialist. In- 
dexing methods, file organization, and search 
strategies are discussed and a brief bibliography 
containing 30 IBM publications is given. The 
manual is intended as a first reader for those in- 
terested in the broad aspects of data banks and 
mechanized libraries. (Author/NH) 
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Williams, Joel 

Library Statistics of Colleges and Universities: 
Data for Individual Institutions, Fall 1968. 

National Center for Educational Statistics (D- 
HEW/OE), Washington, D.C. 

Report No—NCES/OE-15023-68 

Pub Date Feb 69 

Note— 176p. 

EDRS Price MF-$0.65 HC-$6.58 

Descrip ting, *College Libraries, *In- 
terlibrary Loans, Librarians, *Library Collec- 
tions, *Library Expenditures, Salaries, Staff 
Utilization, Statistical Data, *University Libra- 


LI 002 858 





ries 
Identifiers— *Library Statistics 

The series in which the Office of Education 
presents general management data on the libra- 
ties of individual institutions, is continued by this 
report. The report contains statistics for 1,841 
college and university libraries and seven joint 
libraries in order to provide data of use to ad- 
ministrators, librarians, and others, particularly in 
budget-making operations. Since this is a partial 
listing of all academic libraries, with inclusion 
based on both the timely submittal of a report 
and its completeness, it cannot be assumed as 
fepresentative for obtaining aggregates of any 
type. The tables included are: (1) “‘Number of 
Units in Library Collections and Interlibrary 


Transactions in College and University Libraries, 
by State and Institution: 1967-68;" (2) “Actual 
Operating Expenditures of College and University 
Libraries, by State and Institution: 1967-68;” (3) 
“Budgeted Operating Expenditures of College 
and University Libraries, by State and Institution: 
1968-69;” (4) “Library Staff and Hours of 
Assistance in College and University Libraries, by 
State and Institution: Fall Term 1968;” and (5) 
“‘Number and Average Salary of Full-Time Staff 
in College and Unionity Libraries, by Type of 
Position, Term of Employment, State, and Institu- 
tion: Fall Term 1968.” A reproduction of the 
questionnaire form used is appended. 
(Author/NH) 
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Final Report. 
Bh Univ., Bloomington. Research Center for 
Library and Information Science 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau hy psa 
Pub Date Oct 7: 
Contract--OEC-0-70-2746-506 
Note—9 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Bibliographic Citations, City 
Government, Documentation, Federal Govern- 
ment, *Government Publications, *Information 
Dissemination, Information Science, Library 
Science, *Research Design, State Government, 
*Use Studies 
Current conditions and trends in government 
publications at the Federal, State, and local (mu- 
nicipal, etc.) levels with respect to use, biblio- 
graphic control and distribution of such publica- 
tions are analyzed. A research design for a com- 
prehensive study project which would produce 
specific recommendations for nationwide action 
aimed at more effective bibliographic control and 
distribution, and enhanced accessibility and use, 
of government publications is presented. Part I 
gives a summary of the principal conclusions and 
recommendations of the report and provides 
general introductory, historical and background 
information about the report itself. Part II deals 
with common aspects of the problem areas (use, 
bibliographic control, and distribution) of govern- 
ment publications that permeate all three levels 
of such publications. Part Ill is a discussion of the 
three levels separately in terms of the same 
problem areas in order to examine particular 
manifestations at each level. Part IV presents the 
Design Study’s recommendations and recom- 
mended research design for a comprehensive 
study based on the presentations, analyses and 
evaluations in previous parts of this report. 
(Author/NH) 
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Korfhage, R.R. DeLutis, T. G. 

A Basis for Time and Cost Evaluation of Informa- 
tion S 

Purdue Univ., Lafayette, Ind. School of Industrial 
Engineering. 

Spons Agency—National Science Foundation, 
Washington, D.C. 

Report No—RM-69-6 

Pub Date Jun 69 

Note—47p.; Presented at the Sixth Annual Na- 
tional Information Retrieval Colloquium, May 
8-9, 1969 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Computers, Cost Effectiveness, 
Costs, Evaluation, *Information Retrieval, *In- 
formation Storage, *Information Systems, Mar- 
keting, *Models 
A general model for information storage and 

retrieval (IS&R) systems is proposed. The system 

is selected from the set of all available IS&R 

components. These components define the 

system’s users and data sources; the hardware, 

software, and personnel performing the actual 

storage and retrieval activities; and the funder 

who acts as a filter in the selection of the com- 

ponents comprising the system. The outermost 

level, the ectosystem, includes the funder, and 

user groups, and the data sources. All other levels 

belong to the endosystem. Each level within the 

endosystem consists functionally of processing 

components and storage components. It is 

proposed that a measure of the endosystem per- 

formance, as a function of the time to complete a 
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requested service can be obtained by specifying 
the characteristics of these functional com- 
ponents for a specific hardware/software configu- 
ration and the characteristics of the user groups. 
Finally, the selection process for all system com- 
ponents is related to the of the en- 
dosystem, and to the cost for this level of per- 


Stanford Univ., Calif. Computation Center. 

Report No—R-1 

Pub Date May 70 

Note—53p. 

Available from—Dr. J. Vallee, Stanford Elec- 
tronics Laboratories, Stanford University, Stan- 
ford, California 94305 

— MF-$0.65 HC Not Available from 

Descriptors—Data Bases, *Information Networks, 
*Information Processing, Information Retrieval, 

*Information Systems, *On Line Systems, 

x ing Languages 

Identifters_-DIRAC. Direct Access Project 
The three documents contained in this report 

describe an interactive retrieval language imple- 

mented for the IBM 360/67 of the Campus Facul- 

ty at Stanford University, between October 1969 

and May 1970. The three reports are: (1) 

DIRAC--An Interactive Retrieval Language with 

Computational Interface, (2) DIRAC--An Over- 

view of an Interactive Retrieval Language, and 

(3) Preliminary User’s Guide. Two related docu- 

ments are “Medical Data Management in Time- 

Sharing: Findings of the DIRAC Project” (see LI 

002 823) and “Scientific Information Networks: 

A Case Study” (see LI 002 829). (MM) 
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Defense Documentation Center, Alexandria, Va. 

Report No—DDC-TR-71-2 

Pub Date Mar 71 

Available from—National Technical Information 
Service, Springfield, Va. 22151 (AD-720 900, 
MF $.95, HC $3.00) 

Document Not Available from EDRS. 

Descrip Display Sy . *Information Cen- 
ters, *Information Networks, *Information 
Retrieval, *Information Systems, Input Output 
Devices, Man Machine Systems, *On Line 
Systems, Systems Analysis, Systems Develop- 
ment, Time Sharing 

Identifiers—Defense Documentation Center 
The document highlights in nontechnical lan- 

guage the development of the Defense Documen- 

tation Center (DDC) Remote On-Line Retrieval 

System from its inception in 1967 to what is 

planned. it describes in detail the current operat- 

ing. system, equipment configuration and as- 

iated costs, user training and system evalua- 
don and may be of value to other installations 
embarking in an on-line development effort. 

(Author) 
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Science. 

American Society for Information Science, 
Washington, D.C. 

Pub Date 71 

Note—230p. 

Available from—American Society for Informa- 
tion Science, 1140 Connecticut Ave., N.W., 
Suite 804 Washington, D.C. 20036 ($5.50 for 
or and members, $6.50 for non-mem- 

rs 

Document Not Available from EDRS. 

Descriptors—Abstracting, *Documentation, In- 
dexing, Information Centers, Information Dis- 
semination, *Information Needs, Information 
Processing, Information Retrieval, *Information 
Science, Information Seeking, Information 
Storage, *Information Systems, Information 
Utilization, *Library Science 
Nineteen documents on various aspects of in- 

formation science are included in this introducto- 

ry book of readings. The documents were 
selected because they are relatively easy to read 
for beginning students and arc likcly to be useful 
for a number of years. The documents cover the 
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literature from 1958 to 1970. They are: (1) Infor- 
mation Science: What Is It?; (2) Of Librarianship, 
Documentation and Information Science; (3) 
Towards a Metascience of Information: Infor- 
matology; (4) Scientific Communication; (5) A 
General Model of Information Transfer: Theme 
Paper 1968 Annual Convention; (6) Question 
Negotiation and Information Seeking in Libraries; 
(7) Research for Psychologists at the Interface of 
the Scientist and His Information System; (8) The 
Information Center Concept; (9) The Automatic 
Creation of Literature Abstracts; (10) Automatic 
Indexing: An Experimental Inquiry; (11) Indexing 
and Abstracting by Association; (12) The KWIC 
Index Concept: A Retrospective View; (13) 
Selective Dissemination of Information: A Review 
of the Literature and Issues; (14) The Evaluation 
of Retrieval Systems; (15) Information Storage 
and Retrieval; (16) The Development and Ad- 
ministration of Automated Systems in Academic 
Libraries; (17) Language and Machines; (18) 
The Analysis and Design of Information Systems 
and (19) Technology and the Future of the 
Copyright Principle. (MM) 
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Comp. 
An IMustrated Guide to the Anglo-American 


Phillips Univ., Enid, Okla. 

Pub Date 71 

Note—155p. 

Available from—Phillips University, Graduate 
Seminary Library, Box 2218, University Sta- 
tion, Enid, Oklahoma 73701 ($5.95) 

Not Available from EDRS. 

Descriptors— *Cataloging, Illustrations, *Informa- 
tion Processing, Information Retrieval, Library 
Guides, Library Science, *Library Technical 
Processes 
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identifiers—*Anglo American Cataloging Rules, 

Religious Libraries 

A large number of Library of Congress cards 
are used to illustrate most of the “Anglo-Amer- 
ican Cataloging Rules” (AACR). The rules are 
arranged in the same order as found in the 
AACR and are stated briefly aiong with one or 
more Library of Congress cards which illustrate 
that rule. Some rules are not illustrated because it 
is unlikely that a theological library would ever 
acquire a book that would require the application 
of that particular rule. Although prepared for use 
in a theological library, the compilation could 
also be useful for libraries which are training new 
staff members, or for library science education 
courses. (MM) 
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George Peabody Coll. for Teachers, Nashville, 
Tenn. Demonstration and Research Center for 
Early Education. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. Division of Educational 
Laboratories. 

Bureau No—BR-7-0706 

Pub Date Jan 71 

Contract—OEC-3-7-070706-3 118 

Note—117p. 

Journal Cit—DARCEE Papers and Reports 
(George Peabody College for Teachers); v5 n2 
1971 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Behavior Patterns, Child Rearing, 
Comparative Analysis, *Data Bases, Disad- 
vantaged Groups, *Environmental Influences, 
Family Life, Individual Differences, Lower 
Class, Middle Class, Mothers, Observation, 
*Preschool Children, Rural Environment, 
*Socioeconomic Status, Urban Environment 
This research was designed to serve two major 

purposes: (1) to create a substantial library of 

theoretically neutral observational data as per- 
manent documentation of actual life experiences 
in the lives of 3-year-old children from different 
socioeconomic backgrounds and (2) to analyze 
specimen records in order (a) to describe and 


low-income urban, 8 low-income rural and 8 
die-income urban children provide the basic ob- 
servational data recorded as Environmental F. 
Units (units of behavior of agents acting with 
ee ee ee 


Spons Agency—National Center for Educational 

Research and Development Pe sek ee 
—— D.C. Division of Educational 

Labora 

Bureau Now BR-6-2869 

Pub Date 71 

Contract—OEC-2-7-062869-3077 

Note—134p. 

Available from—Southeastern Education Labora- 
tory, ee Boulevard, Atlanta, 


EDRS Price MF-$0.65 HC-$6.58 


Services. 
Progam, | neni ea oa 


yyy Ba og an Educational Laboratory, 
Early Learning Program, Readimobile Project 

This report on the use of mobile facilities in 

n 


i Program 
Education Laboratory's Readimobile Program are 
being field tested as possible strategies for the 


tion of migrant children. Information presented 
includes background, —_ description of the 
unit, description of the population, program 
operation, staffing and curriculum, evaluation, 
Gait masini ond 0 Men demtan of te ante, Pan 
Il of the monograph deals with mobile preschool 
training programs. Part III describes selected ele- 
mentary school mobile programs and one quasi- 
mobile preschool program. Part IV contains 
general conclusions and recommendations and at- 
tempts to deal with some of the major issues ger- 
mane to mobile education, to synthesize the pro- 
grams reviewed and give some idea of the state of 
the art in mobile preschool instruction, and to 
formulate some of the unanswered questions per- 
tinent to the future development of similar pro- 
grams. (Author/AJ) 
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Cochrane, Hortence S. 
Health Care of Children: A Challenge. 

Syracuse Univ., N.Y. School of Social Work. 

Pub Date 70 

Note—94p. 

Available from—The School of Social Work, 
Syracuse University, 926 South Crouse 
Avenue, Syracuse, N.Y. 13210 ($2.50) 

Document Not Available from EDRS. 


Descri Beh Development, ‘*Child 
Care, Child Care Workers, Child Develpaee, 
*Childhood Needs, Diseases, 

Children, *Health Needs, Health Geren. 
Medical Services, Parents, *Physical Health, 
*Preschool Children, Socioeconomic Status 
This publication, written for persons preparing 
for or engaged in child care services, provides in- 
formation that will promote improved health 
awareness, initiate action and enable parents to 
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‘orp. of New York, 
N.Y.; Office of Education (DHEW), Washing- 
ton, D.C. Cooperative Research Program. 
Bureau No—BR-5-0215 
Pub Date 71 
Contract—OEC-5-10-239 
Note—78p.; Paper to appear in “Interc 
Ed. by Andrew Effrat. Toronto, Canada: 
Ontario Institute for Studies in Education, 1971 
EDRS Price MF-$0.65 HC-$3.29 
i *Child Development, 


ge Child Relationship, 
home Programs, Psychomotor Skills, Ta- 
bles (Data) 

This document reports the first phase of a lon- 
gitudinal research project designed to produce in- 
formation on how to raise children so their basic 
abilities may develop optimally during the first six 
years of life. Although this Preschool Project has 
been in operation five years, the study is not yet 
completed because statements about the effects 
of various child rearing practices and experiences 
have not been put to experimental test. Nonthe- 
less, preliminary results concerning optimal and 
restricted development of 48 children in a natural 
environment can be reported. In general, child 
rearing interactions during years 1-3 appear to 
offer the most relevance for intense investigation. 
The mother’s direct and indirect activities 
to be the most powerful formative factors in the 
development of the preschool child. Some “best 
guesses” about the most effective child rearing 
practices can be made. Findings suggest that ef- 
fective mothers (1) are generally permissive, (2) 
usually but not always respond to their child’s ap- 
peals for immediate help (3) act in response to 
overtures by the child and (4) have a high energy 
a and tables of data are included. 
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All forms of play are transformations of four 
basic modes by which people know the world: 
copying, analysis, prediction, 
Transformation involves foregoing 
comes of adapted intelligence for the sake of 
voluntary control of one’s own behavior in 
games, and for the excitement of novel affective, 
cognitive and behavioral variations which then 
become possible. Imitative play, exploratory play, 
testing play, and contesting are discussed in terms 
of their social and personal meanings. Several 


contesting games ptwey by children of varyin 
age levels, hae as Hide and Seek, Red Rover and 
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Prisoner's Base, are described and classified ac- 
cording to actors, acts, space, and time. Games 
reflect society in general in that they embody 
both rule and reason, chance and madness, and 
societies in particular in that specific types of 
games enjoyed reflect differing modes of life. It is 

that the primary function of play may 
be the enjoyment of a commitment to one’s own 
experience. (NH) 


PS 004 636 

Cobb, Joseph A. 

Survival Skills and First Grade Academic Achieve- 
ment. Report #1. 

Oregon Research Inst., Eugene.; Oregon Univ., 
Eugene. Center for Research and Demonstra- 
tion in the Early Education of Handicapped 
Children. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 

i D.C. Division of Educational 


Note—7 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Academic Achievement, Achieve- 
ment Tests, *Arithmetic, *Classroom Observa- 
tion Techniques, Grade 1, Handicapped Stu- 
dents, Observation, *Reading Skills, Sex Dif- 
ferences, *Socioeconomic Status, Student 
Behavior 
As part of a continuing effort to find educa- 
tionally relevant variables for handicapped chil- 
dren the present investigation focused on the 
relationship of observable behaviors to first grade 
achievement. Subjects were 134 first graders who 
were observed in reading and arithmetic periods 
(survival skills) for 10 to 14 days. The data col- 
lected were correlated with achievement as mea- 
sured on standardized achievement tests. There 
was a moderate composite survival skill relation- 
ship. A stepwise regression analysis using specific 
aspects of survival skills behavior as independent 
variables and achievement scores as dependent 
variables was performed. In general, a relation- 
ship was found between social class, survival 
skills and first grade achievement. Lower class 
children were more variable and more predicta- 
ble in their survival skills behavior than upper 
class children. The combined variables of sex of 
child and SES proved to be the most powerful 
predictors for achievement from survival skills. A 
mixture of stability and flux characterized the 
findings regarding survival skills across academic 
settings. The evidence gained in this study pro- 
vides support for the theoretical significance of 
situational variables in accounting for behavior 
and points to the implications of the practical sig- 
nificance of searching out educationally relevant 
variables in the classroom environment. (WY) 
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This report contains national estimates based 
on findings from the Health Examination Survey 
in 1963-65 on height and weight measurements 
of children 6- to 11-years-old. A nationwide 
probability sample of 7,119 children was selected 
to represent the noninstitutionalized children 
(about 24 million) in this age group. Height was 

btained in stocking feet with the head in the 

Frankfort Plane, subject standing erect but not 

manually elongated, and recorded by means of a 

polaroid camera mounted on the measuring rod. 

Weight was measured in standardized clothing on 

a self-recording scale. The present findings are 

compared with other findings, both in the past 

and in other countries. There has been a steady 
and very regular increase in both height and 
weight of children in the United States over the 
past 90 years. American children are among the 





black boys at every age. 
weigh slightly less than white gi 

Height and weight as measures of growth of the 
developing human and the use of these findings 
as standards, both clinical and epidemiologic, is 
discussed. Three-fifths of this document consists 
of detailed tables. (Author/AJ) 
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This study compares three methods of interven- 

tion conducted over 2 1/2 years to promote cog- 
nitive development and competency of disad- 
vantaged young children. Subjects were about 80 
black mother-child-younger sibling triads, divided 
into three groups (and matched with comparison 
groups): (1) Maximum Impact, a training pro- 
gram for the target child (3 to 4 years of age) at 
a center 5 days a week, and for the mother at a 
center once a week; (2) Curriculum, which gave 
the older children a classroom program like that 
of the first group but offered no program for 
mother or siblings; and (3) Home Visitor, in 
which the family had no direct contact with the 
center but received l-hour home visits once a 
week from a teacher who showed the mother 
how to instruct her children. The center program 
for mothers taught them how to stimulate their 
children intellectually and improved mothers’ 
self-concept and home management. The chil- 
dren’s class program emphasized skill develop- 
ment and an ordered environment. Intelligence 
pretests and posttests were given to mothers and 
children. Program effects on target children, dif- 
ferential effect of the mothers’ involvement, verti- 
cal diffusion to siblings, and the effect of the 
home visitor are discussed. (NH) 
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Identifiers— Demonstration Project Group Care 
of Infants 
This document is the final report of Phase One 

(1967-1970) of the Group Care of Infants 

Demonstration (Center) Project. This report 

devotes major attention to the problems of 

establishing, operating, and evaluating a group 

day care center for infant and toddler care. The 

Center project describes what is required to pro- 

vide housing, equipment, food, supplies, services, 

proper ratio of adults to children, daily programs 

and costs for this one program. Evaluations of 
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child growth were based on data from 15 pairs of 
matched home and Center children (from middle 
class families) between the ages of three months 
and three years. Data analysis revealed few sig- 
nificant differences between groups on mental, 
motor, or social development. Those differences 
which were significant favored the Center chil- 
dren. Iliness data were difficult to collect and in- 
dicated that Center children appeared to have 
had more diaper rash and more colds. Out- 
growths of the Center project were publication of 
guidelines for the state legislature, a leaflet for 
parents, and a descriptive booklet detailing group 
care of young children. Although this one pro- 
gram demonstrated that babies in group care are 
not harmed by the experience, the report stresses 
the pioneering nature and uniqueness of the 
Center endeavor. (WY) 
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Identifiers— *Sweden 
This report surveys the various provisions made 

by the Swedish government to protect and insure 

the rights of its children. Topics discussed in- 
clude: the legal status of children born in or out 
of wedlock; custody and guardianship, economic 
status of the child (children’s allowances, social 
insurance, maternity benefits, inheritance); the 
child at school; medical provisions; day care ser- 
vices; foster care; and social care for the han- 
dicapped. The Swedish government provides nine 
years of free compulsory education for children 
until the age of sixteen. Eighty-five percent of 
child care activities are now run by the municipal 
authorities. The attitude of the Swedish govern- 
ment on the subject of child care is that success 
in the care and treatment of children depends not 
only on how child care is designed but also on 
how the total environment in which people live is 


shaped. (AJ) 
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In this program, based on the concepts of in- 
dividualized instruction through the team ap- 
proach to teaching, a team of three professionally 
equal teachers teach a group the size of two 
classes which is a combination of grade levels 
such as K-1, 1-2, or 2-3. The program goals are 
that the student should (1) acquire basic 
academics, (2) develop self-direction, (3) 
develop a realistic and positive self-concept, and 
(4) establish satisfying interpersonal relationships. 
The program includes ungraded activities, im- 
proved counseling and guidance, flexible schedul- 
ing, variable instructional grouping based on the 
learner’s needs, flexible physical facilities, multi- 
media instructional materials, parent conferences, 
and ample preparation time for teachers. Content 
areas include language arts, mathematics, social 
studies, science, art, music, physical education, 
and health. This document provides administra- 
tive guidelines and implementation suggestions in 
areas such as curriculum, facilities, instruction 
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strategies, in-service teacher workshops, student 
progress evaluation, promotion, counseling, 
home-school relations. Extensive supplementary 
information and bibliographies are provided on 
(1) Individualized Differences; (2) Individualized 
Instruction; (3) The Concept of Continuous, In- 
dividual Pupil Progress; and (4) Guidance and 
Counseling. Tables provide sample schedules, 
staff utilization, classroom arrangements, etc. 
(Author/AJ) 
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Identifiers— Indiana 
During the school year, 1969-70, the Indiana 

Chapter of Delta Kappa Gamma, international 

honorary for women in education, and the Indi- 

ana Association for the Education of Young Chil- 
dren (IAEYC) conducted a survey by question- 
naire of the non-public preschool programs in the 
state of Indiana. In an effort to give direction to 
preschool program development, the research 
committees from local chapters of the sorority 
located non-public preschool programs in their 
respective communities and conducted interviews 
with the directors of these programs. The data 
found in this document based on 526 question- 
naire responses, include information regarding 
the educational contents of existing programs, 
preparation of staff, number of children served, 
physical facilities, socioeconomic level of families 
served, parent participation, types of programs 

and sources of funding. The document includes a 

directory of the programs included and a copy of 

the Indiana Law for Licensing. (Author/AJ) 
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This volume is the first of three which report 
the results of the five-year Education Improve- 
ment Program in Durham, North Carolina. 
Volume I describes the original proposal, the 
research strategies employed, the intervention ra- 
tionale, the curricular programs developed, the 
characteristics of the shies and their families, 
and the results of the overall program of educa- 
tional intervention. Approximately one-half the 
document consists of tables, charts, and —_ 
The three volumes together constitute the 
report to the Ford Foundation. Followup studies 
using the data gathered during the five-year span 
of the program will be conducted during the next 
few years and reported in the appropriate — 
sional journals. Volume II is ca under PS 
004 676 and Volume III is PS 004 677. (NH) 
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Identifiers—Educational Testing Service 
This volume is the second of three which re- 
port the results of the five-year Education Im- 
provement Program (EIP) in Durham, North 
Carolina. Volume II contains a; i to the 
first volume, Appendixes include information on 
EIP publications, dissemination activities, instruc- 
tional resources made available to EIP teachers, 
evaluations by outside agents including the Edu- 
cational Testing Service, health conditions of pro- 
ject children and families, and instruments used 
in data collection. The three volumes together 
represent the final report presented to the Ford 
Foundation. Followup studies using the data 
gathered during the five-year span of the program 
will be conducted during the next few years and 
reported in the appropriate professional journals. 
Volume I appears as PS 004 675, and Volume Il 
is PS 004 677. (AJ) 
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This volume is the last of three which report 
the results of the five-year Education Improve- 
ment Program in Durham, North Carolina. 
Volume Ill consists of abstracts of special studies 
conducted by the investigators in the program. 
Some of the studies have been published in 
professional journals. The three volumes, 
together, constitute the final report to the Ford 
Foundation. Followup studies using the data 
gathered during the five-year span of the program 
will be conducted during the next few years and 
reported in the appropriate professional journals. 
A 25-page annotated bibliography is included in 
this document. Volume I of this report appears as 
PS 004 675, and Volume Il is PS 004 676. (AJ) 


ED 050 817 PS 004 678 
Saunders, Minta M. Keister, Mary Elizabeth 
the Infant and eng A Color 


North Carolina Univ., ; 

Spons Agency—Appalachian Regional Commis- 
sion, Washington, D.C.; Children’s Bureau (D- 
HEW), Washington, D 

Pub Date 71 

Note—38p. 

Available from—Infant Care Project, Institute for 
Child and Family Development, University of 
North Carolina, Greensboro, NC 27412 
(Script, $2.00; Script and one slide set, $35.00) 

ee MF-$0.65 HC Not Available from 


Descriptors—Child Care, Child Care Centers, 
Cognitive Development, Demonstration Pro- 
rams, *Early Experience, *Infants, Learning 
xperience, Motor Development, *Preschool 
Curriculum, *Program Guides, *Slides, Social 
Development, Stimulation 

Identifiers—Demonstration Project Group Care 
of Infants 
This script was written to accompany a series 

of 118 color slides and presents the view that the 

important children in ere for Hae teaching 
very young c n cannot be pac as a cur- 
riculum. Ey that goes red ee 
and satisfying ~ care, da’ , Offers 
many opportunities for learning oy bat , tod- 
diers, and their caregivers. Expensive toys and 
equipment are for type of “curriculum.” 

Some child development theories are briefly 

resented, and infants and toddlers are shown 

earning through various aspects of routine daily 
care, exploration and play, and visits to doctor's 
office and nursery school. Results are reported of 


a study of 20 babies under the age of 2 receivin 


terested, involved mothers, they kept pace in 
mental, motor, and social sear tage sags “7 Instruc- 
— are included for ordering the slide series. 
(AJ) 
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Identifiers—Ivanov Smolensky Procedure 
The purpose of this study was to investigate the 
Ivanov-Smolensky procedure as an effective clini- 
cal device for the assessment of cognitive 
development in children under four years old. 
This procedure, expressly developed for assessing 
development in children with limited verbal skills, 
minimizes some of the research problems as- 
sociated with young children since it requires 
only that a child respond to simple verbal com- 
mands and colored lights by squeezing a rubber 
bulb. Four groups of children (n=27), varying in 
age and IQ, were formed to test the sensitivity of 
the procedure to detect differential development. 
It was expected that if the procedure was sensi- 
tive, superior performance would be shown in the 
form of an increase in regulatory control with in- 
creased levels of development. Performance 
scores were submitted to analysis of variance and 
then multivariate analysis. Results showed that 
the Ivanov-Smolensky procedure has promise as a 
research device. (AJ) 
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Identifiers—Impulsivity 
The purpose of this study was to modify the 

conceptual tempo (response style on a reflective- 

impulsive dimension) by training impulsive chil- 
dren to increase their response latency or by 
teaching more effective search strate and 
scanning techniques. Subjects were 169 second 
graders from two lower class area schools. Each 
subject was to one of four groups: Sc- 
Search and scan, Ti-Delay responses, Ci-impul- 
sive but given no training, Cr-randomly selected 
controls. Sc and Ti children were taught a series 
of match-to-sample discrimination tasks. The Ti 
group was trained to “think about answers and 
take time” before responding. The Sc group was 
trained to apply rules and basic strategies. All 
subjects had been pretested on a portion of the 

Matching Familiar res (MFF). As a posttest, 
eight unfamiliar MFF items were given in- 

dividually and the remaining eight items were 

used 7-9 days later as a delayed posttest. Changes 
in response latency and number of errors from 
pretest to posttests were analyzed. Results in- 
dicate that the training received by Sc and Ti 

ups did affect response latenc: ~ did not 
ave much effect on error scores, (WY) 
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Identifiers—British Infant Schools 
This book, a study of the informal classroom 

methods used successfully in many English infant 

and junior schools, is the report of two young 

American teachers who, for one year, observed 

schools in England and talked with teachers, 

parents, and children. Strong acceptance of infor- 
mal approaches is conveyed because, despite 
some weaknesses, such approaches make learning 

a productive and balanced experience for chil- 

dren. While some comparisons of English and 

American children are valid, it should not be as- 

sumed that the sum total of work now taking 

place in the better English schools should or 

could be exported whole to the United States. A 

study of English failures as well as achievements 

is needed to promote a more complete un- 
derstanding of the inner workings and philosophy 
of the best English programs. (WY) 
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An overview of the present shortage of day 
care facilities in the United States is presented in 
this speech. Statistics cited on the number of 
working mothers with children under the age of 6 
and the number of day care licensed homes and 
centers show that the shortage of licensed day 
care facilities is much more acute than it was five 
years ago. Also, there are a great number of 
mothers who are ineligible for subsidized day 
care, but whose incomes are too low to buy good 
private care. Government programs provide day 
care for only 2% of the migrant children who 
need it, and for only about 10% of the children at 
poverty or near poverty levels. Mothers in 
federally sponsored work training programs are 
often unable to continue participation because of 
lack of child care. It is recommended that over 
the next five years a goal be set for provision of 
developmental day care services for at least 2 
million additional children, merely to catch up 
with the current need. Participation of the 
clothing industry, some hospitals, and some 
governmental departments in providing day care 
for children of their employees and the growing 
emergence of franchised day care systems are 
discussed. [Filmed from best available copy.] 
(NH) 
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This paper (1) reviews the literature and ex- 
amines historically some of the more important 
theoretical highlights that pertain to both self-as- 
subject and self-as-object definitions of self, (2) 
briefly describes and discusses the various assess- 
ment approaches designed to assess “self con- 
cept” in young children according to a specially 
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developed classificatory schema, (3) enumerates 
suggestions to aid the future evaluation of chil- 
dren in early childhood education programs. Ex- 
tensive references are provided. (WY) 
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This pamphlet describes a program to promote 

effective home-school relations and reflects the 

belief that parent-teacher cooperation is essential 
for the best education for children. Discussed are 
specific steps that teachers can take to involve 
parents in the classroom and some of the fears 
and attitudes that may influence the behavior and 
effectiveness of parents. Suggestions are given to 
help teachers plan activities which are ap- 
propriate for parental help in class (nursery 
through grade 6). A final chapter sums up 
problems which may be encountered, enumerat- 
ing teacher fears and rewards in a parent par- 
ticipation program. (NH) 
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Results are reported at the end of the second 

year of a 3-year comparison of four aro 

ten programs: B ARCEE, 

Montessori and Traditional. A number a classes 

in each program style were used with 246 four- 

year-olds in Head Start. Children were tested 
early in the year, at the end of the year, and at 
the end of kindergarten on a battery of tests and 
rating scales, including Stanford-Binet, Preschool 

Inventory, Curiosity Box, Replacement Puzzle, 

Dog & Bone, Behavior Inventory and Embedded 

Figures. The kindergarten experience was syste- 

matically varied. One replication of the original 

experiment entered a Follow Through kindergar- 
ten, the remainder of the experimental children 
entered Regular Kindergarten, a non-academic 
program. A_ video-tape monitoring procedure 
developed previously was used to analyze dif- 
ferences among kindergarten programs. Data 
were examined from several aspects. (1) Did Fol- 
low Through and regular kindergarten classes 
differ in expected dimensions? (2) Did Follow 

Through produce greater gains than regular kin- 

dergarten? (3) Were there interactions between 

type of Head Start and type of kindergarten? (4) 

To what extent were Head Start gains maintained 

irrespective of type of kindergarten? (5) Were 

there sex effects or sex interactions? Results are 
discussed in terms of need for finer analysis of 
program dimensions as related to specific effects. 

(Author/AJ) 
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for porter Hn hazards, estimates the staff 
and other costs involved in developing such a 
program, and tells how to synthesize the program 
components for maximum effectiveness. The 
seven parts of the document concern themselves 
with various aspects of the problem: (1) 
epidemiology, etiology, clinical signs and symp- 
toms of lead poisoning; (2) planning a city pro- 
_ for lead control; (3) community awareness 


neighborhood. Appendix I gives an alternate ap- 
proach to aspect (7). Appendix II contains work 
sheets for environmental evaluation from United 
States census data, and census tracts. 
(Author/NH) 
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The Early School Environment Study (ESES), 


developed by Paul Park and a team of ten 
teachers, begins with the philosophy that children 
learn through the solution of practical problems 
that are meaningful to them, and expands this ap- 
proach beyond the science framework into the 
learning of language, mathematics, and social stu- 
dies. This booklet was prepared partly as a survey 
of the work of the ESES study to date, and partly 
as an interim guide for teachers and principals. It 
offers a structured and practical methodology for 
implementing the child-centered approach to 
teaching and learning. Suggestions are given for 
program planning, covering such topics as 
methods of motivation, supplies, books, resource 
people, grouping of children, time arrangements, 
and so on. Each project has a starting point 
(rocks, woods, families, stamps, pirates, the 
human body) that serves as a springboard into 
the self-motivated process of inquiry and 
discovery characterizing ESES. Activity flow 
charts used in projects show sample explorations 
of the children’s environment. Other topics 
discussed are: the roles of teacher and principal; 
the disinterested child; evaluation; teacher 
workshops. Lists of resource materials are in- 
cluded. (NH) 
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This report is a portion of a study of at- 
tachment behavior: behavior promoting contact 
and/or proximity of an infant to his mother 
figure. This report deals specifically with crying, 
response to brief everyday separations from the 
mother and to her return, and behavior relevant 
to physical contact with her. The subjects, 26 in- 
fant-mother pairs from white, middle class fami- 
lies, were visited at home once every three weeks 
from 3 to 54 weeks, each visit lasting approxi- 
mately four hours. From the observer’s detailed 
notes, a narrative record was made of infant 
behavior and mother-infant interaction. The 
findings reported in quarter-year sets illustrate 
developmental trends, individual differences in 
the behavior of both mother and infant, and the 
relationship between maternal and _ infant 
behavior. The researchers conclude that (1) there 
are important qualitative differences in infant- 
mother attachment relationships; (2) no single 
criterion of attachment can serve as an adequate 
basis in all cases for determining the presence of 
infant attachment; (3) there is no present basis 
for assessing strength of attachment; and (4) 
mother-infant interaction seems to be linked to 
attachment behaviors and the quality of the at- 
tachment relationship. More than one-fourth | of 
this document consists of r a i 
and tables. (Author/AJ) 
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The reports of eight studies testing the effects 

of elaboration on the learning of children are 
compiled in this document. Mental elaboration is 
“thinking while learning” which occurs as the 
learner actively adds context to the material he is 
asked to process. Supplied elaboration, included 
in these studies, occurs when the learner is pro- 
vided with elaborative learning aids such as pic- 
tures and sentences. Attempts are made to state 
the differential effects on learning of the two 
types of elaboration. A model for research on 
elaboration was presented, and it was hypothes- 
ized that children could learn much more rapidly 
when supplied with contexts or instructed in how 
to make up their own contexts. The general ap- 
proach was to test a range of tasks for which 
imagery or verbal elaboration would be effective. 
Seven of the studies involved the paired-associate 
recall of nouns, while the other involved the 
learning of a finger maze. The most striking find- 
ing was that instructing children in mental 
elaboration (imagery and sentence generation) 
significantly increased the recall of nouns when 
compared with rote repetition, and it seems that 
instructing children in “how to learn” strategies 
may be appropriate for several school learning 
tasks. (AJ) 
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This study developed from the hypotheses: (1) 
there is a sequential pattern in the development 
of children’s abilities to coordinate perspectives, 
and (2) use of an urban environment in the Test 
of Coordination of Perspectives will result in an 
earlier development of the age-stage relationships 
tested by Piaget and Inhelder (Switzerland, 
1963). Statistically tested hypotheses were: (1) 
there are significant correlations between the 
ability to coordinate perspectives and chronologi- 
cal age, intelligence, socio-economic status, and 
knowledge of left-right relationships; and (2) 
there is a significant difference in the mean 
scores of high and low socio-economic groups on 
the Test of Coordination of Perspectives when 
the effect of intelligence is removed, and also a 
difference between subjects living in urban as op- 
posed to rural environments on the same test. 
The study involved the administration of an intel- 
ligence test, a test of right-left relationships and 
the Test of Coordination of Perspectives to 140 
children from kindergarten to grade six, 5.0 to 
12.7 years of age, enrolled in two schools reflect- 
ing high and low socio-economic classes, rural 
and urban environments. Results proved hypothe- 
sis 1 acceptable; 2 was not. The finding that there 
are differences in the developmental stages of 
children of the same age but with different IQs 
indicates that Piaget's age-stage relationships may 
be more closely allied to intelligence than to 
maturation and experience. (AJ) 
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This study, which is a partial replication and 
validation of the 1962 Laurendeau and Pinard 
study of causal thinking, investigates cross-cul- 
tural differences among three age levels of 
Canadian and American school children in the 
development of causal thinking. Also studied is 
the relationship between level of development of 
causal thinking and variables of age, sex, IQ, and 
grade placement. Seventy-five boys and 75 girls, 
ages 6, 8, and 11 years, were administered the 
Laurendeau and Pinard questionnaires (included 
in appendixes) to elicit responses about concepts 
of dream, life, the origin of night, the movement 
of clouds, and the floating and sinking of objects. 
Responses were evaluated for instances of 
precausal thinking, i.e. realism, animism, artifi- 
cialism, finalism, and dynamism. Analyses of the 
data support the Piaget (1927) and the Lau- 
rendeau and Pinard (1962) findings with regard 
to the three age-related stages of development of 
causal thinking, and the manifestation of 
precausal forms of thinking. Significant dif- 
ferences appear for the dimensions of age and 
school grade for the American subjects. Signifi- 
cant differences between Canadian and American 
children are found in level of development at- 
tained in all the concepts; exception was the con- 
cept of life. (NH) 
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This study, designed to assess the effects of so- 

cial class integration, tested the following 

hypothesis: Preschool age black children from 
middle class socioeconomic (SES) backgrounds 
will not be adversely affected by attending a daily 
with a smaller group of black peers from 

lower SES backgrounds. A pre- and posttest bat- 
tery administered to all the subjects included the 

Standford-Binet Intelligence Test, the Illinois Test 

of Psycholinguistic Abilities (ITPA), the Caldwell 

Preschool Inventory, and the Brown IDS Self- 

Concept Referents Test. The subjects were black 

children, 46- to 57-months old at the beginning 

of the study, divided into three classroom groups: 
an experimental group of 10 middle class and five 
lower class children, a middle class control group 

(N=15), and a lower class control group (N=15). 

Results for the Binet, ITPA, and Self-Concept 

Test support the hypothesis; results for the Cald- 

well Preschool Inventory do not. Because of the 

small size of the groups studied and the presence 
of confounding factors in the design, the results 
are viewed as tentative. (Author/AJ) 
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According to the document, learning the En- 
glish language is comparable to learning a foreign 
language for the American Indian child. Thus, a 
brief history of the Indians of New Mexico is 
given in order to emphasize language differences 
and problems arising in learning a new tongue. 
As pointed out, second-language learning requires 
a change in pattern of intonation, stress, rhythm, 
and meanings in addition to the phonemes. Major 
linguistic families of the American Indians in New 
Mexico are discussed, thereby pointing up proble- 
matic areas which could relate to academic dif- 
ficulties for the American Indian. It is believed 
that the monolingual Indian 6-year-old, entering 
school for the first time, is at a great disad- 
vantage when compared with an English-speaking 
6-year-old entering the same school and having a 
listening vocabulary of perhaps 8,000 to 10,000 
English words. (EL) 
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Some 128 sources dating from 1928 to 1968 
comprise this selected bibliography of sources 
dealing with Mexican Americans living in parts of 
the Midwestern United States and with those fac- 
tors most significant in migration and settlement 
by this population. Each source is discussed 
under one of the following headings: Accultura- 
tion and Assimilation, Attitudes and World 
Views, Demographic Analysis, Distinctive Cul- 
tural Components, Education, Employment and 
Income, Marriage and Family Patterns, General 
Discussion, Housing, Migration and Immigration, 
ae Political Behavior, or Social Status. 
(MJB) 
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ps will 
time, expectations more so than aspirations. Re- 
are data from 165 Negro and white girls, 
i depressed areas of rural 


that girls perceived few barriers to goal attain- 
ment. Contradicting the hypotheses regarding 
dynamics of orientations, the distribu- 
tions of the orientations, even expectations, did 
not change appreciably over the 2 years with 
either group. However, evidence of marked in- 
dividual instability of orientations suggests a need 
for further research. (Author/AN) 
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This publication documents the initial phase for 

development of an exchange system for informa- 

tion and data germane to recreation and leisure 
time. Section I includes proceedings from the Na- 
tional Recreation and Park Literature Retrieval 

Consultation, wherein retrieval and dissemination, 

the status of recreation and park information 

systems, the need for a computerized biblio- 
graphic retrieval system, operating systems, and 

directions for the future are discussed. Section II 

contains proceedings from the Recreation, En- 

vironment and Leisure Information Systems 

Exchange (REALISE) session, which examined 

practical applications of REALISE, the Interna- 

tional Center for Documentation in Leisure, and 
the outdoor recreation thesaurus. Section III con- 
tains proceedings from Leisure/Recreation Infor- 
mation Dialogue; Section IV gives a legislative 
review of bills designed to create a National En- 
vironmental Data System; and Section V lists 
resources on information systems. (AN) 
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The handbook, published by the State Depart- 
North Carolina, was 


should make use of it during the design, develop- 
ment, im) and evaluation of the pro- 
ject.” The document is divided into 4 chapters: 
“Introduction,” which discusses the Atlantic 
Coast migrant stream and North Carolina’s 
migratory children; “The State Migrant Pro- 
gram,” which deals with administration, objec- 
tives, priorities, and the Migrant Education 
Center; and “Local Migrant Projects,” which 


project 
development, and travel and equipment. An ap- 
pendix provides a model for various administra- 
tive phases of local migrant education projects. 
Also included are reprints of Federal laws and 
amendments defining migrant status and regulat- 
ing educational programs. (EJ) 
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In the locale of Hanford, California, this 1968 
nutritional study was made to explore and evalu- 
ate the nutritional beliefs and food practices of 
Mexican American mothers among low-income 
agricultural working families. Some 35 mothers 
whose children attended the Hanford Child Day- 
Care Center were interviewed at home to deter- 
mine family characteristics and food-buying and 
menu-planning practices. Open-ended questions 
provided information about dietary essentials and 
the mother’s familiarity with the 4 basic daily 
foods. Results of the study are presented in the 
document in terms of grocery-buying and menu- 
feasage oe home food production and preserva- 
tion, influence of Child Day-Care Center training, 
mother’s 24-hour recall of her diet, a dietary 
questionnaire, and daily dietary essentials (folk 
beliefs, etc.). In summary, it is noted that (1) ad- 
vanced planning of meals was not the rule, with 
the majority of mothers deciding on menus just 
before starting meal preparation; (2) approxi- 
mately one-half of the families produced some 
type of food at home, and one-third preserved 
some food by canning; and (3) menu evaluation 
revealed deficiencies in milk, fruits, and vegeta- 
bles. (AN) 
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The document is a bibliography of resource 
materials in the field of Mexican American stu- 
dies. Approximately 300 entries covering the 
period from 1917 to 1967 are divided into the 
following major categories: Art, Economy, Histo- 
ry, Literature, Philosophy, Political Science, 
Psychology, Religion, Sociology, and Audio- 
Visual. (EJ) 
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The Las Cruces Elementary School Bilingual 
Program, designed to increase achievement levels 
of K-6 pupils, is located in 2 elementary schools 
through support from titles III and VII of the Ele- 
mentary and Secondary Education Act. The pro- 
ject emphasizes the cultural and linguistic 
heritage of the Las Cruces, New Mexico, area; 
the structure of the Spanish and English lan- 
guages; bilingual-bicultural interaction; and the 
establishment of optimal learning climates in 
school, home, and community. The experimental 
design includes the following program com- 
ponents: (1) affective learning environment, (2) 
culturally ce d curriculum, (3) Spanish-En- 
glish instruction, (4) language experience and in- 
dividualized reading, (5) differentiated staffing 
and team teaching, (6) bilingual aides, (7) 
career-training opportunities, (8) parental in- 
volvement, and (9) teacher in-service training. 
The research design provides data for measuring 
pupil self-concept, intellectual gain, and academic 
achievement. Measures of parent participation 
and attitude toward education are also included. 
Behavioral objectives are identified, along with 
the instructional procedures needed to ensure 
measurable products. (Author/LS) 
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The Museum of Anthropology, University of 

Northern Colorado at Greeley, has assembled 

various American Indian tribal charters, constitu- 

tions, and by-laws to comprise a series of publica- 
tions. The present volume, Part XI of the series, 
deals with the Indian tribes of Nevada: The 

Moapa Band of Paiute Indians, the Pyramid Lake 

Paiute Tribe, the Summit Lake Paiute Tribe, the 

Walker River Paiute Tribe, the Yerington Paiute 

Tribe, the Fort McDermitt Paiute and Shoshone 

Tribe, the Paiute-Shoshone Tribe of the Fallon 

Reservation, the Duckwater Shoshone Tribe, the 

Shoshone-Paiute tribes of the Duck Valley Reser- 

vation, and the Yomba Shoshone Tribe. (EL) 
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Purpose of the study was to determine whether 
rural Mexican American working-class parents 
differed significantly from rural Anglo American 
middle-class and/or working-class parents with 
respect to value orientation, attitudes held toward 
the value of education, and effects upon school 
achievement of the 3rd- and 4th-grade children 
of these parents. Sample groups in the rural 
agricultural population of the San Joaquin Valley, 
California, included 20 Mexican American fami- 
lies, 21 Anglo working-class families, and 24 
Anglo middle-class families. According to results 
of the Value Orientation Schedule, all 3 parent 
groups were oriented to the present, were more 
“doing” than “being” types of people, and were 
in harmony with the nature of their life activities. 
Results of the Minnesota Survey of Opinions-- 
Education Scale indicated that all 3 groups were 
on the positive side of the attitude scale, with the 
Anglo middle-class group being strongest. Pupil 
achievement scores coupled with information on 
parent’s attitudes toward education revealed that 
parental attitudes did affect the child’s school 
achievement, particularly in reading, except with 
the Anglo working-class group. Due to small sam- 
ple size, far-reaching recommendations are not 
valid. Implications call for the schools to realize 
that similarities and differences exist between 
Anglo and Mexican Americans. Five tables, 1 
figure, and 60 references are included, as well as 
materials used in the study. (MB) 
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Identifiers— *Georgia 
Utilizing summer conferences, seminar activi- 

ties, and bi-weekly contact with a member of the 

University of Georgia staff, this project sought 

improvement for teachers of disadvantaged stu- 

dents. Some 120 teachers in 10 local school 


systems received personal, concerned, and profes- 
sional assistance for 1 full year. The teacher 
population was drawn from rural, isolated majori- 
ty-Negro school systems in Georgia. The most im- 
portant contributions of this project resulted from 
efforts (1) to introduce, and guide implementa- 
tion of, more appropriate instructional methods 
in classrooms; (2) tq review and update in- 
dividual teachers in their content areas; and (3) 
to change self attitudes. Five formal evaluative 
devices were used: Tennessee Self Concept Scale, 
Organizational Climate Description Question- 
naire, Measures of Attitudes (semantic dif- 
ferential), Objectives of both. tad for the Disad- 
vantaged (ranking), and Program Practices for 
Disadvantaged Children hen am rating of 24 
program practices). Results from the first of these 
devices suggest that the teachers served gained 
itive attitudes about themselves. The major 
strength of the project lay in its conduct in the 
field rather than under laboratory conditions. Ap- 
proximately 110 pages of ap ices provide 
papers presented at the National Conference for 
Supervision and Curriculum Development, formal 
evaluation devices used in the project, and other 
project-related materials. (MJB) 
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Under the auspices of the California State De- 
partment of Education, conferences were held in 
August of 1966 and April of 1967 “by outstand- 
ing Mexican American educators” who brought 
forth questions and proposed solutions to the 
need for a different kind of quality education for 
the student of Mexican descent. This document 
summarizes those conferences, which dealt with 
all Mexican American students--immigrant chil- 
dren, the children of migrant workers, and the 
various generations of students living in 
homogeneous communities composed of persons 
of Mexican descent. The major thrust of the con- 
ferences was the “low educational attainment of 
the Mexican-American.” Among the topics 
discussed were (1) the Mexican American educa- 
tion problem, (2) points of view on the place of 
Mexican American culture in California, (3) the 
status of current educational programs for Mex- 
ican American students, (4) curriculum modifica- 
tion for Mexican American students, (5) impor- 
tant considerations for Mexican American educa- 
tion programs, and (6) suggestions for different 
levels of instruction. The document concludes 
with a discussion on counseling and guidance, 
staff training, and school-community relations. 
(EL) 
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A total of 47 pupils enrolled in grades 3-8 was 
selected for this study. Of these pupils, 17 were 
from a rural area and 30 were from an urban 
area. The pupils selected had to (1) be of Mex- 
ican descent, (2) be currently enrolled in educa- 
ble mentally retarded (EMR) classes, and (3) 
have evidenced a problem in using the English 
language due to their native language being 
Spanish. The assessment instrument used was the 
“Escala de inteligencia Wechsler para ninos,” 
which is the Spanish version of the Wechsler In- 
telligence Scale for Children. Results of the test- 


ing showed that the average gain from the previ- 
ously low test scores (which classified the stu- 
dents as retarded) to the present test scores was 
13.15 IQ points. The median score for the prior 
IQ was 70, while the median score for present 1Q 
was 83. It was concluded that many Mexican 
American pupils may have been placed in EMR 
classes solely on the basis of performance on an 
invalid IQ test. The previous testing was termed 
invalid because this particular subpopulation of 
pupils lacks facility bey — understanding of, 

the English language. When tested in Spanish, 
pupil performance in many cases was above the 
cutoff level of the EMR category (approximate 
IQ of 75). (LS) 
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Identifiers—*North Carolina 

Learning Institute of North Carolina 
prepared this second annual report on the effec- 
tiveness of North Carolina’s Migrant Education 
Program. The report presents information on new 
programs, exemplary projects, children served, 
and project self-evaluation in terms of 22 migrant 
projects evaluated by on-site visitation in the 
summer of 1970. Questionnaire results, at- 
tendance reports, application forms, and other in- 
formation from each project provided additional 
data for formulating the recommendations for im- 
provement of migrant education in the areas of 
instruction, health services, services, 
clothing, materials, program administration and 
evaluation, staff and time utilization, projects for 
male youths, record transfers, state administration 
and evaluation, early childhood programs, dis- 
semination, staff development, coordination with 
other Title I (Elementary and Secondary Educa- 
tion Act) programs, and a migrant education 
center. The document contains 5 figures, 5 ta- 
bles, and 6 appendices. (AL) 
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The 78-page work is the first description of the 

Princeton University Library collection of 

periodicals produced by and for American Indi- 

ans. It lists 271 periodicals representing tribal, in- 
stitutional, and individual publications o the na- 
tive Americans. (LS) 
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A summer educational program for the chil- 
dren of migratory Spanish Americans in the 
Greeley area of Colorado is presented. 
Philosophically, the approach is one of continu- 
ous progress; organizationally, it is nongraded, 
with emphasis on individualized instruction. 
Three levels are discussed: Early Primary (ages 5- 
8), Primary (ages 7-10), and Intermediate (ages 
10-14). Each level develops the areas of Commu- 
nicative Skills, Social Living and Science, Mathe- 
matics, Fine Arts, and Music. The Intermediate 
Level illuminates the Science Program while ad- 
ding Home Economics and Crafts. With each 
program discussed, an introduction is followed by 
an outline of activities and materials. As re- 
ported, the course of study described, although 
designed for migrant child, is equally applicable 
to all children of Spanish American background. 
In addition, the course of study may be used “- 
with predictable success with all children 
identified as needing other than a regular instruc- 
tional environment.” Photographically illustrated, 
this document also includes an 8-item bibliog- 
raphy oriented to problems encountered in 
teaching Spanish American students. (MB) 


ED 050 849 RC 005 277 
Annual Credit and Report, 1970. 
Bureau of Indian Affairs (Dept. of Interior), 

Washington, D.C. 

Pub Date 30 Jun 70 

Note—46p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*American Indians, *Annual Re- 
ports, Community Development, *Economic 

Development, Federal Legislation, Federal Pro- 

grams, *Financial Services, Private Financial 

Support, Rural Development, Student Loan 

Programs, *Tables (Data) 

The 1970 Annual Credit and Financing Report 
of the Bureau of Indian Affairs describes the 
financing available for economic advancement of 
American Indians. Specific programs and their 
results are cited in such areas as housing, small 
business, agriculture, and education. The appen- 
dix contains 41 tables which include information 
such as loans made, amounts, sources, repayment 
record, and purposes. (LS) 
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The teacher’s aide guide focuses on the various 
aspects of an aide’s position in a migrant educa- 
tional situation. Following the introduction, sec- 
tion 1 describes the aide’s relationship with the 
teacher, duties of the aide, and materials that 
might be required; a glossary of commonly used 
school terms is also provided. Psychologically 
oriented, section 2 describes accepted approaches 
for working with children. Also discussed are ac- 
cident and emergency procedures. Section 3 
delves into self-evaluation, taking into considera- 
tion the evaluation by others. Included is a self- 
evaluation form. General Guidelines for Teacher 
Aides, section 4, conveys the extent of an aide’s 
responsibility and obligations. Section 5 closes 
the guide with 18 specific duties which a 
teacher’s aide in a migrant educational situation 
can be expected to perform. (MJB) 


ED 050 851 32 RC 005 279 

Krebs, Robert E. Stevens, Gail A. 

An Assessment of Needs Related to the Education 
of Migrant Children in the State of Washington. 

Center for the Study of Migrant and Indian Edu- 
cation, Toppenish, Wash. 

Spons Agcncy—Office of Education (DHEW), 
Washington, D.C. Office of Programs for the 
Disadvantaged. 

Pub Date Feb 71 

Note—64p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Attendance, Curriculum, *Educa- 
tional Needs, Education Vouchers, Federal 
Programs, *Innovation, *Migrants, Minority 
Groups, Parent Role, Performance Contracts, 
Poverty Programs, *Program Development, 
Schools, Socioeconomic Status, *State Pro- 
grams, Teachers 


RC 005 278 


Identifiers—* Washington State 

The purpose of the study, as stated, was to 
identify and arrange educational needs of migrant 
children and make recommendations for pro- 
grams with the objective of improving and 
equalizing educational opportunities for children 
of migrant families in the State of Washington. 
The assessment was based on lay people and edu- 
cators incorporating the thoughts of people of all 
ages to generate the guidelines for the Center for 
the Study of Migrant and Indian Education staff 
in the development of future programs. In addi- 
tion to the discussion related to the problems of 
the migrant child, recommendations are made for 
provision of compensatory programs, training 
programs for bilingual paraprofessionals, ‘alte: 
native” educational programs, mobile facilities, 
performance contracting, and use of the educa- 
tional voucher. A partial listing of migrant cen- 
ters and service organizations in the United States 
is appended. (EL) 
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Fifteen essays, grouped according to 4 general 
areas of research, are presented. Part I deals with 
the individual in his society; Part II examines 6 
social instituti ymy, government, family, 
religion, education, and power structure; Part III 
delves into methods and objectives of change; 
and Part IV explores change agencies, particu- 
larly the Extension Service of the future. The 
focus is on immediate and long-term effects upon 
the individual. A bibliography and/or research 
notes follow each of the 15 essays. Three tables 
with sources of data are appended. (AL) 
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Major hypotheses tested in this experiment 

were that (a) auditory discrimination ability is in- 

fluenced by the native language background of 
the listener and (b) auditory discrimination abili- 
ty increases with maturation. The subjects were 

142 English-speaking and 84 Spanish-speaking 

children distributed throughout the Ist, 3rd, Sth, 

and 7th grades. The dependent measure was a 

test of auditory discrimination ability consisting 

of taped pairs of nonsense utterances. Members 
of each pair were either identical or distinguisha- 
ble from each other by a single sound. Analysis 
of variance by grade, sex, and language 
background was applied to the results. On the 
total test and on Section | (neutral items), there 
was significant variation due to grade, but not to 
sex or language background (all significance 
levels were p<.01). Analysis of Section 2 (En- 
glish-based items) and Section 3 (Spanish-based 
items) showed significant variation due to grade 
and language background. The English-speaking 
children performed better than Spanish-speaking 
counterparts on Section 2. The reverse was true 
on Section 3. Results suggest that any discussion 
of auditory discrimination ability which does not 
take into account the native language background 
of the listener is likely to overlook a highly sig- 
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nificant variable and lead to tenuous conclusions. 
(Author/LS) 
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An annual report of the Northwest Regional 
Educational Laboratory to the U.S. Office of 
Education is presented. The laboratory's “Basic 
Program Plan” comprises this first of 3 report 
parts and stresses a continuing focus on the appli- 
cation of systems technology to the improvement 
of education through research, development, and 
dissemination in terms of (1) developing instruc- 
tional systems to improve teaching competencies; 
(2) developing instructional systems to improve 
comprehensive planning for culturally different 
groups such as culturally diverse metropolitan 
populations, American Indians (including Alaskan 
natives), and migrants, and (3) developing in- 
structional systems to improve instruction in 
small schools. The report deals with 5 major pro- 
grams intended to facilitate the meeting of the 
goals of the laboratory: Development Division 
programs, a program for Developing Instructional 
Systems to Improve Teacher Competencies, the 
Intercultural Program, a program for Improving 
Instruction in Small Schools, and special projects 
(Relevant Educational Applications of Computer 
Technology, Individually Prescribed Instruction, 
and Information for Urban Educational 
Planning). Throughout this report, development 
of purpose, accomplishment, and planning are 
embodied. Included are 37 charts. (MJB) 
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In response to public request, information on 
American Indian education was prepared by the 
U.S. Department of Health, Education, and Wel- 
fare. The document lists basic resources that 
would be of interest to a student or anyone 
beginning a study of American Indian education. 
Included are sources of information on Indians 
(e.g., state departments of education), a list of 
newspapers published mainly by Indian groups, 
and approximately 60 annotated bibliographic 
citations on American Indians (under subject 
headings). (EL) 
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The problems of non 

tional level, and isolation of these people are con- 
cerns of the Itawamba Junior College (IJC) Adult 
Education Department, which received a grant 
from the Appalachian Adult Basic Education 
Demonstration Center to implement a low-read- 
ing-level newspaper to be distributed in the 20 
counties of Mississippi Appalachia. Thus, the first 
edition of 500 copies was printed on February 
16, 1970. In March, a training session was held to 
orient teachers to uses of this type of newspaper. 
The number of copies was then increased to 2000 
so that each Adult Basic Education (ABE) stu- 
dent in Mississippi Appalachia could receive a 


has been widely accepted. Numerous requests 
have been received for the paper from teachers 
and organizations located outside of Mississippi 
Appalachia, and 5500 copies of the paper are 
being mailed to adult educators and students in 
Mississippi Appalachia and in mer states, the Dis- 
trict of Columbia, the Virgin Islands, sbiega elk Puerto 
Rico. (Author/AL) 
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There is a great need for adult basic education 
in Appalachia Mississippi. The Itawamba Junior 
College (1JC) Vocational and Technical Adult 
Education Department is presently meeting the 
needs of a small majority of the adults who need 
additional education. In an agreement with Town 
and Country Mobile Homes manufacturers, the 
Mississippi State Department of Education, and 
the Appalachian Adult Basic Education Demon- 
stration Center, JC Adult Education Department 
created an educational facility through which un- 
dereducated adults can upgrade their functional 
educational level. The mobile home manufacturer 
built and donated the mobile classroom; the state 
department of education provided necessary 
funds to equip the facility with hardware and 
software and to pay the teacher's salary; and the 
IJC Adult Education Department supervised the 
project. An educational survey of various com- 
munities and industrial locations was conducted 
and a class schedule was established. Initially, 5 
locations were selected and 80 people were en- 
rolled. Presently, the mobile classroom is 
scheduled in 7 locations, with 125 people being 
enrolled. IJC Adult Education Department be- 
lieves that the initial objectives set up for the mo- 
bile classroom have been met satisfactorily, in- 
asmuch as the Mississippi State Department of 
Adult Education has agreed to support operations 
of the mobile classroom for 1970-71. 
(Author/AL) 
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Objectives of the Migrant Research Project, a 
pilot study funded by the Office of Economic Op- 


programs. Based upon the mi ardor pant 
ject report also offers conclusions and recommen- 
dations about several spheres of activity, includ- 
ing establishment of procedures which will allow 
public-assistance agencies (1) to meet more 
equitably the needs of their migrant clientele and 
(2) to formulate plans to meet the needs of 
migrant and seasonal workers who will soon be 

from employment by ee. 
Graphs, and included. 
(The 1969 annual report is ED 043 443.) (EL) 
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The Pregeres.sngpe | provides 3831 annotated cita- 

tions of theses and dissertations in the areas of 

recreation, parks, camping, and outdoor educa- 

tion. The studies, completed from 1910 to 1970, 

represent 188 institutions. Entries are indexed by 

participating institution and topic. (MJB) 
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Identifiers—* Northwestern States 
The Museum of Anthropology, University of 

Northern Colorado at Greeley, has assembled 

various American Indian tribal charters, constitu- 

tions, and by-laws to comprise a series of publica- 
tions. The nt volume, Part I of the series, 
covers the following Northwest groups: the Hoh, 

Muckleshoot, Nisqually, Port Gamble Clallam, 

Lower Elwha, Puyallup, Quinault, Squaxin Island, 

Suquamish, Kalispel, and Swinomish of Washing- 

ton, and the Burns Paiute, Cayusa, Umatilla, and 

Walla Walla of Oregon. (EL) 
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The Museum of Anthropology, University of 
Northern Colorado at Greeley, has assembled 
various American Indian tribal charters, constitu- 
tions, and by-laws to comprise a series of publica- 
tions. The present volume, Part XII, is a con- 
tinuation of the publication on Basin-Plateau In- 
dian groups: the Ely Indian Colony and Reno- 
Sparks Indian Colony of Nevada; the Washoe 
Tribe of Nevada and California; the Coeur 
d’Alene Tribe, Shoshone-Bannock Tribes, 
Kootenai Tribe, and Nez Perce Tribe of Idaho; 
the Confederated Tribes of Goshute Reservation 
and Ute Indian Tribe of Uintah and Ouray Reser- 
vation in Utah; the Ute Mountain Tribe of 
Colorado, New Mexico, and Utah; and the 
Southern Ute Tribe of Colorado. (EL) 
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Approximately 5,640 references oriented to the 
Navajo people, their land, and environment com- 
pose this revised bibliography. The references-- 
published between 1638 and 1971--include 
historical, enthnographic, biographic, technical, 
popular, and fictional works as well as archival 
and congressional materials, newspaper accounts, 
articles from journals and magazines, books, 
pamphlets, manuscripts, and technical papers 
from governmental and Navajo tribal files. A sub- 
ject index is included. (MB) 
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Dillingham High School (grades 7-12) in rural 
Alaska established a schedule and curriculum 
which provided students and teachers with an ac- 
tive voice in determining their educational ex- 
periences. The result was a group of over 200 
one-half-credit “‘minicourses” offered in a variety 
of time arrangements. All courses were non- 
graded through the 9th grade level. Junior high 
level students were given the opportunity to 
schedule into regular high school level courses. 
The school year was divided into 60-day 
trimesters and 63-minute time blocks consisting 
of three 21-minute modules. Reaction to the new 
schedule and curriculum appeared generally 
favorable from students, teachers, and outside 
evaluators. Sample schedules, course offerings, 
and course descriptions are appended, along with 
an evaluation report, observations by the superin- 
—. and student and teacher questionnaires. 
(JH) 
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Pub Date 31 Jan 68 

Note—53p. 

Available from—Indian-Eskimo Association of 
Canada, 277 Victoria Street, Toronto 2, On- 
tario ($2.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*American Indians, *Community 
Development, *Community Involvement, Com- 
munity Programs, Delinquency, Demography, 
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Language, *Program Development, Self Ac- 
tualization, Self Help Programs, Social Action 

Identifiers—*Canadian Indians 
A critical assessment of the Canadian Indian- 

Eskimo Association’s current Community 

Development Program for Canadian Indian, 

Eskimo, and Metis communities, this document 








contains proposals for corrective measures. Sec- 
tions of the document are (1) The Beginning of 
Community Development in Canada; (2) Struc- 
ture in Canada for Community Development Ser- 
vices for Indians, Metis, and Eskimos; (3) The 
Plight of Canadian Indians and Eskimos; (4) 
Some Weaknesses in the Official Structures for 
Community Development Activity; (5) Criteria 
for the Development of a Structure for Commu- 
nity Development to Serve Native Canadian 
Communities; and (6) Findings and Recommen- 
Also included are a memorandum and a 
bibliography. (MB) 
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Stanford Univ., Calif. 

Spons Agency—Institute of International Studies 
(DHEW/OE), Washington, D.C. 

Bureau No—BR-0-7761 

Pub Date Feb 71 

Contract—OEC-0-70-4800( 823) 

Note—168p. 

Available from—Stanford Bookstore, Stanford, 
California 94305 ($2.00 plus $0.25 postage) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors— * Annotated Bibliographies, 
Anthropology, Economics, *Education, Histo- 
ry, Laws, Linguistics, Literature, *Mexican 
Americans, *Periodicals, Philosophy, Political 
Science, Psychology, Public Health, *Sociology 
Citations and annotations for 444 printed 

works on the Mexican American or Chicano 
published from 1919 to 1970 are found in this 
revised and enlarged bibliography. The bibliog- 
raphy is meant to be selective and emphasizes 
scholarly publications. Compared to an earlier 
edition, unpublished dissertations are covered 
more extensively and the number of contributions 
of Mexican scholars has been expanded signifi- 
cantly. Documents are indexed by descriptive 
term and by subject field. A list of 64 Chicano 
periodicals is included. An even more com- 
prehensive third edition is planned. (JH) 


ED 050 866 24 RC 005 297 
Evaluation of Mobile Office Education Unit 
Utilization with Migrant Workers in Box Elder 
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Spons Agency—Office of Education (DHEW), 
Washington, D.C. oa of Research. 
Bureau No—BR-6-304 
Pub Date Mar 71 
Grant—OEG-4-7-06346-1612 
Note—20p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Adolescents, *Adult Education, At- 
tendance, *Educational Programs, English Edu- 
cation, Language Usage, *Migrant Workers, 
*Mobile Educational Services, *Office Occupa- 
tions Education, Program Evaluation, Reading, 
Spelling, Summer Programs, Typewriting 
Contracted by the U.S. Office of Education, 
this program utilized a mobile office-education 
unit designed to provide office education to 
migrant workers in Brigham City, Utah, to thus 
expand their vocational opportunities. Stated ob- 
jectives were that each student would (1) demon- 
strate “touch” knowledge of the typing keyboard 
and skills necessary to type from copy, (2) in- 
crease his spelling ability, (3) increase his English 
usage capability, (4) increase his English reading 
capability, and (5) demonstrate ability to solve 
routine practical arithmetic problems. The 17 
two-hour evening sessions, held 
Tuesday/Thursday and Monday/Wednesday, were 
attended at least once by 29 students (19 stu- 
dents atteided 5 or more sessions). Evaluation of 
the objectives was based on results of interviews, 
observations, objective testing, attendance data, 
and data from the Utah Migrant Council. Using 
the Wilcoxons’ signed ranks test and the u- and 
F-tests on test scores, it was determined that the 
first 4 stated objectives were met by most stu- 
dents. The fifth objective had been met before 
program institution. Typing skills gained were 
negligible but contributed to large gains in 
spelling, English usage, and reading skills. Six ta- 
bles and recommendations are included. A re- 
lated document is ED 043 446. (MJB) 
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Identifiers—* Appalachia 

The purpose of this study was to increase 
awareness of the special needs of the Appalachi- 
ans migrating to Columbus, Ohio. The study 
revealed that the majority of migrants from Ap- 
palachia rapidly became an economically and so- 
cially viable force in the community. Many, how- 
ever, find the move difficult. Their skills are in- 
adequate in a modern technological society, and 
their rural orientation impedes easy adjustment to 
urban life. The fact that they have left their 
homes is a sign of a desire for improvement. It 
appears that help is needed in the areas of health, 
housing, education, welfare, employment, law en- 
forcement, religion, and recreation. Suggestions 
for various kinds of actions are included for each 
of the foregoing areas. (LS) 
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Seen by the New Mexico State Department of 

Education. 
New Mexico State Dept. of Education, Santa Fe. 
Pub Date Feb 71 
Note—5 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Administration, *American Indians, 

*Educational Finance, *Federal Aid, *In- 

vestigations, Programs, Pubiic Schools, *State 

Departments of Education, State Federal Aid, 

Students 

The document is a response by the New Mex- 
ico State Department of Education to “allega- 
tions, accusations and implications” of misuse of 
Federal funds intended for American Indian chil- 
dren. The allegations resulted from an investiga- 
tion--supported by the NAACP Legal Defense 
and Educational Fund with the cooperation of 
the Center for Laws and Education of Harvard 
University--which was conducted in a number of 
states with public schools serving the Indian 
population. This document contains the response 
for the Gallup-McKinley County School System 
exclusively. The rebuttal selects specific allega- 
tions from the original report, “An Even Chance” 
(ED 047 867), and presents answers and clarifi- 
cations. Recommendations of the reviewing team, 
resulting from their follow-up study, are also in- 
cluded. (EL) 
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of the Mississippi 
Choctaw Indians. 


Mississippi State Univ., State College. Social 
Science Research Center. 

Report No—34-ES-9 

Pub Date Jun 70 

Note—37p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Academic Achievement, *Amer- 
ican Indians, *Community Surveys, *Employ- 
ment Statistics, Family Income, Migration Pat- 
terns, Occupational Aspiration, Population Dis- 
tribution, Residential Patterns, *Socioeconomic 
Status, Tables (Data) 

Identifiers— *Choctaws 
The socioeconomic condition of the Mississippi 

Band of Choctaw Indians was surveyed in the fall 

of 1968. Using a questionnaire, 570 Choctaw 

households in 7 communities were interviewed by 

Choctaw Agency personnel. Information gathered 

included population figures by age, sex, and re- 

sidence; educational attainment, aspirations, and 

use of English; present occupation, occupational 

aspirations, and cash income per household; and 

social and economic relations. The intent of this 

report was to present the socioeconomic condi- 

tion of the Choctaw people in statistical form to 

be of value (1) to officials of the Choctaw Tribe 


populations 
programs at the local level. Included in the 
report are 42 tables. (JH) 
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Nevada Univ., Reno. 

Pub Date Aug 70 

Note—146p. 

EDRS Price MF-$0.65 HC-$6.58 


jectives, *Inservice Teacher Education, *In- 
structional Materials Centers, Instructional 
Media, *Multimedia Instruction, Program 
Evaluation, Resource Materials, Secondary 
Schools 
of this project were to organize an 
ional teaching-learning center at Nevada's 
Stewart Indian School and to provide teachers 
with the required in-service instruction in the use 
of media and teaching resources. The media 
center is designed around the theory that inquiry, 
self-direction, and independent study must be 
based on a trust in student ability to carry 
through a self-directed and teacher-directed study 
program. The in-service program has 3 major 
components: (1) the development of basic un- 
derstanding of media utilization, (2) the conduct- 
ing of 2 one-day workshops and numerous con- 
ferences with individual teachers, and (3) the 
provision of an intensive 2-week media workshop 
for selected teachers. Implementation of the 
media center is discussed in the document in 
terms of existing facilities, student needs, staff 
requirements, selection and accessibility of 
materials, need for cultural enrichment materials, 
and evaluation. The ix contains such items 
as a diagram of facilities, a pupil behavior and at- 
titude checklist, and a bibliography of California 
and related Indian materials. (LS) 
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Descriptors—Educational Improvement, *Educa- 
tional Needs, *Educational Objectives, *Pro- 
gram Evaluation, *Rural Urban Differences, 
*State Programs, Surveys 
Identifiers— * Nevada 
Determining the imperative educational needs 
in the State of Nevada constituted the general 
purpose of this study funded under Title III of the 
Elementary and Secondary Education Act. Utiliz- 
ing the 1969 Wisconsin Educational Needs As- 
sessment Study instrument, the study sought to 
evaluate educational needs in terms of subject 
fields to be taught, level of education needed in 
the various school districts, pre-vocational and 
occupational programs, teacher personnel con- 
cerns (e.g., salaries), administrative and pupil ser- 
vices, budget allocations, instructional ap- 
proaches, educational p i i 
education. After a discussion of the foregoing 
areas of need, composite educational needs 
representing the sample population (n=451)-- 
school board members, educators, students, and 
citizens from urban, rural, and remote areas--are 
noted. It is concluded that reading, education in 
motivating and guiding pupils, diagnosing pupil 
needs, individually guided instruction, and 
teacher personnel are among the high-priority 
items in planning for education in Nevada. Two 
appendixes, 28 tables, and 13 figures illustrate 
the report. (MJB) 


ED 050 872 RC 005 304 

of Nevada, May 1-2, 1964). 

Nevada Univ., Reno. Center for Western North 
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Descriptors—American Indian Culture, *Amer- 
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ion, *Legal Problems, *Politi- 

cal Issues, *Social Attitudes 








80 Document Resumes 


Identifiers— * Nevada 
The conference report of the 1964 Nevada 
Inter-tribal Indian Conference, designed to en- 
between 


and opportunity, (b) Indians and the community, 
and (c) Indians and legislation. The document 
also records narration reflecting the attitudes of 
Indians in Nevada toward their life situation. Ad- 
ditionally, emphasis is given to the claims cases of 
such tribes as the Washoe, the Western 
Shoshone, and the Northern Paiute. This material 
“should prove valuable to those who are in- 
terested in Indian affairs, Nevada history and 
anthropology, social work and Indian education.” 
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Historical Perspective 

Minnesota Univ., Minneapolis. Center for Urban 
and Regional Affairs., Minnesota Univ., Min- 
neapolis. Training Center for Community Pro- 


grams. 
Pub Date Jun 71 
Note—44p. 
EDRS Price MF-$0.65 HC-$3.29 


en *Minnesota, Sioux Indi- 


re historical perspective of the education of 
Minnesota Indians until 1934 is provided in terms 
of (1) the function of the missionary, (2) the 
federal period--including the mission contract 
period, reactionary policy, and new direction and 
money--and the 20th century, and (3) the Min- 
nesota Indians and state public school education. 
Demographic data, 3 population maps, and a 
bibliography are included. (MJB) 
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Spons Agency—Congress of the U.S. , Washing- 
ton, D.C. Senate Committee on Government 

rations. 

Pub Date May 71 

Note—159p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
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EDRS Price MF-$0.65 HC Not Available from 
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Descriptors—*Demography, Development, *Edu- 
cation, *Employment, Federal Aid, Health, 
Housing, Income, Programs, *Rural Areas, Ser- 
vices, *Socioeconomic Influences 
As part of a report by the Economic Develop- 

ment Division of the Economic Research Service, 

U.S. Department of Agriculture, to the Ist ses- 

sion of the 92nd Congress, the socioeconomic 

conditions and trends of rural America in the 

70’s are described by way of statistical compila- 

tion of data. The report highlights the problems 

of rural people according to where they live in 
contrast to where others live. The document 
presents the material in 5 categories: Population, 

Income and Employment, Health and Education, 

Housing, and Government Services and Facilities. 

“Each of these sections is introduced by an over- 

view statement on the subject matter included. 

The tables and charts are accompanied by a brief 

narrative on the particular set of figures 

presented.” (EL) 
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Report of Survey Findings: Assessment of Needs 
of Bilingual Education Programs. 

National Consortia for Bilingual Education, Fort 
Worth, Tex. 

Pub Date Jun 71 

Note—86p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—American Indians, *Bilingual Edu- 
cation, Chinese, Community Involvement, Cur- 
riculum Development, Educational Needs, *In- 
structional Materials, *Instructional Programs, 
Mexican Americans, *National Surveys, Portu- 
guese, *Spanish Speaking, Staff Improvement, 
Teacher Characteristics 

Identifiers—*Elementary Secondary Education 
Act Title VII 


ng 
tained mainly by mail-out, telephone, and on-site 
visitation surveys. Nine tables and 6 figures are 
included. A related document is RC 005 322. 
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*Economic Development, Employment, 
*Federal Programs, Health, Housing, Income, 
i Distribution, Rural Education, 
ural Environment, Rural Population, *Rural 
vee Differences, Self Help Programs, *Ser- 
vices, *Social Development, Utilities 
A 1971 message from the President of the 
United States, this report on government services 
to rural America discusses the American scene 
today, population, employment, income, commu- 
nity assets, education, health, housing, electricity 
and telephone services, the future of rural Amer- 
ica, and program availability in rural areas. The 
appendix includes the source and nature of infor- 
mation given, followed by 11 tables showing mo- 
nies (by state) expended in 1970 through Federal 


governmental agencies. (MJB) 
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A Factor Analysis of Attitudes Toward the Term 





EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Attitudes, College Faculty, *Con- 
servation Education, *Environmental Educa- 
tion, Graduate Students, *Outdoor Education, 
Recreational Activities, *Research, Vocabulary 
The problem was to determine similarities and 
differences in attitudes toward the meaning of the 
term “outdoor education.” The examined popula- 
tion comprised members of the American As- 
sociaticn for Health, Physical Education, and 
Recreation’s (AAHPER) Council on Oftdoor 
Education and Camping who were associated 
with colleges and universities. Results were sig- 
nificant. Of the 118 in the population, 97% 
responded by completing the test instrument. 
Results indicated that the AAHPER Council was 
divided into 3 partially overlapping interest 
groups, each having some individual and some 
shared attitudes toward the meaning of ‘‘outdoor 
education.” The research hypothesis was that 
agreement existed among members of the 
AAHPER Council on the meaning of “outdoor 
education.” “Agreement” was operationally 
defined as at least 70% of the respondents ap- 
pearing on any one of the attitude factors ab- 
stracted by a factor analytic re ie Sogn = 
(Q-methodology). Since 70% of the 
did not appear on any one of the factors, he 
hypothesis was rejected. Since areas of disagree- 
ment appeared, it was within the scope of inquiry 
to describe the nature of this disagreement. An 
analysis and interpretation of the extracted fac- 
pee and an explanation of the concomitant at- 
ups described the areas of this disagree- 
shoot 3 prominent attitude groups were the 
(1) Ex t-oriented Group, (2) Conserva- 
Geoseaate Group, and (3) Outdoor-activity- 
oriented Group. (Author/LS) 
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The U.S. Comptroller General’s Office has 
compiled a report on the administration and ef- 


children living in school-attendance areas having 
high concentrations of children from low-income 
families in West Virginia. As stated in the docu- 
ment, review of the Federal encom- 
passed Logan, Raleigh, and Fayette counties 
because of greater program funds allocated to 
local educational agencies (LEAs) therein. The 
review was also concerned with selected aspects 


of funds allocated to the state educational agen- 
cy. The review was directed toward an examina- 
tion into (1) procedures and criteria used in 
selecting areas eligible for program participation 
within an LEA, (2) allowability of charges to the 


program. 
Among the areas discussed in the document are 
program participation, construction of educa- 
tional facilities, equipment purchase, and audits 
of Title I program activities. Recommendations as 
to how the Federal money can be utilized to the 
fullest extent to benefit the target population are 
included. (EL) 
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Note—42p. 
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School Integration, School Services 
Identifiers—*Elementary Secondary Education 
Act Title I 
Presented is a condensed evaluation report 
from the National Advisory Council on the Edu- 
cation of Disadvantaged Children relating to 
1970-71 school year programs funded under the 
Elementary and Secondary Education Act, Title 
I. The major foci of the Title I report are parent 
involvement and accountability, school finance, 
State discretion and delivery of services, quality 
compensatory and integrated education, and cul- 
tural differences. The last chapter is a summary 
with recommendations relating to each major 
area within the scope of the report. The docu- 
ment contains 5 appendices, one of which is a 
comparative study chart of Title I evaluations 
completed since 1969. (AL) 
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Development, Legal Aid Projects, Neighbor- 
hood Centers, Tables (Data) 
Identifiers— * Arizona 

Presented is the 4th annual report of the 
Arizona State Economic Opportunity Office. The 

purpose of the report is to provide interested 
agencies, public officials, and the general public 
an overview of Office of pay Opportunity 
programs operating in the State of Arizona. The 
report gives brief descriptions and purposes of 
the various programs. It also contains a compila- 
tion of projects by county and Indian community 
action agencies. All single-purpose programs of 
record in the state office are also included. (LS) 
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Identifiers— *New Mexico 
“The purpose of this report was to select and 
present data on the various levels of education in 
the State of New Mexico, with particular 
reference to status, deficiencies and needs in cur- 
riculum and instruction. The most significant and 
relevant information on elementary education 
(public and non-public), secondary education 
(public and non-public), Indian education, voca- 
tional and technical education, and higher educa- 
tion was collected and analyzed to propose sug- 
gestions and recommendations for improvement 
of curricula and instruction.” An attempt was 
made “‘to reveal significant areas of educational 
need coupled with recommendations that may 
suggest programs and projects to cope with the 
noted educational deficiencies in the state.” A 
formal observation of innovational practices for 
curricular and instructional revision in New Mex- 
ico schools is appended. (JH) 
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The study was conducted with the understand- 
ing that bilingual Navajo Indian students attempt- 
ing to get an education in the public school 
system are faced with learning to read the English 
language under the conventional method. As 
stated, the primary purpose of this study was to 
determine if the Indian and non-Indian children 
in grades 4, 5, and 6 of the San Juan County 
School District, Utah, could increase their read- 
ing vocabulary using 6 conventional basal readers 
and accompanying dictionaries, the “Little Dic- 
tionaries for Vocabulary and Idioms,” during the 
school year 1969-70. These investigator-con- 
structed dictionaries contained English definitions 
of every idiom and vocabulary item in the basal 
readers that the researcher deemed questionable 
in terms of understanding by a bilingual student. 
Results of the pre- and post-test were statistically 
compared using the t-ratio. General findings were 
that grades 5 and 6 of the experimental Indian 
group showed significant gains in vocabulary 
skills; grade 4 Indian students in the experimental 
groups gained higher than grade 4 Indians in the 
control group; and grade 4 non-Indians in the 
control group gained significantly higher than In- 
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dians in the same group. Recommendations are 
included for replication and further study of the 
problem. (EL) 
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Descri American Indians, *Annotated 
Bibi: *Educational Resources, 


Newspapers, Periodicals, Philosophy, Political 

Science, *Reference Materials, Sociology 

More than 300 dooks .and- articles . ‘published 
from 1920 to 1971 are reviewed in this annotated - 
bibliography of literature on the’ Chicano. The 
citations and reviews are categorized by subject 
area and deal with contemporary Chicano histo- 
ry, education, health, history of Mexico, litera- 
ture, native Americans, philosophy, political 
science, pre-Columbian history, sociology, _ 
Southwest history. Six Chicano journals and 

periodicals are reviewed, as are 7 additional 
bibliographies on the Chicano. Newspapers af- 
filiated with the Chicano Press Association and 3 
additional Chicano rs are listed with ad- 
dresses. Author and title indexes are appended. 
(JH) 
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The cross-cultural study was performed (1) to 

determine what significant differences there were 
among Cloquet Junior High School students in 
terms of use of mediums of mass communication 
(TV, radio, movies, newspapers, comic books, 
and books) and (2) to note whether significant 
differences existed between interests (¢.g., adven- 
ture, comedy, mystery) of Indian students and 
non-Indian students. Other purposes of the study 
were to check the availability of various mediums 
to all students and the usefulness and importance 
of such as part of the instructional program. The 
population included 102 students (in grades 7, 8, 
and 9), of which 34 were American Indians from 
the Fond du Lac Chippewa Indian Reservation in 
Minnesota. A 4-page checklist obtained data, 
which are recorded on tables. The findings 
revealed (1) a definite pattern of interest with 
each medium and (2) a significant interest dif- 
ference with Indian students as compared to 
other students, with some exceptions. In the 
second study, designed to obtain a more 
complete picture of Indian student interests than 
was provided by the foregoing cross-cultural stu- 
dy, 36 Indian students attending 4 Minnesota 
secondary schools responded in terms of mass 
communication interests. Tabular results indicate, 
for example, that students in all schools feel that 
books comprised the medium from which the stu- 
dents learned most. (EL) 
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This study foguses om, the economic benefits 


" Sgrived. by the sigpens Sate mniguation. The re- 


‘ace tee 


nual earnings differential attributable to migra- 
tion, the results of the foregoing analysis, and’ in- 
terpretation and policy implications. Among the 
implitations, it is noted that (1) migration out of 
the South. yields higher earnings for all but 
women, who earn no additional income, and for 
the college-educated; (2). overall, the larger the 
city migrated to, the larger the monetary gains; 


~.-“=(3) after 5 years, migrant earnings are equal to 


those of Northern and urban nonmovers of the 


‘same education, age, race, and sex; and (4) 


South-to-North migration is more profitable for 
_nor-whites than for’ whites. ‘Twelve tables are 
' presented. (MJB) : 
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Descriptors—*Bilingual Education, *Instrumenta- 

tion, *Measurement Instruments, National Sur- 

veys, *Spanish Speaking, Testing, *Tests 
Identifiers—*Elementary Secondary Education 

Act Title VII 

Developed by the National Consortia for Bilin- 
gual Education, this list of tests representing 72 
Title VII projects includes commercially 
published tests, tests developed by the projects 
themselves, and tests designed by other entities 
such as educational laboratories, school districts, 
and state agencies. Each test is described in terms 
of the project using the test, language of the pro- 
ject, grade range, test title, origin of the test, 
stated purposes, age level or grade, level of appli- 
cation, and language of test. It should be noted 
that “‘adequacy of measurement, usability, or ap- 
propriateness (of the tests) should not be in- 
ferred.” Appendix A shows the commercial tests 
used in Title VII projects, their publishers, and 
the project users. Appendix B gives the addresses 
of test publishers. A related document is RC 005 
308. (MJB) 
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Attempting to delineate urban Mexican Amer- 

ican life patterns, this analysis seeks to indicate 

the distinctions in the patterns of life of different 

types of Mexican Americans in order to provide a 

workable framework for empirical research. The 

analytical framework contains 4 levels: the rural 
novice (from rural areas in the United States) or 
the immigrant novice (from a rural setting in 

Mexico) having little education and not conver- 

sant in English; the hard-core individual who has 

rejected society, and/or is deviant as defined by 
society, and/or is a barrio dweller; the transitory 
individual who is the would-be assimilate, would- 
be biculturate, or would-be hard-core regressor; 
and the mainstream individual who is either an 
assimilate or a biculturate. This framework, along 
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with the accompanying values schemes and allegi- 
ance-group patterns, furnishes general guidelines 
for mounting action programs for urban Mexican 
Americans. It is recommended that such pro- 
grams (1) begin by reinforcing basic Mexican 
American values, (2) be aimed simultaneously at 
different economic levels, (3) attempt to supply 
interdisciplinary technical support, (4) be 
designed to enable Mexican Americans to help 
their own, and (5) be national in scope and com- 
mitment. The greater issue is the mobilization of 
effort to enable most Mexican Americans to join 
the mainstream of United States society. Two 
acumen 13 references are included. (MJB) 
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The Southwestern Cooperative Educational 
Laboratory’s Communication Arts Program for 
American Indian and Mexican American young- 
sters age 3 through 9 outlines a day which con- 
sists of experiences that develop the child’s oral 
language capacity and reading and writing skills 
in English. The basic plan rests on an installation 
strategy that assumes and prescribes roles for 
teachers, teacher aides, parents, and administra- 
tors--emphasizing their roles as change agents 
while stressing a need for a comprehnsive training 
program. The child is defined as the primary 
client and the teacher, teacher aide, parent, and 
administrator are secondary clients who surround 
and screen the child during the educational 
process. The entire secondary-client population is 
considered the key to increasing the child’s 
probability of success in school. The child’s 
problem in school is seen as falling into 3 broad 
areas: academic performance, interpersonal rela- 
tionships, and intercultural ability. Outcomes are 
specified for each area for the child and for each 
class of secondary client. One set of curriculum 
and installation products is specified for the en- 
tire Communication Arts Program. Paradigmatic 
schedules are provided to demonstrate how these 
products integrate in the various formats of the 
program. Included is a schematic relationship 
showing activities, components, products, and the 
schedule for development of the program. Esti- 
mates of the annual costs for the various activi- 
ties are also provided. (Author/JH) 
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Development 
Engineering has much to offer the field of edu- 

cation in bridging the gap between social sciences 

and teaching by utilizing scientific findings and 
experience to improve ongoing educational pro- 
grams and to create new ones. Partial cause of 
failures at attempts for educational innovation 
can be found in the lack of appropriate design 
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tion of a social 


designing systems and alternatives, planning im- 
plementation, and implementing change. (VJ) 
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one pe of the history of the measurement 
of reading comprehension follows the develop- 
ment of formal and informal reading comprehen- 
sion tests dating from 1913 to the present. Upon 
reviewing the aspects, procedures, and criteria of 
these tests, the author noted that most of these 
tests resembled group verbal intelligence tests. 

Makeup of the tests was discussed to show how 

they were related to purposes for reading. It was 

felt that most tests had attempted to measure 
reading comprehension as a mere thought-getting 
process unrelated to reading purposes and that 
these tests limit the purposes for reading to the 
examinee’s ability to achieve the test developer’s 
purpose. A number of problems with regard to 
these tests were raised. It was concluded that in- 
stead of a continuous process of development, 
improvement, and increased knowledge in that 
area over the past 50 years, there had been mere- 

ly a continuous rediscovery of old ideas and a 

continuous search for the elusive, definitive 

theory of reading comprehension which can serve 
as a basis for all measures of reading comprehen- 
sion, Standardized reading tests which seem to 

measure reading comprehension are included in a 

table. Diagrams of various theories of reading 

comprehension and references are also included. 
(AW) 
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The Team Reading Project at Suffolk Commu- 


nity College is designed to aid college students 
with academic, cultural, linguistic, or economic 
deficiencies through a |-semester course in study 
skills and remedial work in reading, mathematics, 
and writing. Four instructors coordinate the pro- 
gram, aided by a counselor. The reading com- 
ponent is the focal point of the program, the 
reading instructor working closely with the other 
instructors in selecting materials. The establish- 
ment of a team reading program requires first 
that a broad-based planning committee of faculty, 
a librarian, and a research director be established 
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Conference Reports, *Developmen- 
tal Reading, *Federal Programs, Illiteracy, In- 
structional Improvement, *Literacy Education, 
*Program Evaluation, Reading Ability, *Read- 
ing Programs, Teaching Techniques 
The author quotes the statement that the pri- 

mary goal of the Research and Development Pro- 
gram on Reading is to “produce functional read- 
ing competence on the part of all persons reading 
age 10.” In evaluating this goal, he considers it to 
i questionable for several reasons. First, there is 
correlation between reading ability at the 
po of 10 and ultimate academic success. Second, 
fourth-grade reading ability is not sufficient for 
most adult reading tasks, thus the standard is not 
realistic. Studies of Dale, Gray, and Ojeman 
demonstrated that adults with less than fifth- 
grade schooling tended to regress in reading abili- 
ty, while those with more than 5 years tended to 
maintain or improve. They also observed a low 
relationship between the last school grade at- 
tended and reading ability as an adult. Third, 
there is a conflict between the goal and the 
Pp research. The goal is the production of 
functional literacy for all the population, but the 
research will concern itself with inventing a new 
way of teaching developmental reading that will 
function only up to the fourth grade. And finally, 
the program also faces the problem of in 
an omnipotent method of instruction effective for 
all the school population. References are in- 
cluded. (AW) 
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The purpose of this study is to survey research 
literature concerning the use of the cloze 
procedure and to determine what is known about 
the procedure. The survey proceeds in three 
broad areas: (1) methodological considerations, 
(2) cloze as a measuring device, and (3) cloze as 
a teaching technique. It is concluded that cloze 
based on every -n(th) deletion correlates more 
highly than based on selective deletions and that 
scoring of exact replacements is the most useful 
scoring system. The author reports that the cloze 
procedure is a valid and reliable measure of com- 
prehension ability. He also feels that the most sig- 
nificant contribution the cloze procedure has 
made to reading research is in the aspect of 
readability, and this signals cloze as an important 
tool in the study of language. Further research is 
recommended to examine the construct validity 
of the cloze procedure and to investigate various 
uses of the cloze (1) to measure information 
gain, (2) to measure listening comprehension, 


*Reading 


die 
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Educational Testing Service, in cooperation 
with Response Analysis Corporation and 
MATHEMATICA, is carrying out a research pro- 
ject to describe reading behaviors of American 
adults and to translate these behaviors into a 
of tasks for the measurement of adult 
reading achievement. A household interview sur- 
vey of a nationally representative sample of 
adults will be carried out to collect data on exist- 
ing reading behavior of all types. Then panels of 
prominent individuals representing major con- 
stituencies within the American public will 
discuss the benefit they feel would accrue to in- 
dividuals who can successfully perform a wide 
variety of reading tasks. They will be provided 
with a summary of the survey results and a 
limited number of prototype reading tasks. The 
outcome of these meetings will be a picture of 
the judged benefit values of each reading task as 
it relates to the particular needs and aspirations 
of a wide variety of population subgroups. The 
completed prototype will be presented to respon- 
dents to receive data parallel to those obtained in 
the first survey. It should be possible to develop 
from such a prototype a larger, flexible multipur- 
pose pool from which reading tasks may be 
selected to meet user requirements. (AW) 
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Readiness Tests, Standardized Tests, Visual 
Perception 
The technique of factor analysis was used to 
explore the structure of five batteries of readiness 
tests (Gates Reading Readiness Test, Develop- 
mental Tests of Visual Perception, Metropolitan 
Readiness Tests, Specially Constructed Readiness 
Test by Olson, and Wechsler Intelligence for 
Children) as predictor variables for the Stanford 
Achievement Test, Primary | Battery. These tests 
were administered to 218 first-grade children. 
Four factors (Verbal-Conceptual Ability, Audito- 
ry-Visual Association, Specific Readiness, and 
Specific Perceptual Organization) were retained 
for rotation, employing the maxplane method. In- 
tercorrelations among the oblique factors in- 
dicated a degree of interdependence between fac- 
tors 1, 2, and 3. Among the findings were (1) 
that specific subtests from the Developmental 
Tests of Visual Perception and the Metropolitan 
Tests were found to make limited contributions 
to the prediction of reading achievement and (2) 
that the specific readiness factor and the specific 
perceptual organization factor were both inde- 
pendent of reading achievement. The need for 
further exploration similar to this study was sug- 
gested. Tables and references are included. (AW) 
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Teachers have been learning to improve their 
questioning strategies to facilitate students’ think- 
ing. The students too should learn the skill of 

questioning to be a good reader for the rest of 
their lives. The teacher’s first job is to identify for 
students the skill of questioning as a way of un- 
derstanding the writer, pinpointing his Lg ma 
synthesizing what he says, evaluating his ideas, 
and solving problems. Then he should demon- 
strate for them how questioning is done. The 
most important but most problematic step is 
providing for students the environment to prac- 
tice the skill of questioning. The ultimate objec- 
tive is to help students reach the point where 
they question writers as they read. Since 
questioning the writer is a somewhat difficult and 
complex concept, the students should be led to 
begin by questioning the present that evolves 
around themselves, then proceed to questioning 
peers and other persons known to them, and 
finally to questioning the writer whose ideas can 
— be reached through the printed words. 
(AW) 
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i 
Recent models of beginning reading processes 
are described, and the author offers the following 
summarization: (1) Models at present focus on 
cognitive aspects of reading; little attempt has 
been made to incorporate affective aspects into 
the models. (2) Several different theoretical posi- 
tions within psychology representing a wide 
variety of points of view have been used, whereas 
transfor ative grammar is the only 
theory from linguistics that is represented in 
recent attempts at model building. (3) There 
seems to be a rapprochement among theorists 
toward a view of reading as both a complex cog- 
nitive skill, the goal of which is obtaining infor- 
mation, and a complex language system. (4) Most 
models focus on the reading process per se. How- 
ever, the opinion is evidenced that in order to un- 
derstand the acquisition process, we must first 
study the skill as it appears in final form. (5) 
Most models of the acquisition phase focus on 
decoding and its prerequisite abilities. The 
mechanisms involved in making correspondence 
between orthography and sound cannot, however, 
be characterized in terms of simple associative 
learning. Rather, basic knowledge of language is 
intimately involved, as well as the utilization of 
complex active perceptual and cognitive strate- 
gies. (Author/AW) 
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Difficulties in staffing ever increasing numbers 
of college reading improvemen st yea makes 
this an area in which paraprofessionals can be of 
great value. One source of personnel for college 
reading programs, not strictly paraprofessional 
but called that for lack of a more explicit term, is 
graduate students in reading education. Training 
should include enrollment in a reading improve- 
ment course, brief practice teaching experiences, 
and familiarity with measurement instruments and 
with instructional materials. The paraprofessional 
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should be able to assist students with most read- 
ing laboratory activities and should be able to 
program planning. Such a program as described 
was begun by the author and has been successful 
over a 3-year period, leading him to recommend 
similar programs in other places. A reading list 
for paraprofessionals and a bibliography are in- 
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Reading diagnosis aims at determining a stu- 

dent’s present stage of development and how to 

help him toward his next stage of development. 

Reading di is should analyze three things: 

what the int is expected to read, how the stu- 

dent handles these expectations, and how the stu- 
dent can be helped most effectively. Currently 
there are five areas of concern within the field of 
reading diagnosis: perceptual motor diagnosis, 
brain damage and reading, curriculum analysis, 
behavioral objectives and criterion referenced 
tests, and reading capacity. Research in the first 
two areas should continue, but they have no 
place in the current reading curriculum. Also 
there is no evidence that perceptually han- 
dicapped or minimally brain damaged students 
need special programs. Curriculum analysis puts 
emphasis on what is wrong with programs rather 
than what is wrong with students. Behavioral ob- 
jectives and criterion referenced tests are positive 
developments in reading diagnosis in that they 
provide an analysis of what is taught and how it is 
taught. Finally, rather than being concerned with 
measuring reading capacity, attention would be 
oe to what the student needs to read and what 
can now read. (VJ) 
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A word recognition model involving four 

processing stages was used, and tests of various 
word recognition strategies were administered to 
25 fourth graders and 25 college students. The 
model included the following stages: (1) using in- 
formation in a passage; (2) generating hypotheses 
from what the next word might be; (3) testing 
these hypotheses using cues such as partial per- 
ception of letters, word length, etc.; and (4) ac- 
cepting or rejecting the hypotheses. A scientific 
prototypal two-channel tachistoscope and 10 
word-pairs were used to test speed of word recog- 
nition of both adults and children. Then the word 
recognition strategies test was given. Thirty adjec- 
tive-noun pairs were typed on index cards such 
that the first word was complete and the second 
word had missing letters indicated by dashes. 
Each card was flashed twice to all subjects. The 
subject’s first report of the second word was 
recorded, as well as his response certainty. For 
each of five treatment conditions analysis by t- 
test indicated that adults were significantly faster 
in recognition; in the absence of a recognition, 
adults also reported a significantly higher propor- 
tion of correct partial perceptions at wey 
faster speeds. References are included. (AW 
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Descriptors—*Content Reading, Developmental 
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Reading Readiness, *Reading Skills, Silent 
Reading, *Study Skills, *Teaching Techniques 
Subject-area teachers are not ¢: to be 

reading experts, but they can help students over- 
come reading difficulties. Students often fail to 
meet the subject-matter demands due to lack of 
purpose in reading content, unfamiliarity with 
technical vocabulary, and the heavy concept load 
and idea density in the material. Teachers can 
use reading techniques to guide the study of text- 
books and other materials. A typical developmen- 
tal reading lesson consists of five major stages: 
(1) readiness for reading, (2) silent reading, (3) 
discussion of the material, (4) rereading, and (5) 
application. Students should also learn how to 
establish reading objectives and efficient ways of 
pursuing them. Useful study skills include locat- 
ing, selecting, orzanizing, and remembering infor- 
mation; use of graphic aids and directions; and 
developing reading flexibility. Strategies the 
teacher can use to help students improve reading 
in content fields are (1) to teach students to 
recognize the organization of the book and the 
pattern of writing, (2) to provide reading-study 
guides, (3) to use questions and surveys to direct 
student attention, (4) to teach students how to 
establish purposes for reading, and (5) to enrich 
their vocabulary. (AW) 
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The diffe b n the reading abilities of 

359 community-college students in selected 
classes and the readability difficulty of the texts 
used in those classes were examined. The Diag- 
nostic Reading Test, Form A was administered to 
the subjects, and results showed that 35.9 percent 
of the population read at or above grade level 13; 
33.5 percent read at grade levels 10, 11, or 12; 
19.1 percent read at junior-high level; and 11.4 
percent read below grade level 7. Thus, almost 
two-thirds of the subjects were reading below 
grade level. The texts used in the 16 classes were 
analyzed according to the Dale-Chall formula, 
and 14 of the 29 texts were more than one grade 
level above the reading ability of the students 
who used them. Five of the texts were rated at 
grade level 16, or graduate level, and the classes 
in which they were used had average reading 
ability rated from grade levels 10.9 to 12.2. It 
was recommended that teachers give more atten- 
tion to the readability levels of the texts they 
select and that publishers assist this effort by ad- 
vertising the readability levels of specific texts 
and other materials. Tables and references are in- 
cluded. (VJ) 
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Behavioral objectives for various skill areas re- 

lated to reading are listed for eleven levels (A 

through K). Each level deals with seven or eight 

skill areas, and each area has from one to 12 ob- 
jectives with specific examples given for each ob- 
jective. The skills for the various levels are visual 
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discrimination, auditory discrimination, literal 
comprehension, interpretive comprehension, 
evaluative comprehension, library skills, related 
reading, reference skills, structural analysis, 
vocabulary development, and organizational 
skills. The eleven levels increase in overall dif- 
ficulty,: although the behavioral objectives for 
skills within each level seem to be of the same 
general level of difficulty. (VJ) 
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The experimental program in visual-motor-per- 
ceptual training in Ramapo Central School Dis- 
trict No. 1, Suffern, New York, was used as a 
guideline to prepare a detailed description of 
specific activities and exercises to be used by ad- 
ministrators and teachers. In the program, 80 
visual-motor-perceptual handicapped children in 
first, second, and third grades were identified by 
a Gross Screening Instrument and a Fine Screen- 
ing Instrument. They were then randomly placed 
into experimental and control groups. Pretesting 
consisted of the Lorge-Thorndike IQ Test, the 
Metropolitan Readiness Test, the Gates-Mac- 
Ginitie Reading Test, and the Stanford Achieve- 
ment Test. The children were put into groups to 
receive training according to individual needs for 
1/2 hour daily. Training activities were divided 
into six major categories: ocular motor, move- 
ment, laterality and directionality, spatial 
judgments, eye-hand coordination, and visualiza- 
tion. On the basis of Fine Screening results 6 
months later, the experimental group showed 
more improvement in visual-motor-perceptual 
functioning than the control group. The manual 
Suggests specific activities and exercises for 
teacher use in different settings (regular class- 
room, physical education, and remedial training). 
A list of useful equipment and materials and a 
bibliography are included. (AW) 
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The effects of specific directions on the reading 
comprehension of sixth-grade students were in- 
vestigated. Two passages on different topics, each 
with 20 percent of the sentences relevant to the 
topic, were materials for two informal tests ad- 
ministered to 92 six-grade students. Half of the 
students were given specific directions to learn 
about the relevant topic, and the other half were 
not. The post-test contained questions on the 
relevant and incidental materials. A Focus Ability 
test and the Gates-MacGinitie comprehension 
subtest followed. Findings showed that (1) the 
results from the two material sections were in 
conflict, (2) the ability to identify relevant 
material in a passage was not related to the abili- 
ty to learn the relevant material selectively, (3) 
there was a low positive relationship between the 
ability to identify relevant material and the stan- 
dardized measure of reading comprehension, and 
(4) the informal measure of reading comprehen- 
sion scores were significantly correlated with the 
standardized measure of reading comprehension 
scores. Further research was suggested. Tables, 
appendixes, and a bibliography are included. 
(AW) 
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Descriptors—Bibliographies, Computers, Con. 
ference Reports, Evaluation Criteria, *Federal 
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Processes, *Literature Reviews, *Models, Ob. 

jectives, Personnel, *R Processes, 
*Reading Research, Search Strategies 

In this report of an interdisciplinary 

consortium effort, Project 2, Literature Search in 
Reading, funded by USOE’s Targeted Research 
and Development Program in Reading, the author 
summarizes the project objectives, milestones, 
and strategies used to accomplish these 
milestones. The objectives as reported are (1) to 
identify and evaluate the significant literature in 
the reading process, learning to read, and lan- 
guage development; (2) to build models of these 
processes; (3) to describe and synthesize these 
models; and (4) to describe hypotheses and tests 
central to developing new research studies 
needed to refine and extend these models. The 
listed milestones are (1) a working bibliography 
of 8,200 references; (2) the development and use 
of a Reference Evaluation Form (REF) to evalu- 
ate the literature; (3) computerization of REF’s 
by interrogation criteria; and (4) working 

identifying models and the state of knowledge. A 

description of the project personnel is also given. 

References and tables are included. (AW) 


ED 050 907 RE 003 577 
Matz, Robert D. Rohwer, William D., Jr. 
Visual Elaboration and Comprehension of Text. 
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Note—14p.; Paper presented at the meeting of 
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EDRS Price MF-$0.65 HC-$3.29 
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Learning, Verbal Stimuli, * Visual Learning 
The extent to which pictorial presentation 
would facilitate the comprehension of text-like 
passages among two populations of fourth-grade 
students was investigated. Subjects were 64 stu- 
dents each in high-socioeconomic status (SES) 
white and low-SES black groups. Simple passages 
amenable to pictorial presentation were read over 
a programed tape to the subjects. At the same 
time slides giving a cumulative presentation were 
projected. In the verbal conditions they were 
made from photographs of hand drawings. Sub- 
jects were tested individually following each 
e. Three main effects were significant: 
population, presentation mode (text versus pic- 
torial), and question type (1 attribute span 
question versus 2 to 4 attribute span questions). 
The data also indicated that visual elaboration 
was significantly more effective in the low-SES 
black population. It was the researcher’s belief 
that the question-type effect in the low-SES black 
population indicated the subjects’ attempt to 
transform the passages by processing them con- 
ceptually and that equal performance in the 
memory and inspection conditions in the pictorial 
mode confirmed that the pictures aided in this 
conceptual activity. Tables, figures, and 
references are included. (AW) 
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service Teacher Education, ‘*Interpersonal 
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tion, *Reading Readiness, *Rural School 
Systems 
A series of programs in Claiborne County, Mis- 
sissippi, designed to improve interpersonal rela- 
tions and preschool and first-grade reading in- 
struction was evaluated. Part of a plan. designed 
to aid majority Negro rural isolated school dis- 
tricts, these programs consisted of (1) inservice 


















training for teachers, (2) a preschool readiness 
program using the Readimobile unit, (3) the 
utilization of Open Court Correlated Language 
Arts Program for reading improvement, and (4) 
the Ojemann Program teaching human behavior 
understanding. Data were collected on these pro- 
grams and treated by various statistical methods. 
Major results of the analysis revealed that (1) 
there was a significant increase in 1968-69 
preschool readiness scores when compared to 
1967-68 scores, (2) participants of the Readimo- 
bile program scored at a significantly higher level 
on readiness tests than did Headstart participants, 
(3) the reading achievement of first graders did 
not increase significantly, (4) the relationships 
between readiness scores and first-grade achieve- 
ment scores was significantly higher in 1968-69 
than in previous years, (5) students showed a sig- 
nificant increase in the application of the causal 
approach to human behavior, and (6) teachers 
rated “parental support” as their most pressing 
problem and “motivation to learn” as their least 
concern. Appendixes and tables are in- 


cluded. (VJ) 
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The management of a reading program should 

be based on objectives rather than on tasks. 
There are eight functions that apply to successful 
management: planning, organization, staffing, 
direction, control, innovation, representation, and 
communication. The R3C concept (reading coor- 
dinator, reading committee, reading center) is 
helpful to delegate the responsibilities for the 
reading program to individuals or smaller groups. 
The principal of the school should assign 
someone who would have intelligence, con- 
fidence, and dedication to be the reading coor- 
dinator. The coordinator would act as the leader 
of the reading program. Teachers from different 
grade levels should be put on the reading com- 
mittee to help and advise the coordinator. The 
school reading center would contain materials 
available to all teachers in the school. Its function 
would be to help the teachers achieve the goals 
of the reading program by making them aware of 
what resources are available, improving the 
center environment, and simplifying check-out 
procedure. The principal would meet with the 
reading committee to analyze needs and agree on 
goals, then the coordinator might begin detailed 
planning and other functions with the reading 
committee. References are included. (AW) 
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Teacher Role 

The use of paraprofessionals has been rein- 
troduced on a large scale into the field of profes- 
sional education since the middle of 1960’s. The 
public concern for getting their tax money’s 
worth in quality of teaching called for federal aid 
to help schools hire nonprofessional teacher 
aides. The work of paraprofessionals in schools 
can be divided into clerical, housekeeping, in- 
structional, motivational, and _ integrational. 
Teachers should have training in management 
techniques so that they can direct the activities of 
the paraprofessionals teamed with them to obtain 
effective results. Present paraprofessional pro- 
grams are faulty in (1) training teachers’ com- 
petitors rather than supportive help, (2) training 
only the most able aides, (3) emphasizing com- 
munity involvement for its own sake, (4) over- 
burdening classroom teachers with program 
responsibilities, and (5) lacking portability. The 








following are necessary to insure that paraprofes- 
sional programs will accomplish valid educational 
improvement: (1) awareness that moving into a 
paraprofessional program is not justifiable purely 
as an economic measure, (2) openmindedness 
and willingness to explore, (3) training of special- 
ized educational technicians for specific jobs, (4) 
legislation to permit expanded use of nonprofes- 
sionals in the instructional program, and (5) a 
career ladder for the able paraprofessionals to 
become professional teachers. (AW) 
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In order to improve the reading methods 
course at The University of Texas, a program was 
designed based on tutorial instruction. At first 
children were brought into the university class- 
room, one child for every two tutors. The univer- 
sity students (tutors) became directly involved in 
teaching reading and in being responsible for 
hildren’s achie t. However, despite the 
positive feedback from the students, children, and 
cooperating teachers, it was evident that the skills 
acquired from the course were not transferring to 
student teaching and/or actual teaching. An anal- 
ysis of the problem suggested that the tutors were 
not learning how to cope with the reading in- 
structional needs of groups of children. An at- 
tempt was made to improve the program by mov- 
ing it into the public schools where a larger 
number of children and additional space were 
available. The tutors now could work with more 
than a single child and could become involved in 
planning “direct teach” and “pupil managed” 
tasks. Evaluation of the program was made in 
terms of behavioral changes in both tutors and 
tutees. References are included. (DH) 
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There are many pros and cons to the recent 
trend of early reading. The opponents fear that 
too much emphasis on early reading may lead to 
a less rounded development of the child; they 
agree on providing the child with richer and more 
varied experiences to insure reading readiness. 
The advocates believe that today’s children have 
already had more and varied experiences and 
thus are more ready for reading activities at an 
earlier age than used to be the case. Some recent 
research studies have attempted to prove that (1) 
early readers do maintain their lead in reading 
achievement, (2) early readers have better at- 
titudes towards reading, (3) there is no evidence 
that early reading is harmful to a child’s eyesight, 
and (4) early reading will not result in psycholog- 
ical and social problems. However, the whole 
issue of early reading remains unresolved. Little 
research has been done to substantiate claims of 
the effects of early reading. Many of the criti- 
cisms center on questions regarding kindergarten 
teachers’ background for teaching reading, 
problems of organizing instruction, and current 
reading programs. Advocates of early reading 
should feel a pressing need to provide better 
guidelines grounded in_ related research. 
References are included. (AW) 
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A decision to change Indiana teacher certifica- 

tion requirements to include 6 semester hours of 

preparation in teaching reading produced a need 
for increased reading courses in all of the state's 
teacher education programs. This conference 

paper reports the means used to develop such a 

program. Initially all 23 Indiana colleges with 

teacher education programs were to take part, 
but gradually the project centered around Indiana 

University and Ball State University reading and 

instructional development faculties. It was hoped 

that planners of the program could view the task 
from the points of view of the learner's needs and 
the teacher’s task in directing learning. Six design 
teams were established to consider learner 
characteristics, overview of the program, 
behavioral objectives, word study, comprehen- 
sion, and approaches to instruction. Although the 
project did not follow éxactly the original plans, 
it will produce a program by the fall semester, 
1971. (MS) 
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The ability of sixth-grade students to yse con- 
text clues for identifying unknown words in 
science and social studies reading materials and 
the types of context clues most frequently used 
are examined. The 30 subjects from three white, 
middle-class urban schools missed 50 percent or 
more of the words on a prevocabulary test. The 
subjects read two articles in Reader’s Digest 
Reading Skill Builder and then selected the cor- 
rect meanings of 75 words taken from the arti- 
cles. The Vocabulary-Context Aid Test was used 
to determine how well the subjects used six types 
of context clues (direct explanation, experience 
or familiar expression, comparison and contrast, 
synonym, summary, and reflection of mood or 
situation). Results of the study showed that (1) 
13.3 percent of the subjects correctly identified 
75 percent or more of the words, (2) 96.7 per- 
cent identified at least 50 percent of the words, 
(3) all subjects correctly identified at least 40 
percent of the words, (4) experience or familiar 
expression was the context clue used most 
frequently, (5) summary was the context clue 
used least frequently, and (6) 32 percent of the 
subjects used the clues that the examiners had ex- 
pected them to use. Tables and references are in- 
cluded. (VJ) 
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An_ overview of research on implicit speech 
from 1868 to 1970 is presented. Various studies 
are reviewed in which a variety of mechanical 
devices were used to examine the physiological 
changes that occur during silent reading. Ecfelt’s 
use of a mingograph in 1950 was considered a 
breakthrough, along with his conclusion that ef- 
forts to eliminate implicit speech should be 
discontinued. Clinical applications of these ex- 
perimental results are also examined, as well as a 
more recent area of inquiry, that of causation 
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theories. The accumulated opinions of specialists 
in this area supported the theory that implicit 
speech may aid comprehension in the primary 
grades. Research of the 1960's which has direct 

on implicit speech as a covert-overt form 
of linguistic behavior includes studies by Cleland 
et. al., (1968), Laffey (1966), and Hardyck 
(1968). Conclusions are drawn from these studies 
which are pertinent to learning theorists, 
psycholinguists, and classroom teachers. A 
bibliography is included. (VJ) 
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A study was made of the research on percep- 
tual-motor development programs and their effect 
on reading readiness or reading achievement. The 
selection of 11 studies was based on specific 
criteria such as a minimal sample size of 40 sub- 
jects, an experimental period of at least 18 
weeks, and a pretest post-test research design 
with experimental and control groups. The stu- 
dies were divided into those which supported the 
hypothesis that programs of perceptual-motor 
development enhance reading readiness or 
achievement of intellectually able students and 
those which did not. Three of the five studies 
supporting the hypothesis were with students who 
were behind in reading or from a low 
socioeconomic environment. A summarization of 
the studies refuting the hypothesis revealed that 
83 percent of the studies were with kindergarten 
or primary-grade children who, in general, were 
not experiencing learning disabilities. On the 
basis of this review it was concluded that the 
hypothesis could be neither confirmed nor de- 
nied. The importance of the research may be in 
specifying the conditions under which perceptual- 
motor programs are appropriate--that is, for dis- 
advantaged children as a preventive program and 
for some children with learning disabilities as a 
remedial program. A ee is included. 
(DH) 
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The major portion of this book of readings 
contains selections from unpublished materials 
such as academic theses and other research re- 
ports which generally are not conveniently availa- 
ble. The aim has been to select passages which 
tell about actual procedures used in individual- 
ized reading rather than passages giving opinions 
for or against it. Many of the selections were 
written by classroom teachers who are more like- 
ly to be directly involved in such an approach. 
The chapter titles give an indication of this 
emphasis on practice; some of them are as fol- 
lows: Individualized Reading in the Primary 
Grades, Individualizing Reading Practices, In- 
dividualized Reading Procedures, Individual Dif- 
ferences and Individualized Reading, The 
Teacher of Individualized Reading, The Librari- 
ans Role in Individualized Reading, and Evalua- 
tion and Results. The author expresses the hope 
that through reading this book teachers will be 
induced to try the individualized approach to 
reading instruction. With a few exceptions the 
material was written within the decade of the six- 
ties which makes it less likely that it would have 
been read previously by the users of this book. A 
comprehensive annotated bibliography on in- 
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oon Reading Research, Secondary 
Grades, *Teaching Methods 
This book provides a comprehensive annotated 

bibliography of materials on individualized read- 

ing (IR). Sources include books, journal articles, 
conference papers, and master’s and doctoral 
theses. An introductory chapter includes a discus- 
sion of what IR is, how an IR program is or- 
ganized, problems related to an IR p program, 
research on IR, when the IR approach is best em- 
ployed, and how libraries are involved in an IR 
program. The bibliography section contains 648 
numbered entries, alphabetized by the author's 
last name, dealing with research, discussions of 
method and programs, opinion statements, and 
case studies. Annotations are extensive enough to 
provide considerable information regarding the 
sources. An index includes subject references and 
— to authors other than first authors. 
(MS) 
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The te of the secondary language 
arts program for nonacademic students in the 
Florence, South Carolina, public schools is ex- 
amined. The basic concern underlying «his pro- 
gram is the psychological needs of individual stu- 
dents, coupled with the teacher’s acceptance of 
the student’s social and educational status. The 
framework of the curriculum is built around the 
student’s achievement level rather than tradi- 
tional grade requirements; thus, there are seven 
phases of achievement within which reading 
grade level ranges from nonreading to grade 10. 
Students meet in their language arts classes for 
two-period time blocks daily, moving from one 
phase to the next at their own rates. The commu- 
nication skills of listening, speaking, reading, and 
writing are taught at each phase, these skills 
being organized around a six-element framework 
intended to establish guidelines and provide 
sequence and continuity in the curriculum: (1) 
needs of teenagers, (2) goals to be accomplished, 
(3) skills to be developed, (4) methods of in- 
struction, (5) materials to be used, and (6) as- 
sessment and evaluation. Teachers involved in the 
program are preparing an operational guide to 
define more clearly the objectives of the program 
and to coordinate the program of studies in the 
seven phases. Examples of the curriculum content 
of Phase | are included. (VJ) 
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The 16 papers which make up this volume of 

conference proceedings are related to the general 

theme of providing classroom instruction which 
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at total behavior. References for some papers are 
included. (MS) 
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Recognition Test (Carver, 1970) D the | 
severely retarded readers in a large elementary 
school were selected and randoml in 
eight groups of four children each. The children 
were assigned to one of four discrete teaching 
methods for a period of 7 months. When word 
recognition tests were administered in January, 
May, and June, it was found that the total im- 
provement made by each method was similar. 
The original average reading status of the sub- 
jects, which was -33 months, was reduced to ap- 
proximately -3 months. A group of 30 next 
poorest readers from the same classes, who were 
administered the same tests throughout the time 
of the study, went from an average of -7 months 
to +3 months. The conclusion was reached that 
the it of the experimental 
group was not due to any single method used but 
to the atmosphere of approval and experience of 
success which altered the child’s attitude and 
motivation. References are included. (DH) 
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Note—592p.; Nineteenth Yearbook of the Na- 
tional Reading Conference in Two Volumes 
Available from—National Reading Conference, 
Inc., Reading Center, Marquette University, 
Milwaukee, Wis. 53233 (7.00 for both 
volumes) 
Not Available from EDRS. 
Descriptors—Adult Reading Programs, Beginning 
Reading, College Programs, College Students, 
*Conference Reports, *Literature Reviews, 
Models, Reading Comprehension, *Reading 
*Reading Research, Reading Skills 
The first of two volumes of proceedings for the 
19th annual National Reading Conference con- 
tains 41 addresses generally concerned with the 
reading process. In most cases these are descrip- 
tions of research studies examining facets of the 
reading process. A few others are position papers 
describing models of reading. Among the topics 
are such skill areas as comprehension, 
word association, and critical reading, and the ef- 
fects of individual learning styles, physical abili- 
ties, and personality factors on reading. In the 
area of testing, the effects of grammatical dele- 
tions and of type setting variations are among the 
topics considered, as are validity and reliability 
factors. The 1969 Review of Research on Col- 
lege-Adult Reading by Bliesmer contains 180 
references and is included in the volume. 
Bibliographies follow individual papers. (MS) 
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Pub Date Apr 71 

Note—119p. 








oF 


S28 SSSR 


gE & 


ee Oat rN Te ean sS2RaAZRag 
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A clinical and genetic 
basis of 52 families: 27 were from reading clinics 
where st least one child in the family had been 
as having a reading disability; 25 were 
families of children selected from a third-, fourth- 
, or fifth-grade c class on the basis of having 


(or pictures representing them) were stimuli in 
four real word ; Nonsense words were 
formed by recombining the vowels and final con- 
sonants of the real words. Subjects were 22 
preschoolers, 8 kindergarteners, 10 first graders, 
and 24 college students. Each subject was tested 
in each mode with order of testing counter- 
balanced. Errors in initial consonants, initial con- 
sonant clusters, vowels, final consonants, and 
final consonant clusters were scored separately. 
Error rates and error patterns were similar for the 
four real word modes. The nonsense words 





average or above-average IQ and ac 
Through the use of a questionnaire a summary 
was made of specific reading disability charac- 
teristics found in the families and the students. It 
was found that a larger number of males than 
females was affected with a reading disability. 
Birth order did not appear to be a contributing 
factor. Only one family was present where both 
ing disability, both of their 
with a reading disability. 
In the families where one parent was affected 
with a reading disability, Weinberg’s method of 
Mendelian Analysis was used, giving a value of 
37.7 percent of their children being affected. Chi- 
square analysis indica indicated that the value of 37.7 
percent is not tly different from the 
theoretical 50 percent expected in a single hybrid 
autosomal dominant mode of inheritance. Thus it 
was concluded that a relationship between 
heredity and specific reading disability was 
shown. Other biochemical findings, tables, and a 
bibliography are included. (Author/DH) 
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Calfee, Robert C. Jameson, Penny 
Visual Search and Reading. 


Wisconsin Univ., Madison. Research and 
Development Center for Cognitive Learning. 
Spons Agency—Office of Education (DHEW), 
Washington, D. Bureau of Research. 
Report No—TR-15 
Bureau NoWBR-5.0216 
Pub Date Mar 71 
Contract—OEC-5-10-154 
Note— 1 6p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*College Students, | *Memory, 
*Reading Comprehension, Reading Research, 
*Reading Skills, *Reading Speed, Research and 
Development Centers 
The effect on reading speed of the number of 
target items being searched for and the number 
of target occurrences in the text was examined. 
The subjects, 24 college undergraduate volun- 
teers, were presented with a list of target words, 
and then they read a passage for comprehension 
which contained occurrences of the target words 
(Experiment!) or close associates of the target 
words (Experiment 2). The number of target 
words (1, 2, or 4) was combined factorially with 
the number of occurrences (0, 1, 2, or 4) in a 
within-subjects design. In both experiments, read- 
ing speed was affected only by the number of 
words in the target list. Neither of the variables 
had any effect on comprehension. The results in- 
dicated that central memory load limits reading 
speed, but scanning and decoding processes are 
so automated that they are unaffected by the ad- 
ditional tallying operation required of the subjects 
in this task. Tables and references are included. 
(Author/VJ) 
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Chapman, Robin S. Ting, Ai Chen 

The Effect of Mode of Elicitation in Articulation 
T 

Wisconsin Univ., Madison. Research and 
Development Center for Cognitive Learning. 

Spons Agency—Office of Education _(DHEW), 
Washington, D.C. B of 

Report No—TR-154 

Bureau No—BR-5-0216 

Pub Date Mar 71 

Contract—OEC-5-10-154 

Note— 1 6p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—‘*Articulation (Speech), College 
Students, Consonants, *Error Patterns, Grade 
1, Pictorial Stimuli, Preschool Children, *Read- 
ing Research, *Reading Skills, Visual Stimuli, 
*Word Recognition 
Differences in articulation error rates and error 

patterns as a function of five elicitation modes 

(picture, picture with pretraining, word repeti- 

tion, sentence repetition, and nonsense word 

repetition) were examined. The same 15 words 





ed an error rate three times higher than that 
of the real word modes and, in constrast with the 
real word modes, increased rather than decreased 
from initial to final position. The effect of test 
items which are effectively nonsense as well as 


real word 
bles and references are included. (Author/VJ. ) 


ED 050 926 RE 003 650 
Errors in Young 


Wisconsin Univ., Madison. Research and 
Development Center for Cognitive Learning. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Report No—TR-153 
Bureau No—BR-5-0216 
Pub Date Mar 71 
Contract—OEC-S-10-154 
Note—1 8p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Articulation (Speech), *Child Lan- 
guage, *Consonants, *Error Patterns, Language 
Research, Phonemes, *Preschool Children, 
*Pronunciation, Reading Research, Research 
and Development Centers 
Forty normal children aged 3 and-one-half to 5 
and-one-half were tested on the pronunciation of 
initial /-1/, /-r/, and /s-/ clusters in 120 words, oc- 
curring 36, 48, and 42 times, respectively; other 
phonemes in the cluster occurred from 6 to 18 
times. Articulation errors of individual subjects 
were examined for evidence of (1) degree and 
type of consistency, including consistency in rate 
of error; (2) mispronunciation of a phoneme, un- 
conditionally or in any cluster environment, (3) 
the articulatory feature changed in substitution 
errors, regardless of phoneme; and (4) the error 
made on a phoneme. Results showed that chil- 
dren typically made the same number of errors 
when retested on similar lists, but not on the 
same items. There was little evidence for con- 
sistency in making errors on particular phonemes 
or features. Few children mispronounced any 
phoneme more than 50 percent of the time; most 
missed a phoneme in initial or final position in a 
cluster only once. In the few instances in which 
children made more than one error on a 
phoneme, the error made was usually the same; 
that is, the subjects were consistent in the error 
made. Tables and references are included. 
(Author/VJ) 
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Reading Skill. 


Final Report. 
Purdue Univ., Lafayette, Ind. Dept. of Psycholo- 


gy- 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-9-E-044 
Pub Date 25 Jun 70 
Grant—OEG-5-9-245044-0035(010) 
Note—24p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Complexity Level, Discrimination 
Learning, Early Childhood, *Infants, *Percep- 
tual Development, Reading Development, Sen- 
sory Training, *Stimulation, ‘*Visual Dis- 
crimination, * Visual Perception, Visual Stimuli 
Four studies with infants and preschool-age 
children examined various pattern perception 
tasks considered to be related to the perceptual 
basis of the development of reading skills. Study 
1 used 28 neonates to test the hypothesis that 
supplemental stimulation (rocking, patting, hold- 
ing) has measurable effects upon attention to 
visual patterns. Results supported the hypothesis. 
Study 2 used 24 neonates to test the hypothesis 
that kinesthetic stimulation (rocking) effects at- 
tention to visual patterns. Results showed no sig- 
nificant effects of supplemental stimulation upon 


Document Resumes 87 


visual attention; however, there was a significant 
effect of target complexity upon attention. Study 
3 used 32 3- and 4-year-olds to test the hypothes- 
is that preference for complexity of stimuli in- 
creases with age. Results confirmed the hypothes- 
peg stron tine epetg aoa ges eg 

responding solely to stimuli complexity. 
Results of Study 4 with 10 3- and 4-year-olds 
showed that (1) mirror-image reversal discrimina- 


multivariate stimuli differences simultaneously. 
Tables and references are included. (VJ) 
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Downing, John Brown, Amy L. 
International Reading Symposium: 


Note—205p. 
Available from—Cassell & Company Ltd; 35 Red 
Lion Square, London WC1, En 
Not Available from ED 
Descriptors—Beginning Reading, *Conference 
Reports, Early Reading, Initial Teaching 


Pm ce Tumut *Student Needs, 
Education, ‘*Teaching Methods, 


The symposium theme of “Today’s Child and 
Learning to Read” provides the focal point for 
the 12 papers included in this volume. Each is 
concerned with an individual area of reading and 
the relevance of that area to the needs of today’s 
students. Nearly half the articles deal with 
specific current approaches to reading instruction 
and their usefulness with students. They include 
the linguistic approach, phonetic color reading, 
i.t.a., and programed reading. A second segment 
primarily treats the teacher’s role and responsi- 
bilities in the instructional and testing process. 
Early reading, teaching the socially disad- 
vantaged, thinking skill instruction, and readabili- 
ty measures are , as well as specific 
kinds of reading tests and their function. Tables 
and references are included. (RW) 
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Steinbach, Alan Butts, David P. 

A Comparative Study of the Effect of Practice 
with Elementary Children or with Peers in the 
Science Methods Course. 

Texas Univ., Austin. Research and Development 
Center for Teacher Education. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 

Report No—Rep Ser-10; RR-6 

Bureau No—BR-5-0249 

Pub Date [68] 

Contract—OEC-6-10-108 

Note— 19p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Attitudes, Comparative Analysis, 
*Elementary School Science, Elementary 
School Teachers, *Methods Courses, Preser- 
vice Education, Research, *Skill Development, 
Teacher Education 
A 2 x 2 factorial design was used to investigate 

the effect on teaching competencies (measured 

by applying the Instrument for the Analysis of 

Science Teaching, the Classroom Observation 

Rating Form, and the Teacher Performance Com- 

petencies Scale to videotapes of subjects teaching 

in one-to-one or one-to-two situations), and at- 
titudes (measured by a semantic differential) 
toward a number of aspects of teaching practice 
and theory. The student teachers taught microles- 
sons to elementary school pupils or to their peers 
in the science methods class. The other variable 
was presence or absence of feedback from an ex- 
perienced teacher. Students who taught peers 
developed competencies and attitudes similar to 
those of students who taught children, although 
some pacing skills and questioning techniques 
were only developed by those teaching children. 

Systematic feedback from experienced teachers 

was necessary for the improvement of lesson pac- 

ing and clarity of presentation. There were few 
differences in attitudes between the groups with 
or without feedback. (AL) 
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Ausubel, David P. 
The Use of Ideational Organizers in Science 
Teaching. Occasional Paper 3. 
ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 
Pub Date Mar 70 
Note—2Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cognitive Processes, *Curriculum, 
*Learning, “Learning Theories, Teaching 
Methods, *Theories, Verbal Learning 
Identifiers— Advance Organizers, Ausubel, 
Biological Sciences Curriculum Study (BSCS) 
In this third Occasional Paper in the Science 
series of The Science and Mathematics Education 
Information Analysis Center, Ausubel explains 
the nature and theoretical rationale of ‘‘or- 
ganizers”, abstract, general, and inclusive state- 
ments presented prior to new learning tasks to 
provide specific relevant anchoring ideas in the 
learner's cognitive structure. Types, functions, 
and values of organizers are illustrated by exam- 
ples drawn from elementary, secondary and col- 
lege level instruction, usually, but not exclusively, 
in science. The second half of the paper concerns 
some content issues in current science teaching, 
and the BSCS courses are used as illustrations of 
the points made concerning level of sophistica- 
tion; overemphasis on analytic, quantitative and 
experimental aspects of science; the naturalistic 
approach; and the relative emphasis on basic and 
applied sciences in the school courses. These 
aspects of science courses are considered 
generally, not only in terms of the use of or- 
ganizers. There are some concluding comments 
on curriculum planning by diverse teams of spe- 
cialists, rather than teams of learning theorists, 
subject matter specialists, or evaluators, and on 
the disadvantages of single-unit, in contrast to in- 
tegrated, curriculum development. (AL) 


ED 050 931 SE 008 980 


ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 
Pub Date May 70 
Note—119p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Bibliographies, College Science, 
Elementary School Science, Instruction, 
*Mathematics Education, *Reference Materi- 
als, *Resource Materials, *Science Education, 
Secondary School Science 
This sixth volume in the fourth series of 
general as ony See produced by the Science 
and N tic tion Information Analysis 
Center updates, but does not replace, previous 
bibliographies in this series. Documents which 
contain resource materials for teachers of ele- 
mentary, secondary, and college science, and 
which have been indexed or abstracted at the 
Center, are listed in the following categories: Ele- 
mentary Education, with subdivisions of Science 
and Health Education; Secondary Education, with 
Biological Sciences and Health Education; Physi- 
cal and Earth Sciences, Mathematics, and 
General subdivisions; College Science, 
categorized as Biological Sciences, Physical and 
Earth Sciences, and Mathematics; and General 
(containing documents pertinent to more than 
one educational level) with the same subdivisions 
as the secondary section. There is an author in- 
dex. Each citation includes author, title, publisher 
or journal citation, SE identification number, and, 
fo h in Educa- 
tion, the ED identification number and availabili- 
ty information. Descriptors and identifiers used in 
indexing are included for each document listed. 
Documents cited include teachers guides, labora- 
tory exercises, ‘teacher tips” and accounts of 
educational practice. (AL) 
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Evaluation and Educational Objectives, Learning 
Theories and Processes, Research Methodology. 
General Bibliography Series, Bibliography 39. 

ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 

Pub Date May 70 

Note—66p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Bibliographies, *Educational Objec- 
tives, Educational Research, ‘*Evaluation, 
*Learning, *Mathematics Education, 
*Research Methodology, *Science Education 








This ninth volume in the fourth series of 
general bibliographies produced by the Science 
and Mathematics Education Information Analysis 
Center updates, but does not replace, previous 
bibliographies in this series. Documents which re- 
port evaluations of science or mathematics pro- 
grams, or instruments used for such evaluations; 
which list, discuss, or provide rationales for writ- 
ing, educational objectives for science and mathe- 
matics; which report investigations into learning 
theories using science and mathematics classes; 
or which discuss educational research methodolo- 
gy, particularly in terms of science and mathe- 
matics instruction; and which were indexed or ab- 
stracted at the center are cited and indexed by 
author. Each citation includes author, title, 
publisher or journal citation, SE identification 
number, and for documents announced in 
Research in Education, the ED identification 
number and availability information. Descriptors 
and identifiers used in indexing are included for 
each document listed. (AL) 
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Three Approaches to Environmental Resources 


Analysis. 

Harvard Univ., Cambridge, Mass. Graduate 
School of Design. 

Spons Agency—Conservation 
Washington, D.C. 

Pub Date Nov 67 

Note—102p. 

Available from—The Conservation Foundation, 
1250 Connecticut Avenue, N.W., Washington, 
D.C. 20036 ($2.00) 

Document Not Available from EDRS. 

Descriptors—Architectural Programing, Design 
Needs, *Environmental Influences, *Land Use, 
*Physical Environment, ‘Planning, Site 
Development, *Systems Analysis 
This booklet, the first of a projected series re- 

lated to the development of methodologies and 
techniques for environments planning and design, 
examines three approaches that are currently 
being used to identify, analyze, and evaluate the 
natural and man-made resources that comprise 
the physical environment. One approach by G. 
Angus Hills uses a physiographic classification of 
land into homogeneous units for potential use 
consideration. Also, it involves an evaluation of 
the physiographic classes on the basis of their 
potential for alternative and combined multiple 
uses under several management levels or condi- 
tions. The second approach by Philip H. Lewis 
stresses public awareness of the patterns, both 
natural and cultural, within the landscape. That 
is, to identify, preserve, protect, and enhance the 
most intrinsic values and see that introduced 
man-made values are developed in harmony with 
these quality resources. Ian McHarg’s approach is 
in direct response to population growth and 
resulting development pressures. He theorizes 
that life processes are expressive, that the land- 
scape reflects the interaction of a complex system 
of biological processes, and that these constitute 
natural determinants of land use, as limiting or 
liberating criteria for land-use planning. An out- 
line, description, and summary of the analysis 
procedure is provided for each appreach. (BL) 


ED 050 934 SE 009 385 

Swan, James Albert 

An Analysis of Attitudes and Coping Strategies of 
High School Youth: Response to Air Pollution. 

Michigan Univ., Ann Arbor. 

Pub Date 69 

Note— 189p. 

Available from—University Microfilms, 300 
North Zeeb Road, Ann Arbor, Michigan 48106 
(Order No. 70-4205, M-$3.00 X-$8.60) 

Document Not Available from EDRS. 

Descriptors—*Air Pollution Control, *Attitudes, 
Educational Research, *Environmental Educa- 
tion, Evaluation, Factor Analysis, *High School 
Students, Pollution, *Testing 
The purpose of this research study was to 

develop and test new instruments for assessing at- 

titudes and coping responses to air pollution, and 
to gain insight into the factors influencing these 
attitudes and coping responses. Concern for air 

pollution was measured by two instruments a 

forced choice questionnaire which paired air pol- 

lution control with 12 other problem-solving pro- 

grams for cities, and asked the subjects (173 

senior high school boys) to choose the more im- 

portant program for each pair; and, two stories 

describing a specific air pollution problem asking 


Foundation, 


the subject how much time he would be willing to 
spend working on solving the problem. Scores jp. 
dicated air pollution was viewed as a re! 
serious problem. The relationship between con. 
cern for air pollution and visual awareness of air 
pollution was studied with a photographic 
technique, as well as the relationship between 
concern for air pollution and technical knowledge 
of air pollution. In addition, 35 subjects were 
given individual interviews involving them in role. 
playing utilizing a gaming simulation. Exp! 
behavior, internal-external control of reinforce. 
ment, and political interest in local community 
problems were studied. (BL) 
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Department of the Interior, Washington, D.C. Bu- 
reau of Outdoor Recreation. 

Pub Date Aug 68 

Note—49p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Cooperative Programs, Educa- 
tional Programs, *Environmental Education, 
Integrated Activities, *Outdoor Education, 





Responsibility for meeting the needs and de- 
mands of the public for outdoor recreation has 
led the Bureau of Outdoor Recreation to 
cooperate with educational institutions and others 
in order to assist in establishing edu«ation pro- 
grams and activities and to encourage public use 
and benefits from outdoor recreation. To this end 
the Bureau conducts special studies; this paper is 
a result of such a study. The relationships and in- 
terdependence of recreation and education, out- 
door recreation and outdoor education are ex- 
plored through a discussion of the opportunities 
of schools and other agencies to develop the mu- 
tual relationships necessary between education 
and outdoor recreation. Topics include: early ap- 
proaches and environmental education in elemen- 

and secondary schools; general, adult, 
professional, and teacher education, technicians, 
and community relations for colleges and univer- 
sities, educational and resource organizations; 
public agencies; and communications media. 
Recommendations are provided for elementary 
and secondary education; general, professional, 
and technical higher education; related areas; and 
general improvement. The information was ob- 
tained from printed publications, duplicated 
material, informal memoranda, and from inter- 
views and correspondence with many individuals 
in public agencies, educational institutions, and 
private organizations. (BL) 
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Graduate Studies in Water Resources. 
Universities Council on Water Resources. 
Pub Date 70 
Note—37p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Catalogs, *Directories, Educational 
Programs, *Graduate Study, Higher Education, 
*Program Descriptions, Reference Materials, 
Universities, *Water Resources 
This brochure is the third edition of a publica- 
tion designed to give brief information about edu- 
cational opportunities in the United States for 
graduate studies in water resources. The 65 
universities listed from 42 states are all members 
of the Universities Council on Water Resources. 
For each university, a brief description of the 
program is provided, giving subject emphasis, 
degrees offered, related facilities, financial 
assistance and positions where available, and the 
person and place to contact for additional infor- 
mation. (BL) 
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Bibliography 
ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 
Pub Date Aug 70 
Note—67p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Bibliographies, *Curriculum, Edu- 
cational Innovation, *Innovation, Instructional 
Innovation, *Mathematics Education, Planning, 
Program Descriptions, *Science Education 
Identifiers—Pacesetters in Innovation 
This bibliography contains citations of planning 
and development grant documents related to 
science and/or mathematics education that ap- 
peared in ‘‘Pacesetters in Innovation”, February, 
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1969. There are 211 citations concerned with 
nce education projects, 77 with mathematics, 
and 87 with both areas. Many projects cited con- 
cern additional curriculum areas. Projects cited 
those concerned with curriculum 
development, innovative school organization, the 
establishment of field studies centers, innovative 
instructional methods, and other departures from 
traditional methods and organization. Each cita- 
tion includes project title; the location of, and 
responsible for administering the project; 

the price; copies of the document; descriptors 
used in indexing and describing the document; 
and the ‘“‘Pacesetters in Innovation” identification 
number. (AL) 
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Series, 4. 
ERIC Information Analysis Center for Science 

Education, Columbus, Ohio. 
Pub Date Aug 70 
Note—42p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Annotated Bibliographies, Curricu- 

lum, *Developmental Psychology, *Elementary 

Education, *Mathematics Education, Preschool 

Education, *Science Education 

This annotated bibliography announces journal 
articles, dissertations, and other documents re- 
lated to science and mathematics for young chil- 
dren. The documents cited are expected to be 
useful to teachers, curriculum developers, and 
research personnel. The bibliography updates, but 
does not replace a bibliography published in Sep- 
tember, 1969, (ED 033 259). The majority of the 
entries concern science, and are classified under 
the following headings: General topics, Activities 
(descriptions of activities of interest to young 
children), Classification, Concepts, Conservation 
(developmental psychology), Curriculum, Dis- 
crimination (auditory and visual), Goals, Head- 
start, Materials, Montessori, Perception, Piaget, 
and Problem Soiving. In these subsections, and in 
the Mathematics section, research reports, pro- 
gram descriptions, and accounts of developmental 
trials are included, Brief annotations describe the 
contents of the document or the principal 
research findings. Journals which have had spe- 
cial issues related to science and mathematics for 
young children are included in a special listing. 
(AL) 
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Focus on En tal Education. 

Glassboro State Coll., N.J. Curriculum Develop- 
ment Council for Southern New Jersey. 

Pub Date 70 

Note—66p. 

Available from—The Curriculum Development 
Council for Southern New Jersey, Glassboro 
State College, New Jersey ($2.00) 

Document Not Available from EDRS. 

Descriptors—*Curriculum Development, ‘*En- 
vironmental Education, *Evaluation 
Techniques, *Guidelines, Interdisciplinary Ap- 
proach, *Program Planning, Resource Materi- 
als, Teaching Guides 
The purpose of this guide is to help educators 

telate the environment to the elementary and 

secondary classroom. Chapters are constructed to 
offer practical assistance in planning, specific sug- 
gestions for programs, and evaluation guidelines 
for teachers, administrators, and members of 
boards of education. Considered are guiding prin- 
ciples for environmental education; curriculum, 
resource, and financial factors; master plannin 

and organizing the program; and utilizing schoo 
site resources. Program suggestions direct atten- 
tion to the language arts, social sciences, science, 
mathematics, music, arts and crafts, and health, 
physical education, and recreation. Evaluation 

designs examine strategies for evaluation, a 

systems analysis approach, consideration of 

behavioral objectives, and techniques and instru- 
ments for evaluation. Reference help in the form 
of books, films, and filmstrips is also listed, (BL) 
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ual, 
— County Board of Education, Towson, 


Pub Date 70 

Note—163p. 

Available from—Board of Education of Baltimore 
County, Towson, Md. 21204 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Area Studies, *Environmental Edu- 
cation, *Instructional Materials, Interdisciplina- 
ry Approach, Learning Activities, *Manuals, 
Natural Resources, Pollution, *Secondary 
School Science, *Student Projects 
This student manual and accompanying 

teachers’ guide for senior high school science 
provide an in-depth study of a community-how it 
was established and developed. It emphasizes the 
environmental changes which have occurred 
through the use and management of its natural 
resources. A series of experiments in numerous 
areas provides students an opportunity to in- 
vestigate the causes for change. Each experiment 
indicates the materials needed, the procedure to 
follow, and asks questions to help interpret the 
results. The teachers’ manual also includes sug- 
gestions regarding preparation for the experi- 
ment, procedures, expected results, responses to 
interpretation questions, assessment tasks, and ac- 
ceptable responses for the tasks. Fifty-three ob- 
jectives serve to evaluate the degree of un- 
derstanding achieved by the student. (BL) 
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Selected Bibliography for Earth Science Education 
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Partially Ant 
Ohio State Univ., Columbus. 
Pub Date May 70 
Note—12p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Annotated Bibliographies, 
*Bibliographies, Doctoral Theses, ‘Earth 
Science, Literature Reviews, Resource Materi- 
als, *Science Education 
The bibliography is divided into two sections: 
‘Doctoral Dissertations of Interest to Teachers of 
Earth Science 1960-1969,” and “Bibliography of 
Selected References.” The first section includes 
entries for 13 dissertations and each entry in- 
dicates the originating university and the disserta- 
tion reference location in “Dissertation Ab- 
stracts.”” The other section contains over 100 en- 
tries for articles found mainly in science educa- 
tion and earth science education periodicals. 
Some of these entries have brief annotations. 
Coverage is broad and related to most areas of 
earth science education, such as research, cur- 
riculum and programs, instruction, evaluation, 
and teacher education. (PR) 
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The Population Problem and the Ph 
American Medical Association, Chicago, Ill. 
Pub Date 70 
Note—12Ip. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Conference Reports, Contraception, 
*Family Planning, *Health Education, *Health 
Services, Physicians, *Population Trends, *So- 
cial Influences, S hes 
Contained in this document are 16 speeches 
eer oo py by leading — at the American 
edical Association Congress on Environmental 
Health, May 1970, in Washington, D.C. Primary 
concerns are in the areas of population, family 
planning, and related health services. Speeches 
are entitled: The Education of the Professionals; 
Health Service Programs, Plans; The A.M.A. and 
Population Problems; Towards a Population Pol- 
icy for the United States; On —— 
Hig <= in beg eer Se pers 5 mea 
U.S. Programs, Fam ning-Wor' 4 
World —— Clinical Aspects of Contracep- 
tion and Fertility Control; Con ve Practice 
and Fertility Control in the U.S.A., 1965-Summa- 
ry of Findings; Role of Health Services Private 
Practice, The Ghetto; The Non-Ghetto; Com- 
ments on Professor Notestein’s Statement on 
World Population; Comments on Dr. Philip M. 
Hauser’s Remarks regarding lation Problems 
in the United States; and Stabilizing U.S. Popula- 
tion Growth: A Political Strategy. A personal 
data sheet for each speaker is also included. (BL) 
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Pitt, William D. 


The a of Multi-Level Audio-Visual 
Teaching for Earth Science. 


Eastern New Mexico Univ., Portales. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
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Bureau No—BR-8-G-037 
Pub Date 25 Nov 70 
Grant—OEG-7-8-000037-0068(010) 
Note—17p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Audiovisual Aids, College Science, 
*Earth Science, Evaluation, *Film Production, 
*Films, “Instructional Materials, Secondary 
School Science 
The project consisted of making a multi-level 
teaching film titled “Rocks and Minerals of the 
Ouachita Mountains,” which runs for 25 minutes 
and is in color. The film was designed to be in- 
teresting to earth science students from junior 
high to college, and consists of dialogue com- 
bined with motion pictures of charts, sequential 
diagrams, outcrops, and aerial views. The film 
was produced inexpensively and “‘the variety of 
illustration types used in this film is believed to 
be somewhat unique and represents a different 
approach to educational films about geology.” 
The film was rated by groups of earth science 
students, college, high school, and junior high. 
Both the rating questionnaire and the resulting 
data are included in the report showing generally 
a positive response to the film. A list of general 
—— in making geology films is provided. 
(PR) 


SE 010 924 


Note—16p.; Reprint from National Wildlife 
M ine, Oct-Nov 1970 
Available from—National Wildlife Federation, 
1412 16th Street, N.W., Washington, D.C. 
20036 
Document Not Available from EDRS. 
Descriptors—Annual Reports, *Conservation 
Education, *Depleted Resources, *Environ- 
ment, ‘*Environmental Education, *Natural 
Resources, Pollution, Population Trends, Water 
Resources, Wildlife Management 
This is the second annual edition of the EQ 
(Environmental Quality) Index and is reprinted 
from the October-November, 1970 National Wil- 
dlife Magazine. The index is an attempt “to as- 
sign some values and form some judgements on 
those vital factors that make up the quality of our 
life--and to decide whether we were winning or 
losing the pollution battle” since the 1969 EQ 
Index was published. The 1970 EQ Trend Level 
indicates that the overall environmental quality is 
deteriorating at an accelerating rate. Ratings as- 
signed losses to each of these areas of environ- 
mental quality: air, water, wildlife, soil, minerals, 
and living space. The only area to be rated with a 
slight gain was “timber.” The dangers of over- 
population are discussed, but this area is not 
rated, Problems are highlighted in each of the en- 
vironmental areas and numerous colored charts, 
diagrams and photographs are utilized, Recom- 
mendations for improvements in each of the en- 
vironmental areas are included, as is a list of 
things that an individual can do to help reduce 
environmental problems. (PR) 
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Health Education Guide K-12. 
ee ts Hills Board of Education, Par- 


¥, Nd. 

Pub Date 70 
Note—181p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum, Educational Pro- 

—_ Elementary Grades, *Health Education, 

nstruction, Secon Grades, *Sequential Ap- 

roach, *Teaching Guides, *Unit Plan 

ritten to help teachers improve health F eges 
tices of their students, this guide provides a 
sequential unit a h to health education in 
grades K through 12. cy ne grades 1-6 have 
suggested units in personal health, nutrition, com- 
= — a aid and safety, raged 
’ mental health. Secondary ies 7-1 

consider in addition: drug abuse eB oo A 
human sexuality, family life, exercise and the 
human body, formation of habits, social and emo- 
tional maturity, communicable diseases, social 
serv health careers. Each grade level lists 
= ye or subject areas accompanied by 

vities audio v materials suitable for 
use in reinforcing the t. Space is furnished 
for note taking next to fire 5 nm Supple 
mentary reference materials sources of free 
or low cost health and safety items for teachers 
use are supplied in the appendix. (BL) 
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Handbook for the Prevention and Control of Drug 


Problems. 
Parsippany - Troy Hills Board of Education, Par- 

sippany, N.J. 
Pub Date 70 
Note— 15 Ip. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum, *Drug Abuse, Educa- 

tional Programs, Elementary Grades, *Health 

Education, Instruction, Secondary Grades, 

*Teaching Guides, *Unit Plan 

Guidelines for teachers relative to drug abuse 
are developed in this handbook offering special 
steps necessary in attempting to prevent and/or 
guide students with a drug problem. Stress is 
placed on helping each student individually un- 
derstand the forces affecting him, and in helping 
him form the necessary positive attitudes to cope 
with each individual cause which may lead him to 
such behavior. Factors considered are: the drug 
used, effect of drugs, frequency of use, amount of 
drugs used, age of initial drug use, length of time 
used, manner of drug taking, initiator of drug ad- 
diction, source of the drug, source of support for 
drug use, drug orientation of the drug user, visi- 
bility of the drug user, and source of classifica- 
tion. To present accurate, objective information 
to all pupils, subject matter for each grade level, 
K-12, is listed regarding drugs and drug use, 
points to consider and content material for that 
concept, learning activities to understand the 
concept and content information, and resources- 
activities and audio visual materials-to supple- 
ment the learning. The appendix contains general 
information about drugs and drug use, sources for 
obtaining information, and a bibliography of 
books, films, and pamphlets. (BL) 
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Environments, Teacher’s Guide. 
California Univ., Berkeley. Science Curriculum 
Improvement Study. 
Pub Date 70 
Note—101Ip. 
Available from—Rand McNally & cone © 
O. Box 7600, Chicago, Illinois 60680 
Document Not Available from EDRS. 
Descriptors— Educational Programs, *Elementary 
School Science, *Environmental Education, 
Environmental Influences, Instruction, Learning 
Activities, Student Projects, *Teaching Guides, 
*Unit Plan 
Identifiers—Science Curriculum Improvement 
Study 
The Science Curriculum Improvement Study 
has developed this teacher’s guide to Environ- 
ments, the fourth part of a six unit life science 
curriculum sequence. The six basic units, 
emphasizing organism-environment interactions, 
are organisms, life cycles, populations, environ- 
ments, communities, and ecosystems, and make 
use of scientific and process-oriented concepts 
appropriate to the study of life. Environments 
deals with physical conditions that — an or- 
ganism *s environment and the 
of environment, environmental factors, range, 
and optimum range. Topics of the five-part unit 
are entitled: An Organism’s Environment; The 
Changes Outside; Animal R to Environ- 
mental Factors; Plant Responses to Environmen- 
tal Factors; and The Total Environment. Sug- 
gestions are presented for the teacher to use an 
exploration-invention-discovery approach to 
learning. Activities and experiments lead to 
clarification of the concepts and provide ex- 
perience in measurement skills and critical think- 
ing by the students. (BL) 
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Alexander, Archibald §. And Others 

The Control of Chemical and Biological W 

Carnegie Endowment for International Peace, 
New York, N.Y. 

Pub Date 71 

Note—130p. 

Available from—Carnegie Endowment for Inter- 
national Peace, 345 East 46th Street, New 
York, New York 10017 ($1.00) 

Document Not Available from EDRS. 

Descriptors—Armed Forces, *Biology, *Chemis- 
try, Herbicides, Legal Problems, Military 
Science, *National Defense, *Policy, *Policy 
Formation, Political Influences 
This book is composed of four papers prepared 

to illuminate the problem areas which might arise 

if the policies of the 1925 Geneva Protocol and 
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other measures to limit chemical and biological 
weapons are ratified by the United States Senate. 
The papers included are: Legal Aspects of the 
Geneva Protocol of 1925; The Use of Herbicides 
in War: A Political/Military Analysis; The Milita- 
ry Value and Political Implications of the Use of 
Riot Control Agents in Warfare; and Limitations 
on Chemical and Biological Warfare Going 
Beyond Those of the Geneva Protocol. A list of 
references is included with each paper. Com- 
ments on the papers by an advisory group are in- 
cluded, and the appendix contains a copy of the 
Geneva Protocol of 1925, a copy of the United 

Draft Convention on biological warfare 
and statements by Presider? Nixon. (PR) 
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Rational Numbers, Experiences in Mathematical 
Discovery (Number 7). 

National Council of Teachers of Mathematics, 
Inc., Washington, D.C. 

Pub Date 71 

Note—97p. 

Available from—National Council of Teachers of 
Mathematics, 1201 Sixteenth Street, N.W., 

Washington, D. C. 20036 ($1.00) 
= MF-$0.65 HC Not Available from 
ED 


Descriptors—Elementary School Mathematics, 
*Fractions, Grade 9, Instruction, *Instructional 
Materials, Low Achievers, *Mathematics Edu- 
cation, Number Concepts, *Number Systems, 

School Mathematics 
This booklet is one of the ten in the series “‘Ex- 
periences in Mathematical Discovery”, produced 
by the General Mathematics Writing Project of 
the NCTM. Each is designed for use by students 
of ninth-grade general mathematics. The discus- 
sion and problems are designed to guide the stu- 

dent through an understanding of: 1) fractions, 2) 

equivalent fractions, 3) rational numbers on the 

number line, and 4) the arithmetic of rational 
numbers. (RS) 
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NRCL-70, Review of the Activities of the Labora- 
tories 1970. 
National Research Council of Canada, Ottawa 
(Ontario). 
Pub Date 70 
Note— 190p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Annual Reports, Biochemistry, 
Biology, Chemistry, Engineering, Physics, 
*Research -and Development Centers, 
*Research Reviews (Publications), Resource 
Materials, *Scientific Research 
Included are descriptions of activities of each 
of the 12 laboratories in the National Research 
Council of Canada, including background infor- 
mation and a summary of the studies (research) 
and results. The 12 laboratories in the NRCL are 
the following: Atlantic Regional Laboratory, 
Biochemistry Laboratory, Division of Biology, 
Division of Building Research, Division of 
Chemistry, Division of Mechanical Engineering, 
National Aeronautical Establishment, Prairie Re- 
gional Laboratory, Division of Physics, Radio and 
Electrical Engineering Division and Astrophysics 
Branch, and the London Office. Also included 
are the lists of publications authored by the staff 
of each laboratory and a directory of staff. (PR) 
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Saterstrom. Mary Horkheimer Renner, John W. 

Educators Guide to Free Science Materials, 11th 
Annual Edition--1970. 

Pub Date 70 

Note—450p. 

Available from—Educators Progress Service, Inc., 
Randolph, Wisconsin 53956 ($9.25) 

Document Not Available from EDRS. 


Descriptors—* Audiovisual Aids, Films, Film- 
strips, Instructional Aids, *Instructional Materi- 
» Phonotape Recordings, *Resource Guides, 
*Resource Materials, Science Education, 
*Science Materials 
This eleventh edition of the Educators Guide to 
Free Science Materials is devoted exclusively to 
free science materials, based on the cross-media 
approach. It is designed to provide a continuing 
means of identifying existing materials that are 
currently available. It is a complete, up-to-date, 
annotated schedule of selected free or inexpen- 
sive audiovisual and other science curricular en- 
richment aids. This eleventh annual edition lists, 
classifies and provides complete information on 


itles, sources, availability and contents of 1,258 
posters and 443 
tins, 


pamphle' 

of 1,937 items. Of these, 537 are new in this edi- 
tion and are starred(*). Additionally, it gives in- 
formation on the nature, purposes and use of 
these materials. (Author/PR) 
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Olson, David R. 
Cognitive Development, The Child’s Acquisition of 


Diagonality. 
Pub Date 70 
Note—220p. 
Available from—Academic Press, 111 Fifth 
Avenue, New York, New York 10003 
Document Not Available from EDRS. 

—*Child Development, *Cognitive 
Development, Geometry, Growth Patterns, in- 
dividual Development, Intellectual Develop- 
ment, *Learning, *Psychology, *Research 
Described is an empirical and rational inquiry 

into the formation of a small set of special or 
geometrical concepts of young children. The ap- 
proach taken by the author is to attempt to speci- 
fy intellectual growth in one particular area, a 
child's acquisition of diagonality, in such a way as 
to be representative. That is, to give a clean por- 
trayal of conceptual growth in general. The 
author examines the role of language in concep- 
tual development, the relation between percep- 
tual information and performatory action, the na- 
ture and development of concepts, and the ef- 
fects of instruction on the formation of early con- 
cepts. A description of the intellectual develop- 
ment of the child is complemented by an account 
of the process involved in the child’s selection 
and utilization of the information he encounters 
in his experience and in instruction. The effects 
of formal instruction, educational toys, and out- 
of-school experiences on intellectual development 
are examined. An additional emphasis made by 
the author is the nature and process of 
psychological and educational __ research. 
(Author/CT) 
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Spikell, Mark A. Deane, William R. 

Sign Lines, ry mt and Tangent Carriers--An 
Introduction Sketching. 


to Curve 

Pub Date [71] 
Note—43p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Algebra, *Analytic Geometry, *In- 

struction, *Mathematics, Secondary School 

Mathematics 

This paper discusses methods of sketching vari- 
ous types of algebraic functions from an analysis 
of the portions of the plane where the curve will 
be found and where it will not be found. The 
discussion is limited to rational functions. 
Methods and techniques presented are applicable 
to the secondary mathematics curriculum from 
algebra through calculus. The authors also offer a 
list of advantages which can be derived from 
using the techniques described. (FL) 
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Stephens Coll., Columbia, Mo. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-8-F-040 
Pub Date May 70 
Grant—OEG-6-9-008040-0037(057) 
Note—70p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—College Freshmen, *College Mathe- 
matics, *Instruction, *Programed Materials, 
. “Teaching Methods, *Teaching 
Procedures 
Reported is a study of the use of instructional 
blocks in college freshman mathematics courses. 
The first year of the project, one course was or- 
ganized to have three large group lectures per 
week and one small group tutorial session per 
week. In addition, help sessions were made 
available. Problem materials were developed in 
connection with text materials and a computer 
laboratory was used. During the second year, four 
courses were involved; one with programed texts 
and which met every day; three with the same 
format as before. Evaluation of results indicates 
significant reduction in staff cost per student and 
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discovery of topics and media for future study. 
The instructional pattern will receive further 
qrabeation. Appendices include: a mathematics 
test, sample tutorial problems, sample 
of a computer program, teacher evaluation 
questionnaire, and sample journal articles for tu- 
torials. (JG) 
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Nations, Environmental 
, *Environmental Influences, *Natu- 
ral rr Natural Sciences, *Population 
Trends, *Social Influences, Social Sciences, 
*Speeches, Technology 
This document presents the 1970 W. O. At- 
water Memorial Lecture, delivered at the Third 
International Congress of Food Science and 
Technology, Washington, D.C., August, 1970. 
Elaborating eeheet life a few centuries hence, using 
prospects based on un- 
derstanding prema available, Handler contends 
Gare Gere w poate future society are 
indeed feasible. His principal thesis is that, even 
now, science has provided the basis of un- 
derstanding necessary to fashion many elements 
of this society and that it will be fulfilled if man- 
kind can survive the crises of this century. 
Reviewing the nature of some of the crises and 
the potential contributions of biological sciences 
to their solutions, he examines the problems of 
population, food supply, environmental quality, 
resource utilization, and world peace. Summary 
statements indicate that biological and physical 
research can permit us to refashion ourselves and 
our world, and that if the dream fails, it will be 
because of the limitations of man the social crea- 
ture, not the elements of science. (BL) 
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Look Around You, Kit I. 

Pub Date 71 

Note—64p. 

Available from—Scholastic Book Services, 904 
Sylvan Avenue, Englewood Cliffs, New Jersey 

07632 (Kit I, #4307, $24.00) 





*Elementary 
. *Environmental Education, *Instruc- 
tional Materials, Learning Activities, Mul- 
timedia Instruction, Science Education, Social 
Studies, *Teaching Guides, *Unit Plan 
Developing pupils’ awareness of their environ- 
ment, learning to distinguish between what is 
pleasant and unpleasant, and examining acts of 
man to determine which are destructive and 
which are in harmony with nature are the pur- 
poses of Scholastic’s Earth Corps Environmental 
Study Kits for grades 1-6. This kit is designed to 
help the child develop critical awareness of his 
surroundings. Included in the instructional 
materials are: (1) student activity books with 
reading matter, illustrations, written and creative 
work, word and picture games; (2) a teacher's 
guide with suggestions for page by page use of 
the student booklet, background information, 
teaching procedures, discussion questions, and re- 
lated projects; (3) twelve transparencies helping 
to develop the concept of what an environment 
is. Six illustrate different parts of man's environ- 
ment-his home, neighborhood, city, region, con- 
tinent, and earth-and six show various environ- 
ments of plants and animals and their interdepen- 
dence; (4) twenty black and white photos which 
contrast the beautiful and ugly, the inspiring and 
depressing; (5) a large, two-sided poster, “This 
Land is Your Land,” pointing out choices for 
good or ill that citizens must make; (6) a 7 inch 
LP record with five folksongs, each relating to a 
Major program concept; and (7) twenty-four in- 
dividual song sheets containing words of the 
songs on the record. A related document is Kit Il, 
First Follow Nature. (BL) 
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First Follow Nature, Kit II. 
Pub Date 71 

Note—64p. 
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Available from—Scholastic Book Services, 904 
Sylvan Avenue, Englewood Cliffs, New Jersey 


07632 (Kit Il, #4308, $24.00) 
Document Not Available , 


Descriptors—Audiovisual Aids, *Elementary 
Grades, *Environmental Education, *Instruc- 
tional Materials, Learning Activities, Mul- 
timedia Instruction, Science Education, Social 
Studies, *Teaching Guides, *Unit Plan 
Developing pupils’ awareness of their environ- 

ment, learning to distinguish between what is 
pleasant and unpleasant, and examining acts of 
man to determine which are destructive and 
which are in harmony with nature are the pur- 
poses of Scholastic’s Earth Environmental 
Study Kits for Grades 1-6. This kit explores in 
depth the reasons some environments are 
pleasant and others unpleasant. Included in the 
instructional materials are: (1) student activity 
books with reading matter, illustrations, written 
and creative work; (2) a teacher’s guide with sug- 
gestions for page by page use of the student 
booklet, background information, 


develop the concept of what an environment is. 
Six illustrate different parts of man’s environ- 
ment-his home, neighborhood, city, region, con- 
tinent, and earth-and six show various environ- 
ments of plants and animals and their interdepen- 
dence; (4) twenty black and white photos which 
contrast the beautiful and ugly, the inspiring and 
depressing; (5) a large, two-sided poster, “This 
Land is Your Land,” pointing out choices for 
gehen rcs sy (6) a 7 inch 

LP record with five folksongs, each relating to a 
major program concept; and (7) twenty-four in- 
dividual song sheets containing words of the 
songs on the record. A related document is Kit I, 
Look Around You. (BL) 
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Earth Is My Home, Kit I. 

Pub Date 71 

Note—64p. 

Available from—Scholastic Book Services, 904 
Sylvan Avenue, Englewood Cliffs, New Jersey 
07632 (Kit I, #4302, $24.00) 

Document Not Available from EDRS. 

Descriptors— Audiovisual Aids, Ecology, *Ele- 
mentary Grades, *Environmental Education, 
*Instructional Materials, Learning Activities, 
Science Education, Social Studies, *Teaching 
Guides, *Unit Plan 
Introducing the pupil to the science of ecology 

is the purpose of Scholastic’s Earth Corps Ecolo- 

gy/Conservation Study Kits for grades 3-6. Simple 
terms are used to show how all living things are 
inter-related to their environment, to demonstrate 
the intricate and delicate balance of nature, and 
to point out how man’s interference with nature's 
checks and balances has led to our present crisis. 

Included in the instructional materials are: (1) 

student activity books with reading matter, illus- 

trations, written and creative projects; (2) a 

teacher’s guide with suggestions for page by page 

use of the student booklet, background informa- 
tion, teaching procedures, discussion questions, 
and related projects; ors nine transparencies illus- 
trating how climatic and conditions 
shape life and are, in turn, shaped by life. Six are 
color representations of the major biomes of 

North America; and (4) a full-color, two-sided 

wall chart depicting earth cycles, those in nature 

and those in the city. A related document is Kit 

Il, Sharing The Earth. (BL) 
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Sharing the Earth, Kit II. 

Pub Date 71 

Note—64p. 

Available from—Scholastic Book Services, 904 
Sylvan Avenue, Englewood Cliffs, New Jersey 
07632 (Kit Il, #4303, $24.00) 

Document Not Available from EDRS. 

Descriptors—Audiovisual Aids, Ecology, *Ele- 
mentary Grades, *Environmental Education, 
*Instructional Materials, Learning Activities, 
Science Education, Social Studies, *Teaching 
Guides, *Unit Plan 
Introducing the pupil to the science of ecology 

is the purpose of Scholastic’s Earth Corps Ecolo- 

gy/Conservation Study Kits for grades 3-6. Simple 
terms are used to show how all living things are 
inter-related to their environment, to demonstrate 
the intricate and delicate balance of nature, and 
to point out how man’s interference with nature's 
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checks and balances has led to our present crisis. 
This kit explores in depth the interdependgnce of 
animals and plants, earth’s cycles, and life zones. 
Included in the instructional materials are: (1) 
student activity books with reading matter, illus- 
trations, written and creative projects; (2) a 

Sanshave anid: salle nacaatieda eee aie 
use of the student booklet, booklet, background informa- 


shape life and are, in turn, shaped by life. Six are 
color representations of the major biomes of 
North America; and (4) a fvll-color, two-sided 
wall chart depicting earth cycles, those in nature 
and those in the city. A related document is Kit I, 
Earth Is My Home. (BL) 
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Future. 

Commission on Population Growth and the 

American Future, Washington, D.C. 

Pub Date 71 

Note—53p. 

Available from—Superintendent of Documents, 
Government — Office, Washington, D.C. 
20402 ($0.40 

EDRS Price MP-$0.65 WC-€2.29 





cial Influences, Statistical Data, Time Perspec- 
tive 


As an interim report to the President and the 
Congress from the Commission on Population 
Growth and the American Future, this narration 
discusses the population situation in the United 
States, and outlines the questions being raised 
about the probable impact of future growth. It is 
suggested that it is not simply population growth 
itself that is the issue, but rather the quality of 
life that can be influenced so fundamentally by 
population. Statistics and graphs serve to 
elaborate the problems of this issue. Chapters are 
entitled: Population in Perspective, The Prospects 
for Population Change, Population and the Quali- 
ty of Life, and Policy Issues. Appended material 
includes public law 91-213 establishing the Com- 
mission, sources of data for the report, and 
research projects and papers of the Commission. 
Findings and recommendations are to be 
presented in the final report scheduled for publi- 
cation in 1972. (BL) 


ED 050 961 
Buckner, Bates 


SE 011 247 


Library and Information Resources 

Outside the United States: Preliminary Listing. 
North Carolina Univ., Chapel Hill. Carolina 

Population Center. 
Pub Date | Apr 71 
Note—75p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Demography, *Directories, Family 

Planning, *Information Sources, *International 

Organizations, Population Trends, Reference 

Materials, Resource Centers 

Contained in this publication is a preliminary 
listing of international population information 
resources. It is designed to offer data on the in- 
formation resources of organizations known to 
have teaching, research, and/or service interests 
in the field of population/family planning. Geo- 
graphical areas include Africa, Asia (South, Mid- 
dle East, Southeast, and Far East), Europe, 
Oceania, Caribbean, North America, Central 
America, and South America. Eighty-one coun- 
tries are indexed. For each country, one or more 
population related organizations is listed noting 
its address, person to contact for information, 
and, where appropriate, the existence of a library 
and/or information service. (BL) 
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Pub Date May 67 
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This is a preliminary report of a project that is 
attempting to extend psychological research on 
stylistic differences in cognition to the study of 
teaching. This portion of the project measures 
students’ preferences for three modes of mathe- 
matical expression; symbolic, verbal, and graphic. 
One hundred and fifteen junior high school stu- 
dents took a test written to measure preferences 
for the three modes of mathematical expression. 
In addition, student scores on the Iowa Test of 
Basic Skills, Form 1, were obtained. An item 
analysis was made and correlations made between 
total scores on each of the three scales and the 
nine scores from the Iowa Test. The results were 
that students preferred a symbolic mode of 
representation and that the verbal and graphic 
scales formed positively skewed distributions 
while the symbolic scale formed a relatively 
symetric though bimodal distribution. Other 
results are summarized in tabular form. Several 
suggestions for further experimentation are given. 
(Author/CT) 
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The Improvement of Mathematics Instruction in 
Oklahoma, Grades K-12. 

Oklahoma Curriculum Improvement Commission, 
Oklahoma City.; Oklahoma State Dept. of Edu- 
cation, Oklahoma City. Div. of — Educa- 
tion. 

Pub Date 69 

Note— 103p. 

EDRS Price MF -$0.65 HC-$6.58 

Descriptors—*Curriculum, *Curriculum Guides, 
Elementary School Mathematics, *Instruction, 
Modern Mathematics, Secondary School 
Mathematics, *Teacher Education 

Identifiers— Oklahoma 
The following topics are discussed in this state 

handbook: (1) characteristics of a modern math 
program (structure, vocabulary, correctness); (2) 
teacher preparation (program descriptions and 
source material lists for inservice education and 
the CUPM recommendations for training math 
teachers); (3) initiating a modern program in 
mathematics in a particular school system (pro- 
grams for different types of students, resources 
for administrators, guidelines for improving pro- 
grams); (4) mathematics for the underachiever 
(content suggestions, objectives, teachers of low 
achievers, experimental programs, high school 
general mathematics); and (5) mathematics for 
the talented student (resources, club activities, 
content topics, suggestions for the disinterested 
student). (JG) 
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Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 
Pub Date 70 
Note—I1 Ip. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Educational Programs, *Outdoor 
Education, Participant Satisfaction, *Program 
Evaluation, Projects, School Community 
Cooperation 
Identifiers— ESEA Title Ill 
A summary evaluation of the Crystal Lake, Il- 
linois outdoor education program is contained in 
this document. The project entitled “A School- 
Cc y Outd Education Project” is a year 
round program for teaching in, for, and about the 
outdoors. Designed largely to assist teachers to 
meet educational objectives relating to the out-of- 
doors and man’s environment, the program was 
also planned to enrich learning in all subject 
areas. Major attention of the report focuses on 
the testing of pupils and the reactions of those in- 
volved in the program-initiators, assistees, and 
recipients. Analysis and evaluation is made of the 
comments by teachers, administrators, pupils, 
parents and community agents, along with recom- 
mendations for future programs. The narrative re- 
port suggests the greatest educational change in 
the three year project has been in teaching 
methodology--increased use of the out-of-doors in 
all subjects. Another gain has been the increased 
community-relatedness of the schools through 
cooperation of agencies and individuals with the 
school programs. Statistical data and sample dis- 
semination materials are also presented. This 
work was prepared under an ESEA Title III con- 
tract. (BL) 
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Schools Council, London (England). 
Pub Date 70 
Note—34p. 3 
Available from—Schools Council Publications, 
160 Great Portland Street, London, WIN 6LL, 
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Document Not Available from EDRS. 
Descriptors—*Conference Reports, *Curriculum 
Development, Educational Programs, Evalua- 
tion, *Inservice Teacher Education, *Teacher 
Education 
This is a report of three conferences concerned 
with teacher centres in England and Wales. It 
concentrates on the major points of agreement 
and disagreement among the participants con- 
cerning teacher centres. The major points of 
agreement were: that the main concern of the 
centres was with development work that was lo- 
cal, that the centres existed for teachers and or- 
ganization of the centres would reflect teacher 
views, that in the satisfy needs 
of teachers in their groups, and that the centres 
have suitable facilities for operation. Points of 
disagreement included how the centres should be 
used, the demand for release time by teachers, 
the question of inservice training or curriculum 
development, and the role of the centre warden. 
Many questions for the future were raised. Some 
concerned the changing roles of the centres, 
staffing and available materials at centres, the 
links between the local centres and regional or- 
ganizations, communication of activities in 
teacher centres, and the roles of teachers in the 
centres. (Author/CT) 
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School, 1968-69, Madison, Wisconsin. 

Wisconsin Univ., Madison. Research and 
Development Center for Cognitive Learning. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 

Report No—WP-46 

Bureau No—BR-5-0216 

Pub Date Oct 70 

Contract—OEC-5-10-154 

Note—48p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Arithmetic, *Curriculum, *Elemen- 
tary School Mathematics, *Evaluation, 
Geometry, Grade 2, *Instruction, *Instructional 
Materials, Research 
Development of a second-grade mathematics 

instructional unit is discussed in terms of activi- 

ties, evaluation procedures, and results of evalua- 

tion. The report is organized by topic. Behavioral 

objectives are followed by descriptions of activi- 

ties and materials used. Topics include: review of 

symbols, pictorial representation of numbers, 

writing mathematics sentences, expanding nota- 

tion, addition and subtraction, geometric shapes, 

compact notation, grouping ones and tens, 

number patterns, telling time. Some of the activi- 

ties and material utilized are worksheets, unit 

blocks, ‘“‘Numbars,” Unifix Cubes,“ balance 

scales, ’Lots-a-links,“* and cuisenaire rods. (JG) 
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Wisconsin Univ., Madison. Research and 
Development Center for Cognitive Learning. 
Spons Agency—Office of Education (DHEW), 

Washington, D.C. Bureau of Research. 
Report No—WP-49 
Bureau No—BR-5-0216 
Pub Date Nov 70 
Contract—OEC-5-10-154 
Note—2 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum, *Curriculum Develop- 
ment, *Elementary School Mathematics, Grade 
2, Instruction, Mathematical Concepts, 
Research, *Task Analysis, Textbooks 
The task analysis for Developing Mathematical 
Processes, Arithmetic, Book 2: Writing Mathe- 
matical Sentences is presented. The major objec- 
tive of this text is to have children write and 
validate mathematical sentences which represent 





the results of the cornpare-and-equalize sorage 
The major components of the task 

Book 2 are Writing Mathematical Sentences he 
Validating Mathematical Sentences. The 
complete task analysis is presented as a list of 53 
objectives. (JG) 
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Pub Date 71 
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Available from—The Instructor Publications, Inc., 
pant a megabit York 14437 
vailable from EDRS. 
Seaeipabeas-*eneamanats School Science, *En- 
vironmental Education, Instructional Materials, 
*Learning Activities, Lesson Plans, Natural 
Resources, Outdoor Education, Science Activi- 
ties, *Student Projects, *Teaching Guides 
This booklet is a compilation of field-tested 
outdoor activities introducing basic projects for 
small group or individualized study in monitoring 
certain aspects of the environment. Its purpose is 
to provide teachers with new ways to involve 
children directly in meaningful and developmen- 
tal learning activities and to help students 
become more sensitive and understanding of the 
quantitative aspects of their environment. An in- 
terdisciplinary approach is utilized with lesson 
plans allowing for a wide variety of student abili- 
ties and grade level use. Projects include: measur- 
ing horizontal and vertical distances; slope mea- 
surements; using a hypsometer, clinometer and 
secchi disk; estimating board lumber; moving 
water; soil compaction and water absorption; 
wind speed; and construction and use of a sundi- 
al. For each project or lesson background infor- 
mation is provided in addition to objectives, con- 
cepts, vocabulary, materials needed, instructional 
procedure and activities, and ideas for further in- 
vestigation. (BL) 
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Commission on Undergraduate Education in the 
Biological Sciences, Washington, D.C. 
Pub Date Jun 69 
Note—46p. 
Available from—CUEBS, 3900 Wisconsin 
Avenue, N.W., Washington, D.C. 20016 (Free) 
Document Not Available from EDRS. 
Descriptors—*Biology, Guidelines, *Instructional 
Materials, Laboratory Procedures, Preservice 
Education, Program Descriptions, *Secondary 
School Science, *Teacher Education 
Identifiers— Biological Sciences Curriculum Study 
A total program for the preservice education of 
secondary school biology teachers is suggested in 
this document based on a joint committee of the 
Biological Sciences Curriculum Study and the 
Commission on Undergraduate Education in the 
Biological Sciences. Suggestions are made for 
both the professional education and the biology 
core components of the program, and some com- 
ments on strategies of biology teaching are made. 
Two possible methods of introducing prospective 
teachers, through the use of film and tape and by 
role playing simulations, are described with 
reference to programs at the University of 
Michigan and the University of Texas, Austin 
respectively. Notes on planning and testing school 
biology courses, on the use of educational 
technology, and on designing and developing 
learning material (with emphasis on the laborato- 
ry component) are provided. The section on the 
laboratory work distinguishes, with examples, 
between laboratory exercises and investigations. 
Appendices list certification requirements for 
each state, outline the specific components sug- 
gested for a biology methods program, reproduce 
an instrument for student evaluation of teaching, 
and list BSCS materials and Invitations to 
Enquiry. (AL) 
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Resources for the Future, Inc., Washington, D.C. 
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Descriptors—*Annual Reports, Ecology, Educa- 
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Education, Natural Resources, *Research, *So- 
cial Sciences 
Presented is the Annual Report for Resources 
For The Future, Inc. (RFF) for the year ending 
September 30, 1970. This organization is 
dedicated to advancing the development, conser- 
vation, and use of natural resources and the im- 
provement of the quality 8 grr ve 
u; rograms of researc lucation. 
7 their studies are in the field of the social 
sciences. Document content includes an essay by 
the group’s president entitled “Observations on 
the Environmental Crisis,” and two special arti- 
cles, “Oil: The Middle East and the Western 
World,” and “Social Choices and Environmental 
Quality” both by RFF members. Educational and 
research programs conducted in the following 
areas are described: quality of the environment, 
water resources, land use and management, ener- 
gy and minerals, regional and urban studies, ap- 
praisals and special projects, and Latin American 
programs. A list of RFF publications, staff activi- 
ties and writings, and a financial statement are 
also reported. (BL) 
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Texas Univ., Austin. Science Education Center. 
Pub Date Dec 70 
Note—207p. 
Available from—University of Texas, Science 
Education Center, Austin 78712 ($3.00) 
Document Not Available from EDRS. 
Descriptors—*Curriculum Development, Educa- 
tional Research, *Elementary School Science, 
*Evaluation, Inquiry Training, *Research, 
Science Education, Teacher Characteristics, 
*Teacher Education 
This is the second in a series of reports of 
research and curriculum development in science 
education. This monograph contains 16 papers 
reporting on research studies related to curricu- 
lum implementation in elementary school science. 
The reports are titled as follows: The Educational 
Experience: Toward a Paradigm of Teacher Edu- 
cation; Development of the TAB Science Test; 
Toward More Productive Inquiry in Elementary 
School Science; The Relationship Between 
Inquiry and Science Knowledge; The Relationship 
Between Strategies of Inquiry in Science and Stu- 
dent Cognitive and Affective Behavioral Change; 
An A t of Sci Achievement of Five- 
and Six-Year-Old Students of Contrasting Socio- 
Economic Backgrounds; The Development of a 
Teacher Performance Competency Scale; A 
Comparative Study of the Effect of Practice with 
Elementary Children and with Peers in the 
Science Methods Course; A Study of the Impact 
of an Inservice Education Program on Teaching 
Behavior; The Development of an Instructional 
Decisions Test; A Comparison of the Effective- 
ness of Preservice and Inservice Teacher Educa- 
tion Programs; A Study of Teacher Change; A 
Study of Teacher Attitude Change; A Study of 
Teacher Characteristics as Predictors of Success- 
ful Implementation of an Innovative Curriculum; 
A Study of Contrasting Patterns of Inservice Edu- 
cation; Factors Affecting the Adoption of 
Change. A reference list is included with each 
paper. (PR) 
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Pub Date 70 

Note—72p. 

Available from—Schools Council Publications, 
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Document Not Available from EDRS. 

Descriptors— Art Education, *Curriculum 
Development, *Elementary Schools, Environ- 
mental Education, Humanities, Language, 
Mathematics Education, Science Education, 
*Secondary Schools 

Identifiers— * England 
The work of the Schools Council (a body with 

a majority of teacher members which conducts 

tesearch and development on curricula, teaching 

methods, and examinations in English and Welsh 
schools) is summarized under the headings of Ex- 
amination, Subject Committees, Field Officers, 

Teachers’ Centers, and Working Parties. The pro- 

jects are concerned with language, science, 

mathematics, reading, humanities, and art educa- 
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tion, and with the problems of assessing these 
subjects. Some interdisciplinary projects, particu- 
larly “‘environmental studies,” are included. A list 
of publications and an annotated list of all 
research and development projects in which the 
council participates are appended. A copy of the 
Pr aera of the Schools Council is included. 
( 
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Available from—Dembar Educational Research 
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EDRS Price MF-$0.65 HC-$9.87 
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*Environmental Education, *Essays, *Instruc- 
tional Materials, Nature Centers, Outdoor Edu- 
cation, *Publications, Resource Materials 
Selected articles from the first two years of 
publication of the quarterly journal ““Environmen- 
tal Education” are reprinted in this book together 
with editorial remarks where appropriate. Con- 
tributions from 76 individuals and organizations 
are included. Chapters deal with the setting for 
environmental education, definitions and 
directions, elementary and secondary school cur- 
ricula, university dimensions, new nature centers 
and learning laboratories, and community action 
programs. References are included at the end of 
each article when necessary. The goal of the 
book is to help professionalize the field of en- 
vironmental education by presenting relevant re- 
porting of investigations, creative developments, 
and imaginative insights in conservation commu- 
nications. (BL) 
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Psychologists in the Population 
National Inst. of Child Health and Human 
Development (NIH), Bethesda, Md. 
Pub Date Apr 71 
Note—8p.; Presented at the Annual Meeting of 
the American Psychological Association, Miami 
Beach, Florida, September 1970 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Behavioral Sciences, Demography, 
*Opportunities, *Population Trends, 
*Psychologists, *Research, Social Sciences, 
*Training 
Population research and training opportunities 
for psychologists are enumerated in this speech 
by Dr. Sidney Newman, a behavioral scientist ad- 
ministrator at the Center for Population 
Research. It was presented to the symposium on 
“*Psychology and Population: Evolving Trends” at 
the annual meeting of the American Psychologi- 
cal Association, Miami Beach, Florida, Sep- 
tember, 1970. He points out that although few 
psychologists had been interested in psychosocial 
research on population problems prior to 1960, 
the impetus of the federal government in 
establishing population related programs in the 
late sixties has encouraged more scientists to 
enter the population field or increase their activi- 
ties in it. Eleven problem areas to which 
psychologists can make a contribution are 
identified. In addition, opportunities involving 
research training programs, and conferences in 
behavioral aspects of population, family planning, 
and reproduction are described together with the 
avenues for achieving them. Reference sources 
are also provided. Dr. Newman concludes that 
because the study of population problems is mul- 
tidisciplinary, psychologists are provided un- 
limited opportunities in the population area. (BL) 
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Pub Date Jun 70 

Note—30p. 
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Government Printing Office, Washington, D.C. 
20402 ($0.45) 
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The scope of population research as carried on 
by the National Institute of Child Health and 
Human Development (NICHD) is set forth in this 
booklet. Population problems of the world, 
United States, and the individual are considered 
along with international population policies based 
on voluntary family planning programs. NICHD 
goals for biological and social science research 
are stated. A description of the Center for Popu- 
lation Research is provided, enumerating infor- 
mation concerning its contracts, grants, training, 
and federal leadership role. Also listed are addi- 
tional institute activities. (BL) 
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Pub Date Sep 67 
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EDRS Price MF-$0.65 HC-$13.16 

i Behavioral Objectives, Course Con- 


s er — 

tent, *Curriculum Guides, Elementary School 

Mathematics, *Grade 7, Instruction, Low Abili- 

ty Students, *Mathematics Education, *Slow 

Learners, Worksheets 

This curriculum guide is specifically designed 
for the slow learning students in grade 7. It is one 
of a series of course guides for grades 6-11. The 
intent of the curricular designers was to outline 
mathematical experiences which would be ap- 
propriate for the characteristics of these students. 
The areas of mathematical content included are: 
1) numbers, operations and algorithms, 2) 
geometry, 3) measurement, 4) graphing, 5) 
probability and statistics, 6) algebra, 7) logic. 
Each content area contains: 1) master charts for 
grades 6-11, 2) grade level chart for grade 7, 3) 
behavioral objectives for the area, 4) teacher 
commentary sheets, 5) student worksheets. A col- 
lection of recreational activities is included for 
student motivation. (RS) 
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Pub Date Sep 67 
Note—383p. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors— Behavioral Objectives, Course Con- 
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Mathematics, *Grade 8, Instruction, Low Abili- 
ty Students, *Mathematics Education, *Slow 
Learners, Worksheets 
This curriculum guide is specifically designed 
for the slow learning students in grade 8. It is one 
of a series of course guides for grades 6-11. The 
intent of the curricular designers was to outline 
mathematical experiences which would be ap- 
propriate for the characteristics of these students. 
The areas of mathematical content included are: 
1) numbers, operations, and algorithms, 2) 
geometry, 3) measurement, 4) graphing, 5) 
probability and statistics, 6) algebra, 7) logic. 
Each content area contains: 1) master charts for 
grades 6-11, 2) grade level chart for grade 8, 3) 
behavioral objectives for the area, 4) teacher 
commentary sheets, 5) student worksheets. A col- 
lection of recreational activities is included for 
student motivation. (RS) 
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Helwig, G. Alfred Brant, Vincent 

Mathematics for Basic Education, Grade 9. 

Baltimore County Public Schools, Towson, Md. 

Pub Date Sep 67 

Note—38 Ip. 

Available from—Baltimore County Public 
Schools, Office of Curriculum Development, 
Towson, Maryland 21204 

EDRS Price MF-$0.65 HC-$13.16 

Descriptors—Algebra, *Curriculum, *Curriculum 
Guides, Educationally Disadvantaged, 
Geometry, Logic, Probability, *Secondary 
School Mathematics, *Slow Learners, Statistics 
This guide provides a structured program for 

the slow learner in mathematics grades 6-11. Sug- 

gestions for implementing the program are in- 
cluded. The guide is divided into the following 
major areas of mathematical competency: Funda- 
mental Operations, Geometry, Measurement, 

Graphing, Algebra, Probability and Statistics, and 

Logic. Recreation is the last section of the book. 

Each of the areas of mathematical competency 

contains: master chart of mathematics content, 

grade level chart of mathematics content, list of 
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behavioral objectives, and student activity 
descriptions and materials. This curriculum guide 
is one of several prepared for secondary school 
mathematics instruction by Baltimore County 
Public Schools. (JG) 
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Tentative Guide. 
Baltimore County Public Schools, Towson, Md. 
Pub Date Sep 67 
Note—32Ip. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors— Behavioral Objectives, *Curriculum 
Guides, *Grade 10, Instruction, Low Ability 
Students, *Mathematics Education, Secondary 
School Mathematics, ‘*Slow Learners, 
Worksheets 
This curriculum guide is specifically designed 
for the slow learning students in grade 10. It is 
one of a series of course guides for grades 6-11. 
The intent of the curricular designers was to out- 
line mathematical experiences which would be 
appropriate for the characteristics of these stu- 
dents. The areas of mathematical content in- 
cluded are: 1) numbers, operations, and al- 
gorithms, 2) geometry, 3) measurement, 4) gra- 
phing, 5) probability and statistics, 6) algebra, 7) 
logic. Each content area contains: 1) master 
charts for grades 6-11, 2) grade level chart for 
grade 10, 3) behavioral objectives for the area, 
4) teacher commentary sheets, 5) student 
worksheets. A collection of recreational activities 
is d for student motivation. (RS) 
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Klier, Katherine M., Ed. 

Geometry, Senior High School Curriculum Guide. 

Baltimore County Public Schools, Towson, Md. 

Pub Date 63 

Note—200p. 

Available from—Baltimore County Public 
Schools, Office of Curriculum Development, 
Towson, Maryland 21204 ($5.00) 

Document Not Available from EDRS. 

Descriptors—*Curriculum, *Curriculum Guides, 
*Geometry, Logic, *Mathematics Education, 
*Secondary School Mathematics 
This syllabus presents a fused course in plane, 

solid, and coordinate geometry for secondary 

school students. El tary set theory, logic, and 
the principles of separation provide unifying 
threads throughout this approach to geometry. 

There are actually two curriculum guides in- 

cluded; one for each of two ‘different texts--Hen- 

derson, Pingry, and Robinson’s ‘Modern 

Geometry” and Jurgensen, Donnelly, and Dol- 

ciani’s “‘Modern Geometry.” This curriculum 

guide is one of several prepared for secondary 
school mathematics instruction by Baltimore 

County Public Schools. (JG) 
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plorations in Biology. 

Mid-Continent Regional Educational Lab., Inc., 
Kansas City, Mo. 

Pub Date 70 

Note—34p. 

Available from— Mid-Continent Regional Educa- 
tional Laboratory, 104 East Independence 
Avenue, Kansas City, Missouri 64106 

Document Not Available from EDRS. 

Descriptors—*Biology, *Evaluation, Inquiry 
Training, Programed Texts, Science Tests, 
*Scientific Methodology, Secondary School 
Science, *Tests 

Identifiers— Mid Continent Regional Educational 
Laboratory 
The-booklet is designed as an introduction to a 

series of topics which use the same format, and 

which are published separately. A series of photo- 
graphs of a snake eating an egg are used to ask 
students to identify a puzzling event that they 
would want to investigate if they were biologists. 
A scrambled programed text format is used to 
direct students to sets of questions concerning 
possible investigative procedures. Students are 
asked to indicate the order in which they would 
carry out a number of suggested steps in an in- 
vestigation of the problem chosen. Some options 
include choosing and reading related literature; 
extracts from a number of works are included. 

These readings form the basis of additional 

questions. (AL) 
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Pub Date 70 

Note—39p.; Topic 1 

Available from—McREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 

Document Not Available from EDRS. 


Descriptors—*Biology, ‘Evaluation, “Inquiry 


The booklet is part of a series which tests some 
skills biologists use in their investigations. A se- 
ries of diagrams of a biological community over a 
period of 10 years indicates an increasing bird 
mortality, and students are asked to choose a 
puzzling event that they would want to investigate 
if they were biologists. A scrambled 
text format is used to direct students to sets of 
questions concerning possible investigative 
procedures. Students are asked to indicate the 
order in which they would carry out a number of 
Suggested steps in an investigative strategy. Some 
options include ch and ding related 
literature; extracts from a number of works are 
included. These readings are to be rated accord- 
ing to their usefulness to the student. Part B (SE 
011 337) contains a series of questions related to 
possible experiments testing one of the possibili- 
ties offered in this booklet. Students are allowed 
55 minutes for this test. (AL) 
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Bird Population, Book B, 
Mid-Continent Regional Educational 1a Inc., 
Kansas City, Mo. 
Pub Date 70 
Note—22p.; Topic 1 
Available from—McREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 
Document Not Available from EDRS. 
Descriptors—*Biology, Evaluation, *Inquiry 
Training, Programed Texts, Science Tests, 
*Scientific Methodology, Secondary School 
Science, *Tests 
This booklet is part of a series that tests some 
skills biologists use in their investigations. Stu- 
dents are presented with several possible experi- 
ments to investigate one of the explanations for 
the changes in bird populations illustrated in 
Booklet A (SE 011 334). A separate series of 
data interpretation questions is presented for 
each experiment. There is a time limit of 35 
minutes for this booklet. (AL) 
SE 011 336 
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Mid-Continent Regional Educational Lab., Inc., 
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Pub Date 70 
Note—35p.; Topic 3 
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Avenue, Kansas City, Missouri 64106 
Document Not Available from EDRS. 
Descriptors—*Biology, *Evaluation, *Inquiry 

Training, Programed Texts, ‘*Scientific 

Methodology, Secondary School Science, 

*Tests 

This booklet is part of a series which test some 
skills biologists use in their investigations. A se- 
ries of diagrams of a bird interacting with mem- 
bers of its own and other species and two reports 
on bird behavior are used as a basis for identify- 
ing the “unusual event” shown in the illustra- 
tions. Students indicate the order in which they 
would conduct a series of steps if they were 
biologists investigating the event. A scrambled 
programed text format is used to direct students 
to other questions about each step in the in- 
vestigation. Some extracts from the literature are 
included in the sequence and these form the basis 
of other questions. Students are allowed 55 
minutes to complete this booklet. Booklet B (SE 
011 337) contains a series of questions related to 
possible experiments testing one of the possibili- 
ties offered in Booklet A. (AL) 

SE 011 337 
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Bird Aggression, Book B, Explorations in Biology. 

Mid-Continent Regional Educational Lab., Inc., 
Kansas City, Mo. 

Pub Date 70 

Note—22p.; Topi 

Available fom MeREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 

t Not Available from EDRS. 

Descriptors—*Biology, *Evaluation, ‘Inquiry 

Training, Programed Texts, Science Tests, 
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Life in Remote Villages, Book A, Explorations in 


Biology. 

Mid-Continent Regional Educational Lab., Inc., 
Kansas City, Mo. 

Pub Date 70 

Note—35p.; Topic 4 

Available from—McREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 

Document Not Available from EDRS. 

*Evaluation, 


The booklet is part of a series which tests some 
skills biologists use in their investigations. A se- 
ries of drawings of the inhabitants of two fictional 
villages, and a number of extracts of literature 
concerning congenital malformations, introduce 
the first question in this test, which asks students 
to identify an unusual event shown in the illustra- 
tions. Students are presented with a choice of 
procedures to investigate the problem they 
choose, and a scrambled program text format is 
used to direct them to related questions. Some of 
the choices direct students to extracts of litera- 
ture, upon which further questions are based. 
Students are allowed 55 minutes to complete this 
booklet. Booklet B (SE 011 339) asks students a 
series of questions about one possible explanation 
for the puzzling event. (AL) 
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Life in Remote Villages, Book B, Explorations in 


Biology. 
Mid-Continent Regional Educational Lab., Inc 
Kansas City, Mo. 
Pub Date 70 
Note—22p.; Topic 4 
Available from—McREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 
Not A from EDRS. 
Descriptors—*Biology, ‘Evaluation, ‘*Inquiry 
Training, Programed Texts, Science Tests, 
*Scientific Methodology, *Secondary School 
Science, *Tests 
This booklet is part of a series which tests 
some skills used by biologists in their investiga- 
tions. Students are asked a series of questions 
about one possible explanation of the “puzzling 
event” concerning human deformities presented 
in Booklet A (SE 011 338) and directed to a set 
of questions on data interpretation. The particu- 
lar questions answered depend upon the experi- 
mental design chosen by the student as the best 
of the 5 alternative tests of the explanation. No 
time limit for the test is indicated. (AL) 


ED 050 988 SE 011 340 
Rat Behavior, Book A, Explorations in Biology. 
Mid-Continent Regional Educational Lab., Inc., 
Kansas City, Mo. 
Pub Date 71 
Note—33p.; Topic 5 
Available Prom -McREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 
Document Not Available from EDRS. 
Descriptors—*Biology, ‘*Evaluation, *Inquiry 
Training, Programed Texts, Science Tests, 
*Scientific Methodology, Secondary School 
Science, *Tests 
This booklet is part of a series which tests 
some skills biologists use in their investigations. A 
series of photographs of 3 rats in a Skinner box 
in which they had learned to obtain water by a 
bar-press response, but from which they receive 
rat pups, is used to present a puzzling event 
which students are asked to identify. Students in- 
dicate the order in which they would conduct a 
series of steps if they were biologists investigating 
the particular puzzling event that they chose 
earlier. A scrambled programed textbook format 
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is used to direct students to other questions about 
the investigations. Some extracts from the litera- 
ture are included in the sequence and these form 
the basis of other questions. Booklet B (SE 011 
341) asks a series of questions about investiga- 
tions of maternal behavior in rats. No time limit 
is indicated for this booklet. (AL) 


ED 050 989 SE 011 341 
Rat Behavior, Book B, Explorations in Biology. 
Mid-Continent Regional Educational Lab., Inc., 
Kansas City, Mo. 
Pub Date 71 
Note—2Ip.; Topic 5 
Available from—McREL, 104 E. Independence 
Avenue, Kansas City, Missouri 64106 
Document Not Available from EDRS. 
Descriptors—*Biology, ‘Evaluation, ‘*Inquiry 
Training, Programed Texts, Science Tests, 
*Scientific Methodology, Secondary School 
Science, *Tests 
This booklet is part of a series which tests 
some skills biologists use in their investigations. 
Questions are asked about investigations of the 
maternal behavior of rats, which is related to the 
“puzzling events” ted in a series of photo- 
of rats in Skinner boxes in Booklet A (SE 
011 340). In a series of questions, depending 
the student's choice of experiment, data in- 
terpretation skills are tested. No time limit is in- 
dicated for this booklet. (AL) 
ED 050 990 
Kraft, Tom, Ed. 
Can Education 
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and This Nation Survive? Amer- 
ican Oceanography. 
American Society for Oceanography, Houston, 


ex. 

Pub Date May 70 

Note—12p.; American O graphy, Special 
Education Issue 

Available from—American Oceanography, 854 
Main Building, Houston, Texas 77002 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—College Science, *Curriculum, Ele- 
mentary School Science, *Environmental Edu- 
cation, *Oceanology, Outdoor Education, 
*Program Descriptions, Secondary School 
Science 

Identifiers— American Society for Oceanography 
Brief descriptions of 9 marine science programs 

for students at various educational levels are 

given in this special issue. Most of the accounts 

describe the procedures followed by the center 

concerned, but some specify the objectives that 

guide the work. Most of the projects described 

involve students using the facilities in active 

research, rather than providing lecture-demon- 

strations. (AL) 


ED 050 991 SE 011 352 
Council of Europe Information Bulletin 2/1970. 
Documentation Centre for Education in Europe, 
Strasbourg (France). 
Pub Date Jul 70 
Note—77p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Audiovisual Programs, Elementary 
Education, Higher Education, Information Dis- 
semination, *Inservice Teacher Education, *In- 
ternational Education, Secondary Education, 
*Teacher Education 
Identifiers—Council of Europe 
The first part of this document contains the 
text of two resolutions, on co-ordination of Eu- 
ropean university research and on the educational 
uses of radio and television, adopted by the Com- 
mittee of Ministers in June 1970. Reports on two 
meetings concerned with High Education and 
Research, seven in the area of General and 
Technical Education, three on Out-of-school 
Education and Cultural Development, one on 
Educational Documentation and Research, and a 
list of meetings planned from June through Oc- 
tober 1970 complete the first part. References to 
appropriate documents are included in the re- 
ports of the meetings. The second part contains 
extracts of reports and documents on basic and 
inservice training of teachers, and a series of 
documents on developments in educational docu- 
mentation and information for teachers. Materials 
in these reports and documents describe con- 
ference recommendations and the existing or- 
ganization in Belgium, Denmark, France, Ger- 
many, Italy, The Netherlands, Sweden, England 
and Wales, and Scotland. Two books, one listin 
and describing European photochemical researc! 





and the other an account of the work of the Con- 
ferences of European Ministers of Education, are 
briefly reviewed. (AL) 
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Employment Outlook, Life Science Occupations. 

Bureau of Labor Statistics (DOL), Washington, 
D.C. 

Report No—Bull- 1650-25 

Pub Date 71 

Note—12p.; Reprint from the Occupational Out- 
look Handbook, 1970-71 Edition 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 ($0.15) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Biochemistry, Biology, *Employ- 
ment, *Employment Trends, Job Analysis, 
Salaries, *Scientists 

Identifiers— United States Department of Labor 
The nature of the work performed by biologists 

and biochemists is described in general terms, 

and for the subcategories such as agronomists, 
pharmacologists and entomologists. The types of 
employment opportunities, the necessary training 
the employment outlook and typical salaries and 
working conditions are described. Addresses for 

requesting additional information are given, and a 

list of other pamphlets describing other occupa- 

tions is appended. (AL) 
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Froehlich, Walter 

Man in Space, Space in the Seventies. 

National Aeronautics and Space Administration, 
Washington, D.C. 

Report No—EP-81 

Pub Date Jan 71 

Note—3 Ip. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 ($1.00) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Aerospace Technology, *Program 
Descriptions, *Resource Materials, *Space, 
*State Agencies 

Identifiers— National Aeronautics and Space Ad- 
ministration 
Included is a summary of the Apollo lunar pro- 

gram to date. Projected future NASA programs 
planned for the 1970’s are discussed under the 
headings Skylab, Space Shuttle, and Space Sta- 
tion. Possibilities for the 1980's are outlined in 
the final section. (Author/AL) 
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Koran, John J., Jr. 

Teaching High School Science. 

National Science Teachers Association, Washing- 
ton, D.C. 

Pub Date 70 

Note—36p. 

Available from—Publications-Sales Section, Na- 
tional Education Association, 1201 Sixteenth 
Street, N.W., Washington, D.C. 20036 ($0.50) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Educational Objectives, ‘*Instruc- 
tion, ‘Research Reviews (Publications), 
Resource Materials, Science Education, 
*Secondary School Science, *Teacher 
Behavior, *Teaching Methods 
This pamphlet, replacing an earlier edition with 

the same title, reviews the research related to 

science instruction in high schools with ref 

to its implications for teaching. Recommenda- 

tions for particular teaching methods are made 

when the evidence is strong, and, where it is 
weak, implications of the trends discerned are 
stated, and teachers are advised that particular 
techniques may be advantageous. Topics 
reviewed include the use of instructional objec- 
tives; the nature and utility of advanced or- 
ganizers and learning set; the nature of teacher 
behavior in the new science programs; the use 
and effectiveness of a variety of instructional 
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tion test, and, when the Verbal Reasoning Test 


and Development (DHEW/CE), 
Washington, D.C. 

Pub Date Jun 71 

Note—24p. 

Available from—National Assessment of Educa- 
tional Progress, 201A Huron Towers, 2222 
Fuller Road, Ann Arbor, Michigan 48105 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Educational Objectives, *Evalua- 
tion, *National Surveys, Research, Science 
Tests, *Scientific Concepts, *Testing Programs, 
*Writing Skills 

Identifiers—Educational Commission of the 
States, *National Assessment of Educational 


Progress ) 
The major part of the newsletter contains a 
summary of the results of the administration of 
tests in science and writing to students aged 9, 
13, 17, and to adults 26 - 35 in all regions of the 
United States. The data are compared on the 
basis of regions (North East, South East, Central, 
and Western); sex of respondent and size of com- 
munity (big cities, urban fringes, medium sized 
cities, and smaller places). Males of all ages per- 
formed better on the science tests, but females 
scored higher on the writing tests. The North 
East and Central regions performed at or above 
the national average for both sets of tests at all 
ages. The South East scores were lower than the 
national average for all ages and both tests. The 
Western region showed a consistent pattern, 
with 17 year olds and adults performing better 
i both tests, 13 year 
the 


ties above average. The interpretations of a panel 
of reviewers are summarized, and the limitations 
of the results indicated. The newsletter also con- 
tains announcements about the organization of 
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Undergraduate Education in the 
Biological Sciences News, Volume 7 Number 5. 
Commission on Undergraduate Education in the 
Biological Sciences, Washington, D.C. 
Pub Date Jun 71 
Note—20p. 
Available from—CUEBS, 3900 W 


isconsin 
Avenue, N.W., W: , D.C, 20016 (Free) 
ME40.66 He-68.39 
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Two articles in this newsletter describe pro- 
grams related to the use of investigative laborato- 
ties in college biology; one reports on student 
eactions to such laboratories; and two articles 
‘escribe student directed activities concerned 
with environmental factors. Comments on the 
changing role of biology in the 70’s, and its impli- 
ration for college biology instruction, a bibliog- 

aphy of 42 items concerning grading practices, 

id a discussion of the relevance of a core cur- 

‘ulum_— con! minimum subject matter 

wired of all biology students in the face of 

idly expanding research data, are included in 
s penultimate edition of the newsletter. (AL) 
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‘ones, Linda Butts, David P. 
iaget Interviews and Interaction in the 


Analysis 
Preparation of Science Teachers: A Com- 


Texas Univ., Austin. Research and Development 
Center for Teacher Education. 
Spons Agency—Office of we peat _(DHEW), 
Washington, D.C. B 
Report No—Rep Ser-52 
Bureau No—BR-5-0249 
Pub Date Aug 70 
Contract—OEC-6-10-108 
Note—- 10p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Behavior, Cognitive Development, 
Educational Research, *Instruction, *Interac- 
tion Process Analysis, Preservice Education, 
*Science Teachers, *Teacher Education 
Identifiers— Piaget 
Nineteen beginning preservice science teachers 
were randomly assigned to one of the following 
treatments given in the first two weeks of the 
semester: a) training in interaction analysis (a 
modification of Hall's instrument for the analysis 
of science teaching; b) training in conducting and 
interpreting Piaget-type interviews; and c) a con- 
trol group of elementary school methods lectures 
on graph interpretation. In a one-to-one setting 
with elementary students, teacher behavior and 
concern level were measured at pre-, post-, and 
delayed post-test sessions. Pretest scores were 
used as covariates. Concern levels increased im- 
mediately after treatment but decreased to initial 
levels at the end of the semester, regardless of 
treatment. Of thirteen teacher behaviors mea- 
sured by the interaction analysis instrument the 
only one to change significantly was the flexibility 
score of the interaction-analysis trained group, 
which increased over the long-term, but not in 
the time of treatment. (Authors/AL) 
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ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 
Pub Date Jun 71 
Note—70p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cognitive Development, *Elemen- 
tary School Science, “Instruction, *Research 
Reviews (Publications), Science Education, 
Teacher Characteristics, *Teacher Education 
The sixth paper in the science series of 
research reviews produced for the Science and 
Mathematics Education Information Analysis 
Center concerns research in science education at 
the elementary school level published in 1968-69. 
The following topics are reviewed: Effects of in- 
struction in new elementary science 8 
(Science - A Process Approach, SCIS, ESS); the 
impact of instruction at pre-school and primary 
school levels and in intermediate grades; develop- 
mental studies without particular instructional 
programs; teacher education; teacher behavior 
and characteristics; and instrument development 
for — research. Eight miscellaneous stu- 
dies are also reported. Summarizing conclusions 
are made at the end of each section, and some 
general conclusions, mainiy concerned with 
weaknesses of design, analysis and reporting of 
research are made. The bibliography contains 
124 citations, mainly journal articles and un- 
published doctoral dissertations. (AL) 
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National Association for Research in Science 
Pees! 44th Annual Meeting, Abstracts of 


Presented Papers. 
ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 


Pub Date Feb 71 

Note—247p. 

Available from—ERIC Information Analysis 
Center for Science Education, 1460 West Lane 
Avenue, Columbus, Ohio 43221 ($3.50) 

sone Price MF-$0.65 HC-$9.87 

Attitudes, *Conference 


Ab ont cn 
on Curriculum, *Evaluation, *Learning, 
Research, *Research Methodology, Science 
Education, Teacher Education 
Abstracts of papers presented to the 44th An- 

nual Meeting of the National Association for 
Research in Science Teaching are arranged ac- 
cording to the topic of the session at which they 
were presented. Separate sessions were devoted 
to elementary, secondary, junior high school, and 
college and university science teaching, with 
papers on evaluation, teaching techniques, 
teacher and student behavior, curriculum, and at- 
titudes being presented at each level. Papers were 
also presented on science teacher education at 
pre- and in-service levels, on learning and testing, 
and on environmental education and educational 
technology. Abstracts of addresses to general ses- 
sions, on educational research, the future of 
NARST, science education curriculum develop- 
ment, and guidelines for science and mathematics 
teacher education are also included. (AL) 
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Suydam, Marilyn N. Weaver, J. Fred 
Mathematics and the “Disadvan' 
ERIC Information Analysis Center for Science 
Education, Columbus, Ohio. 
Pub Date Mar 71 
Note—8p.; Using Research: A Key to Elementary 
School Mathematics 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Bibliographies, Culturally Disad- 
vantaged, “Disadvantaged Youth, Educa- 
tionally Disadvantaged, *Elementary School 
Mathematics, *Low Achievers, Mathematics 
Education, *Mathematics Instruction, 
*Research Reviews (Publications), Slow Lear- 
ners 
This bulletin provides a review of research re- 
lated to teaching mathematics to disadvan 
students at the elementary school level. 
review is organized around a set of questions 
which are appropriate to ask in relation to disad- 
vantaged students. These questions include: 1) 
What is the mathematical status of the environ- 
mentally disadvantaged? 2) What do evaluations 
of Head Start. programs show? 3) Are there 
mathematical characteristics which distinguish the 
academically disadvantaged? 4) Do special 
mathematics programs for environmentally disad- 
vantaged cuban make a difference? 5) Are pro- 
grams for low achievers effective? 6) What 
teaching procedures are most effective for slow 
learners? 7) Are different materials appropriate 
for the disadvantaged? 8) What remedial 
procedures have been effective? 9) How are per- 
sonality characteristics of the disadvantaged re- 
lated to achievement? Answers to these questions 
are provided by a variety of research studies. A 
pot list of references is provided. (FL) 
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Wirth, Arthur G. 

The Vocational-Liberal Controversy 
Between John Dewey and vones (1900-1917). 


Final 
Washin ar Oat: St. Louis, Mo. Graduate Inst. 
vn Agenay.-Offce of Education (DHEW 
Ss ome i.) uca' ( » 
FWashingon, D D.C. Bureau of Research. 
Grant—OEG-0-8-070305-3662(085) 
Note—349p.; Report will be published as Educa- 
tion in the Ti Society: The Voca- 
tional-Liberal Studies Controversy (1900- 
1917), International on are te ., 1972 
EDRS Price MF-$0.65 HC-$13. 
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Education, School Community Rela 

Social C » Social Values, Socioeconom 

Influences, *Vocational Education 
Identifiers—*Dewey (John) 


The present study looks at an example of in. 
stitutional change directly resulting from the in. 
dustrialization process --the industrial or voca- 
tional education movement. The thesis of this 
study is that an understanding of the debate over 
how schools should adapt to industrialization will 
reveal the nature of basic value choices which the 
American people were forced to face under the 
pressures of adjusting to technology. Part I ex- 
amines some of the origins of educational 
changes related to the industrialization. Next the 
responses of selected interest groups are con- 
sidered: business, as represented by the National 
Association of Manufacturers; the American 
Federation of Labor; liberal urban reform forces 
of the progressive era; and, the formation of typi- 
cal progressive pressure group--the National 
for the Promotion of Industrial Education 
(NSPIE), which worked to promote school 
reform programs at state and national levels. The 
reactions of NEA are noted along with resultant 
innovations --guidance programs and the com- 
prehensive secondary schools. Part II examines 
the philosophies of education which articulated 
the value and policy questions at issue including 
the philosophy of social efficiency. John Dewey's 
complex analyses of the values of science, 
technology, and democracy for education in a 
technological world are examined. (Author/SBE) 


ED 051 003 SO 000 889 
pos R. Grann 
Economics to Black Students. 
Pub Date [68] 
Note—14p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Academic Achievement, *Economic 
Education, *Equal Education, Field Instruction, 
Inquiry Training, Multimedia Instruction, 
*Negro Education, Negro Students, Problem 
Solving, Questioning Techniques, Racial Fac- 
tors, *Relevance (Education), *Social Studies, 
Teaching Methods 
Against the background of separate and inferi- 
or education for black Americans, the author 
discusses questions related to the effective 
teaching of economics to black students today. 
To the question of differentiated economics edu- 
cation by race, the author qualifies his negative 
answer by pointing to certain barriers to teaching 
economics to blacks, such as, basic skill level, ex- 
posure to economic institutions, and motivation, 
all probably due to white racism, however. Sug- 
gested solutions are remediation and effective 
teaching methods, such as the following: multi- 
media representations of economic realities, pro- 
instruction, inquiry methods, problem 
sol field work, and relevant subject matter 
sel nm. The latter approach requires that 
economics be taught from a cultural context by 
focusing on the black experience. (Author/DJB) 
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The Wingspread Report on New Dimensions for 
the Teaching of the Social Studies. 

National Association of Independent Schools, 
Philadelphia, Pa. 

Pub Date 69) 

Note—17p.; Issued by the Ad Hoc Committee on 


Social Studies 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Conference Reports, Curriculum 
Design, *Curriculum Development, Educa- 
tional Change, Educational Objectives, ae? 
Training, Instructional Innovation, Interdiscipl 
nary Approach, Relevance (Education), Secon- 
Grades, Secondary School Teachers, *So- 
cial Change, *Social Studies, *Student Needs, 
Teacher Participation, Teaching Methods, 
Team Teaching, World Problems 
ee ee Conference 
Pica er 0m is ounaee result of a conference in 1968 
2 school educators to 
pee challenging questions facing social studies 
teachers. Two interrelated areas of interest are 
explored: 1) The Nature of Contemporary 
Change in American Society and the World; and, 
2) The Educational Needs of Our Students. How- 
ever, in order to develo P relevant curriculum and 
devise innovative teaching methods, teacher par- 
ticipation and changes in the schools are necessa- 
ry. Participants felt that academic courses should 
reflect an interdisciplinary approach and team 
teaching which require advanced study and basic 
changes in teacher preparation. Content should 
help students understand man in societ y as both 
creator and product of environment adding three 
crucial special areas: 1) should emphasize analyti- 





cal ability, inquiry oo. and decision making 
with less attention to factual indoctrination. The 
restrictive influence of the examination system is 
also noted. Changes in school structure and in- 
novations for teacher training programs are 
described. The report concludes that active 
teacher involvement and leadership is vital to 


sequence. (Author/JSB) 
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Mallery, David Heath, Douglas H. 

Toward a More Human School. A Report on Five 
Conferences Involving Students, Teachers, and 
Administrators. 


National Association of Independent Schools, 


Available from— National Association of Indepen- 
dent Schools, Four Liberty Square, Boston, 
Massachusetts 02109 ($1.25) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Activism, Affective Behavior, 
Communication Problems,  *Educational 
Change, School Community Relationship, Self 
Concept, *Student Alienation, Student At- 
titudes, *Student School Relationship, *Student 
Teacher Relationship, Values 
A series of five conferences are reported here 

on the problem of making the school more 
human by increasing understanding, the sense of 
community, and communication between stu- 
dents, teachers, and administrators. The first con- 
ferences explored the areas of necessary change 
which 275 students and 175 adults wanted to ex- 
amine in the four remaining conferences. As a 
result these conferences were devoted to the 
general theme of alienation and ways of commu- 
nicating to overcome this estrangement. In addi- 
tion, a special article by Douglas Health on 
alienation and the school is appended. (CWB) 
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Weintraub, Richard 

A Review of the Research on Pre-Service Social 
Studies Secondary Teacher Education. 

Constitutional Rights Foundation, Los Angeles, 


Calif. 
Pub Date 22 Jun 70 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 


Descriptors— Behavioral Objectives, Civil 
Liberties, Classroom Environment, Democratic 
Values, Educational Change, *Educational 
Research, Inquiry Training, Methods Courses, 
*Political Socialization, Preservice Education, 
*Relevance (Education), Secondary Grades, 
*Social Studies, *Teacher Education, Teacher 
Education Curriculum, Teacher Role, Teaching 
Methods, Teaching Skills 

Identifiers—Bill of Rights, *Controversial Issues, 
Values Education 
This report is a compilation and review of 

research done in the United States in the last 8 
years. Believing that it is necessary to have 
teachers who can empathize and cope with class- 
room manifestations of constitutional rights, civil 
rights, unemployment, war and violence. the 
author investigates 3 categories of teacher train- 
ing: curriculum content, professional knowledge, 
classroom skills and behavior. Citing various stu- 
dies and exploring the “curriculum by textbook” 
phenomena some conclusions are: 1) methods 
courses must concentrate on classroom dynamics 
and be less preoccupied with teacher knowledge, 
authority, and conformity: 2) it is not the amount 
of knowledge but new behavior (alternative roles 
and attitudes) that is most important; 3) teacher 
education should develop inquiry, discovery, and 
critical thinking capacities; 4) training should in- 
clude different teaching techniques and attention 
to selection and testing of new materials; 5) 
schools must offer an educational environment 
that is a microcosm of modern changing society; 
and, 6) the educational program will have an ap- 
preciable influence on students outlook, including 
political attitudes, values, and beliefs when con- 
troversy is allowed and critical thinking en- 
couraged. Detailed findings of a California survey 
related to teacher training and contemporary is- 
sues connected with the Bill of Rights and our 
legal system are also included. (Author/JSB) 
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pendix contains a list of the works consulted in 
compiling this booklet. (JLB) 
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Culbert, John, Comp. And Others 
Social Studies Concepts and Generalizations: a 
Framework for Curriculum Development. 
Chestnut Hill School, Middlefield, Conn. 
Spons Agency—Offfice of Education (DHEW), 
Washington, D.C. 
Pub Date 68 
Note—62p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Citizenship, Concept Teaching, 
*Cross Cultural Training, Curriculum Design, 
*Curriculum Development, Fundamental Con- 
cepts, Human Relations, *Inquiry Training, 
*Interdisciplinary Approach, Multimedia In- 
struction, Social Sciences, *Social Studies, Tax- 
onomy, Values 
Identifiers—Project DISCUSS, 
Knowledge 
The goal of this booklet is to identify and 
present essential concepts and generalizations 
within the structure of knowledge of the social 
studies. The basic rationale rests upon the follow- 
ing assumptions: 1) the development of concepts 
and generalizations should be given primary 
emphasis over retention of facts in teaching the 
social sciences; 2) total coverage within a subject 
is often neither necessary nor desirable; 3) the 
inquiry or discovery approach can be used to ad- 
vantage; and, 4) the content of social science 
courses should be based on interdisciplinary and 
cross cultural approaches. Classroom experiences 
should draw on a variety of stimuli thus the mul- 
timedia approach seems appropriate. The basic 
strategy for using this conceptual framework 
begins with planning for instruction. Once 
knowledge is classified, teachers are free to set 
specific cognitive objectives, and to choose con- 
tent and teac methods to implement the ob- 
jectives. This booklet will be considered success- 
ful if the student has gained: 1) knowledge of fac- 
tors shaping human behavior; 2) awareness and 
appreciation of past and present civilizations; 3) 
awareness of alternative solutions to social 
problems; 4) comprehension of human interde- 
pendence; 5) competency in knowledge and in- 
formation utilization; 6) a commitment to equal 
rights and opportunity; 7) critical skills to ex- 
amine his values, and others; 8) a realistic self- 
concept; and, 9) the skills to function in a world 
of change. (Author/SBE) 
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*Structure of 


*Audiovisual Aids, Bibliographies, 
*Colonial History (United States), Community 


— ESEA Title 3, New York, *Project 
PROBE 

Audiovisual materials available for a social stu- 

dies unit based on local, primary sources are 

listed in this guide, a su; it to the Age of 

Homespun = 018 323). Teachers designed, 

tested these instructional aids 

Ler yonder toe yaagames gaye inter- 

unit readily adapted to differing 

levels. Local research methods of the PRO- 

members are described 

a classroom study unit 


peor et ao emg bar Of erg Sco im- 


portance are 
(1841-60), sets Sat 35 mm. aan and —- 
tapes. Suggested activities for the following stu- 
dent projects are also given: 
Rubbings, Map Exercises, 
Folk Life Interviews, Architectural Surveys, Com- 
pare Use of Time in J. Y. Brown’s Day With Use 
Today, Study Use of Primary Sources, and Re- 
lated Grammar Exercises. An extensive bibliog- 
raphy gives annotations of in-print references as 
sources. Supplemental materials 
meager soci resource project can 
be obtained from 135 Old Main, State University 
College, Oneonta, New York, or they can be 
the facilities at 


with Richard Heller. Re- 
documents are: ED 018 320, ED 018 321; 
ED 018 322. (Author/JSB) 


ED 051 010 SO 001 185 

A Curriculum Guide in Elementary Social Studies: 
Man in the Family. Grade One. 

— County Board of Education, Clarksville, 


Gravestone 


Pub ee 70 

Note—154p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Affective Objectives, Cognitive Ob- 
jectives, *Concept Teaching, *Cross Cultural 
Studies, Cultural Environment, *Curriculum 
Guides, ey Methods, 


Role, Family ince, Grade 1, Human Rela- 
tions Units, Inductive Methods, Interdisciplina- 
ry Approach, Resource Guides, *Social Studies 
Units, Teaching Techniques, Values 
Identifiers— Africa, Mexico, *Values Education 
This social studies curriculum guide, part of a 
K-12 sequential around the 
of Man, is for teachers of grade one. 
Man in the Family is the theme at this level of in- 
struction and the course centers on family living 
and the family as a basic social unit, in com- 
parison with, and contrast to the way families in 
other regions of the world live. Specific objec- 
tives for grade one are outlined in the guide and 
three main units of study are presented: 1) The 
Role Individuals Assume Within the Family; 2) 
Interdependence of Family Members; and, 3) 
Cooperation of Family Members. Cultures of 
Mexico and Africa are those selected for com- 
parative study, as well as optional study of Amer- 
ican Indian culture. Each of the three major units 
is introduced by an explanation of concepts to be 
developed, a list of objectives, and an outline of 
curriculum content. Teaching strategies for each 
concept are suggested, such as discussion 
questions, student activities, interdisciplinary pro- 
jects, rand oo References to instructional 
are given for specific basic textbooks, 
supplen textbooks, related teaching guides, 
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library books, films, filmstrips. Additional 
teaching techniques are presented in the section 
“Variants in Strategies and Content.” Evaluation 
questions and activities accompany each concept 
to be taught. Related documents are: SO 001 186 
through SO 001 189. (Author/JSB) 


ED 051 011 SO 001 186 

A Curriculum Guide in Elementary Social Studies: 
Man in the Community. Grade Two. 

a County Board of Education, Clarksville, 


Pub Date 7 70 

Note— 16%p. 

Available from—Social Studies Department, 
Howard County Public Schools, Clarksville, 
Maryland 21029 ($3.00) 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Citizenship, *Community Study, 
Concept Teaching, *Cross Cultural Studies, 
Cultural Environment, *Curriculum Guides, 
Elementary Grades, *Environmental Education, 
Field Experience Programs, Geography, Grade 
2, Human Relations Units, Map Skills, Natural 
Resources, Non Western Civilization, Rural En- 
vironment, *Social Studies Units, Urban En- 
vironment, Values 

Identifiers—Japan, Maryland, Thailand, *Values 
Education 
Man in the Community is the theme of this so- 

cial studies curriculum guide for Grade 2. The 

course emphasizes: what a community is, how 
people contribute as individuals and family 
groups, and comparative study of community life. 

A stated aim is for the student to gain a 

knowledge of his place in the community and his 

worth as an individual. Content is divided into 
three units of study: 1) People Create Communi- 
ties; 2) The Community and Its Natural 

Resources; and, 3) Comparison of Communities 

Around the World. Special features of the grade 

two curriculum are field experience programs, 

environmental education, and a variety of map, 
globe, and other geography skills. A city commu- 
nity in Japan and a small village of Thailand are 
the selected areas for comparative study. Format 
of the guide is consistent with this series with 
major divisions for 1) Concepts, 2) Teaching 

Strategies, 3) Content and Materials, 4) Varieties 

in Strategies and Content, and 5) Evaluation. Re- 

lated documents are: SO 001 185 through SO 

001 189. (JSB) 


ED 051 012 SO 001 187 

A Curriculum Guide in Elementary Social Studies: 
Man and His Institutions. Grade Three. 

Howard County Board of Education, Clarksville, 
Md. 


Pub Date 70 

Note—258p. 

Available from—Social Studies Department, 
Howard County Public Schools, Clarksville, 
Maryland 21029 ($3.00) 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—Citizenship, City Planning, City 
Problems, Communications, Concept Teaching, 
*Curriculum Guides, Democratic Values, Ele- 
mentary Grades, *Environmental Education, 
Governmental Structure, *Government Role, 
Grade 3, Human Relations Units, Industrializa- 
tion, Pollution, Public Affairs Education, Social 
Change, *Social Studies Units, Transportation, 
*Urban Studies 

Identifiers— * Baltimore, Maryland, 
*Values Education 
The course theme of this grade 3 social studies 

curriculum guide is Man and His Institutions. 

With a background of family and community 

study in grades | and 2, the purpose at this level 

is to analyze more institutions created by man to 
meet the growing complexities of society. Specific 
institutions selected for study are: 1) Government 
as an Institution; 2) Transportation and Commu- 
nication; 3) Urbanization and Industrialization; 
and, 4) Education as an Institution (Optional). 

Format of the guide is consistent with the series 

with major divisions for 1) Concepts, 2) Teaching 

Strategies, 3) Content and Materials, 4) Varieties 

in Strategies and Content; and 5) Evaluation. Bal- 

timore, Maryland and the planned city of Colum- 
bia, Maryland are the urban communities chosen 

for study. Related documents are: SO 001 185 

through SO 001 189. (Author/JSB) 


ED 051 013 SO 001 189 
A Curriculum Guide in Elementary Social Studies: 
Man in a Changing Society. Grade Five. 


Columbia, 


Howard County Board of Education, Clarksville, 
id 


Md. 

Pub Date 70 

Note—186p. 

Available from—Social Studies Department, 
Howard County Public Schools, Clarksville, 
Maryland 21029 ($3.00) 

EDRS Price MF-$0.65 HC-$6.58 

Descri ion, Citizenship, Civil 
War (United States), Colonial History (United 
States), Concept Teaching, *Curriculum 
Guides, Democracy, Elementary Grades, 
Ethnic Studies, *Government (Administrative 
Body), Government Role, Grade 5, Human 
Relations Units, Immigrants, Revolutionary 
War (United States), *Social Change, *Social 
Studies Units, *United States History, Values, 
World Affairs 

Identifiers— Peace, Social Control, Values Educa- 
tion, War 
This grade 5 social studies curriculum unit 

presents a course on Man In A Changing Society. 

An objective of the instructional program for this 

level is that the student b den his persp e 

of the concept “man” from the family, communi- 

ty, and the state to understand his nation as a 

changing society. Units for study are: 1) A Na- 

tion Evolves From Immigration; 2) A Nation 

Emerges Through Conflict To A World Power; 3) 

Man and His Government; and, 4) Scarcity Is a 

Constant Reality (Optional). Format of the guide 

is consistent with this series, stating objectives 

and giving curriculum content in these major 

divisions: 1) Concepts; 2) Teaching Strategies; 3) 

Content and Materials; 4) Varieties in Strategies 

and Content; and 5) Evaluation. A specific objec- 

tive of the fifth grade program is the improve- 
ment of social and academic skills through oppor- 
tunities of individualized or small group work. 

Related documents are: SO 001 185 through SO 

001 189. (Author/JSB) 


ED 051 014 SO 001 195 
Cernonok, Jevgenij 
Syllabus for Use in Russian Literature. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 69 
Note—22p.; A project of the Chinese-Russian 
Study Center of the Toledo Public Schools 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Authors, Bibliographies, Critical 
Reading, *Curriculum Guides, Drama, Humani- 
ties, Literary Analysis, Literary Genres, *Lite- 
rary History, Literary Influences, Literature 
Appreciation, Literature Guides, Novels, 
Poetry, *Russian Literature, Secondary Grades, 
Social Studies, Thematic Approach, *World 
Literature 
Identifiers—ESEA Title 3, Project Pace, *Russian 
History 
This a outlines a two semester course to 
accompany the basic textbook: THE EPIC OF 
RUSSIAN LITERATURE by Marc Slonim. An 
introduction to the guide gives a brief summary 
of the history of Russian literature and objectives 
of the course are stated, defining concepts and 
understandings to be developed. In addition, 
teaching techniques are described, suggesting ac- 
tivities such as group discussions, reports, com- 
parative studies, and utilizing Russian history, 
geography, and culture, especially films and 
music. Course content is divided into chronologi- 
cal periods, emphasizing literary movements, 
major authors, historical themes, and literary 
genres. First semester units of study are: 1) The 
Beginnings; 2) Poets, Playwrights and Satirists of 
the Eighteenth Century; 3) The New Era; 4) 
From Napoleonic Invasion to the Decembrists; 5) 
The Golden Age (A. S. Pushkin); 6) Minor Poets 
Beginning 19th Century; 7) N. Gogol; and, 8) M. 
Lermontov. Topics for the second semester are: 
1) Dreamers and Philosophers; 2) Westerners 
and Slavophiles; 3) The Critics and the Nihilists; 
4) Literary Trends of the Sixties; 5) I. S. Tur- 
genev; 6) F. Dostoevsky; 7) Russian Playwrites; 
8) Leo Tolstoy; 9) Maxim Gorky; 10) M. Sholok- 
hov; and, 11) B. Pasternak. (Author/JSB) 


ED 051 015 SO 001 196 

Husum, Carol 

Syllabus for Use in Soviet Russian History. 

Toledo Public Schools, Ohio. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date 69 








Note—16p.; A project of the Chinese-Russian 
Study Center of the Toledo Public Schools 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Affective Objectives, Audiovisual 
Aids, *Communism, *Comparative Analysis, 
Critical Thinking, Cross Cultural Studies, *Cur- 
riculum Guides, Democracy, *Foreign Rela- 
tions, Government (Administrative Body), His- 
tory Instruction, Political Science, 
Grades, Social Studies Units, Social Systems 
Teaching Methods, World Affairs, *World His. 
tory 
Identifiece— Intellectual History, Marxism, Politi- 
cal History, Revolution, *Russian History, 
Soviet Union 
This syllabus outlines a one semester course in- 
tended to provide a comprehensive study of the 
Soviet Union today, and the relationship that 
Russian has with the United States and the rest of 
the world. Content covers Russia's history 
beginning with the fall of the Romanovs with 
emphasis on the revolutionary movement in Rus- 
sia. The guide presents a brief rationale of a com- 
parative study approach to history instruction, a 
list of objectives, and a description of teaching 
methodology. Suggested is a combination of lec- 
ture and student discussion, utilizing individual 
research, student panels, guest speakers, and class 
projects. A list of curriculum materials, including 
texts, supplemental texts, and audiovisual aids, is 
given. The course outline is introduced by a brief 
discussion of the Provisional Government fol- 
lowed by a chronological outline of significant 
events. Major topics are: 1) February Revolution; 
2) Provisional Government; 3) Bolshevik Revolu- 
tion; 4) War, Communism; 5) Reconstruction; 6) 
Post War Period; and, 7) Coexistence. In addi- 
tion, these themes for student analysis are sug- 
gested: 1) Democracy and Communism As a Way 
of Life; 2) Land and the People of the Soviet 
Union; 3) The Importance of Russia’s Past in the 
Communist State; 4) Soviet Personalities and Pol- 
icies; 5) Development of the Soviet Economy; 6) 
Role of the Artist in the Soviet Union; 7) Interna- 
tional Policies of the Soviet Union; and, 8) 
West’s Response to Communism. A related docu- 
ment is: SO 001 197. (Author/JSB) 


ED 051 016 SO 001 197 
Husum, Carol 
Syllabus for Use in Imperial Russian History. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 69 
Note—24p.; A project of the Chinese Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Affective Objectives, Area Studies, 
*Cross Cultural Studies, Cultural Awareness, 
*Curriculum Guides, Geography, Government 
(Administrative Body), History Instruction, Hu- 
manities, Imperialism, Interdisciplinary Ap- 
proach, *Non Western Civilization, Russian 
Literature, Secondary Grades, Social Change, 
Social Structure, *Social Studies Units, Social 
Systems, *World History 
Identifiers—ESEA Title 3, Marxism, Political His- 
tory, Revolution, *Russian History, Soviet 
Union, Tsars 
This syllabus is an outline of a one semester 
course in Imperial Russia designed to emphasize 
the relationship between Russia’s past and her 
present. Course content begins with the founding 
of the first Russian state and continues to the fall 
of the Romanovs in 1917. In addition, some top- 
ics are suggested for investigation of Russian his- 
tory in relation to geographic factors. Major 
periods are: 1) Origins of Russia--Kievan Rus 
(862-1243); 2) Mongol Invasions (1240-1480); 
3) The Rise of the Princes of Moscow; 4) Reign 
of Ivan IV (The Terrible); 5) The Time of Trou- 
bles; and, 6) The Romanovs. Significant events 
and leaders are discussed in each period. Also 
suggested for study are four topics of an inter- 
disciplinary nature: 1) Religious Art and 
Architecture; 2) Literature, especially the 19th 
Century Protest Literature of Tolstoy, Dostoyev- 
sky, Turgenev, Gogol, and Gorky; 3) Marxism 
and the Revolutionary Tradition in Russia; and, 
4) The Cossacks and Russian Folk Music. Two 
basic texts are: AN INTRODUCTION TO RUS- 
SIAN HISTORY AND CULTURE by Ivar Spec- 
tor, and EVOLUTION OF RUSSIA by Otto 
Hoetzsch. Basic historical understandings to be 
developed are stated and objectives are defined. 





A list of supplementary texts, as well as audio 
visual materials, is included. SO 001 196 
describes a related Soviet Russian History course. 
(Author/JSB) 


ED 051 017 SO 001 200 
Husum, Carol 
Syllabus for Use in Modern Chinese History. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 69 
Note—47p.; A project of the Chinese Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Area Studies, ‘*Asian History, 
*Chinese Culture, *Communism, Cross Cul- 
tural Studies, *Curriculum Guides, Foreign 
Relations, Government (Administrative Body), 
History Instruction, Humanities, Nationalism, 
Non Western Civilization, Political Power, 
Secondary Grades, Social Change, Social Stu- 
dies Units, Social Systems, *World History 
Identifiers—Asian Studies, *Chinese History, 
Diplomatic History, ESEA Title 3, Nationalist 
China, People’s Republic of China, Political 
History, Revolution 
This syllabus, for use in a one semester course 
on the history of modern China, covers the 
period from the Manchu domination in 1644 to 
the present. The course is designed to create an 
interest in China, emphasizing the social and cul- 
tural aspects of history, as well as the political 
and economic dimensions. A narrative summary 
of course content is divided into these two major 
periods: 1) The Ch’ing Dynasty to 1911, and 2) 
The Republic. The first section presents an over- 
view of significant events and influential leaders, 
noting such topics as: the Manchu influence, 
Chinese cultural traditions, geographic factors, 
Western influence, religion, foreign relations 
(especially with Britain, the United States, 
Japan), nationalism, and reform movements. The 
second section is devoted to the development of 
the People’s Republic of China and highlights the 
roles of such major political leaders as Sun Yat- 
sen, Chiang K’ai’shek, Yuan Shih k’ai, Mao Tse’- 
tung, and Chou En’lai. Listed are the objectives 
to be developed through methods of lecture, stu- 
dent discussion, projects, and integrated cultural 
activities. Curriculum materials, including five 
main textbooks, supplemental books, films, film- 
strips, overhead transparencies, and recordings 
are given. SO 001 201 describes a related course 
in Imperial Chinese History. (Author/JSB) 


ED 051 018 SO 001 201 
Husum, Carol 
Syllabus for Use in Imperial Chinese History. 
Toledo Public Schools, Ohio. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 69 
Note—26p.; A project of the Chinese Russian 
Study Center 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Asian History, *Chinese Culture, 
Cross Cultural Studies, *Curriculum Guides, 
Fine Arts, Geography, History Instruction, Hu- 
manities, *Imperialism, Interdisciplinary Ap- 
proach, Non Western Civilization, Philosophy, 
Secondary Grades, Social Studies Units, Social 
Systems, *World History 
Identifiers—Asian Studies, *Chinese History, 
Chinese Literature, Dynasties, ESEA Title 3 
This syllabus is for a one semester course in 
the history of Imperial China, a study of the 
development of the world’s oldest civilization still 
in existence. Emphasis is placed upon the cultural 
as well as the political and economic develop- 
ment of China until 1644. Major topics in the 
course outline are: 1) The Origins and Geography 
of China; 2) The Legendary Hsia and the First 
Historic Dynasty, The Shang; 3) The Chou- 
Period of the Spring and Autumn and the Period 
of the Warring States; 4) The Sages and Philoso- 
phies of China; 5) The Ch’in and the Foundation 
of the Empire; 6) The Han--Age of Imperialism; 
7) The Period of Disunion; 8) The Sui and T’ang 
Dynasties--Reunited China; 9) Golden Age of 
Chinese Culture; 10) The Late Imperial Age--Dis- 
union and the Sung Monarchy; 11) Nomad In- 
vaders--The Mongols; and, 12) The Return of a 
Chinese House--The Ming. Historical events and 
tulers are discussed in each of these chronologi- 
cal periods as well as cultural developments in 
literature, philosophy, fine arts, and social classes. 


The basic objectives and teaching methodology of 
the course are stated; a list of curriculum materi- 
als is also given. Textbooks include: CHINA by 
H. Kublin; CHINA: SELECTED READINGS by 
H. Kublin, A SHORT HISTORY OF THE CHIN- 
ESE PEOPLE by L. C. Goodrich; and RISE AND 
SPLENDOUR OF THE CHINESE EMPIRE by 
R. Groussett. SO 001 200 describes a related 
course in Modern Chinese History. (Author/JSB) 


ED 051 019 SO 001 214 

Miller, Louise A. 

The Constitution of the United States (Adapted). 
For Use in EMR Classes. 

Saint Louis Public Schools, Mo. 

Pub Date 70 

Note—48p. 

Available from—Saint Louis Public Schools, 911 
Locust Street, Saint Louis, Missouri 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*American Government (Course), 
*Citizenship, Civics, *Constitutional History, 
Curriculum Guides, Democracy, Democratic 
Values, *Educable Mentally Handicapped, In- 
structional Materials, Political Science, Secon- 
dary Grades, *Social Studies Units, United 
States History 

Identifiers—* Values Education 
This special instructional handbook presents a 

unit of study on the United States Constitution 

for educable mentally retarded students at the 
secondary level. The adapted material explains 
the structure of the national government, and is 
designed to promote citizenship and patriotic 
values. Preliminary information includes a glossa- 
ry of new words, an historical summary on the 
writing of the constitution, and an explanation of 
how the constitution is put together. An in- 
terpretation of the Preamble is given and each of 
the seven Articles is explained. The main empha- 
sis is on the workings of the branches of govern- 
ment. Rewritten information focuses on the first 
three Articles: 1) Legislative Branch: Congres- 
sional membership and procedures; 2) Executive 

Branch: Activities of the President, Vice-Pre- 

sident, Cabinet members, federal departments; 

and, 3) Judicial Branch: judges, Supreme Court 

system, other federal courts. Also included is a 

section on amendment procedures. Each of the 

25 constitutional amendments is presented in 

rewritten form with additional explanation. The 

appendix explains a dictionary and its use and 
lists important new and review words for each 
unit. (Author/JSB) 


ED 051 020 SO 001 236 
Zinkievich, Noel Beard, David 
Twentieth Century United States History. Grades 
11 and 12. 
Framingham Public Schools, Mass. 
Pub Date 70 
Note—33p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Citizenship, Critical Thinking, *Cur- 
rent Events, *Curriculum Guides, Democracy, 
Grade 11, Grade 12, History Instruction, Inter- 
disciplinary Approach, Modern History, Politi- 
cal Science, Resource Guides, Secondary 
Grades, Social Change, *Social Studies Units, 
Team Teaching, *Thematic Approach, *United 
States History, World Problems 
Identifiers— * Peace 
This course outline for grades 11 and 12 
presents a topical approach to history instruction 
with emphasis on the post-World War Il era. A 
statement of general objectives is given and these 
22 relevant topics are suggested for study: 1) 
Radicalism in America, 2) Antiwar Movements, 
3) Civil Liberties, 4) Politics of Religion, 5) 
Black Nationalism, 6) Race Relations, 7) Labor 
Movement, 8) Politics-Elections and Issues, 9) 
Changing Economic Patterns, 10) Viet Nam, 11) 
Minority Groups in America, 12) Cold War 
Politics, 13) Institutional Changes in American 
Society, 14) Foreign Policy, 15) United Nations, 
16) Problems of Control an_Institutionalized 
Society, 17) Consumer Protection, 18) Identity in 
America, 19) Manners and Morals, 20) 
Philosophical Trends, 21) Political Ideologies, 
22) Urban Problems. A brief explanation of the 
concepts and understandings related to each 
topic is given and significant areas for emphasis 
are noted. Bibliographies are included by topic 
and some audiovisual aids listed. A HISTORY OF 
THE UNITED STATES SINCE 1945 by O. 
Barck, Jr. and OUR RECENT PAST by W. 
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Bonner are two basic texts. Some further recom- 


tion; and, 3) TV tapes be edited and a brochure 
of tapes be made available as a resource for 
teachers. (Author/JSB) 


SO 001 249 


Constitutional Rights Foundation, Los Angeles, 
Calif. 


Pub Date 69 

Note—272p. 

Available from—Benziger Brothers, Inc., 866 
Third Avenue, New York, New York 10022 


Case Studies (Education), Citizenship, *Civics, 
*Civil Liberties, Constitutional History, 
Democratic Values, Educational Needs, Learn- 
ing Activities, Political Attitudes, Political Is- 
sues, Political Science, *Political Socialization, 
Resource Guides, Secondary Grades, *Social 
Studies Units, Teacher Education, Teaching 
Guides, *United States History 
Identifiers—*Bill of Rights 
The purpose of this companion to SO 001 250 
is to provide teachers with specific information 
~ improving instruction concerned with in- 
vidual freedom and responsibility. The need for 
ccneninen has been established by studies in- 
dicating little or no change in the political orien- 
tation of high school students from the formal 
civics curriculum, resulting in high school gradu- 
ates with a low level of appreciation and commit- 
ment to the American Bill of Rights. Three essays 
in Part One set the problem. Part Two offers 
solutions through teacher education and the use 
of case studies in instruction; also included is an 
outline of California’s program. Part Three offers 
specific learning experiences, e.g., social studies 
units and lessons, in a variety of social studies 
classrooms, from world history to student govern- 
ment. Part Four includes various aids for the 
teacher: a bibliography of selected teacher and 
student readings, audio-visual aids, a table of 
cases, and the expanded Bill of Rights. 
(Author/DJB) 


ED 051 022 
Cohen, William And Others 
The Bill of Rights: A Source Book. 
Constitutional Rights Foundation, Los Angeles, 
Calif. 
Pub Date 70 
Note—379p.; Revision of California State Depart- 
ment of Education, The Bill of Rights: A 
Source Book for Teachers 
Available from—Benziger Brothers, Inc., 866 
Third Avenue, New York, New York 10022 
($4.00) 
Document Not Available from EDRS. 
Descriptors—Citizenship, *Civil Liberties, *Con- 
stitutional History, Court Cases, Court Litiga- 
tion, Democratic Values, Federal Government, 
Legal Problems, Political Attitudes, Political Is- 
sues, Political Science, Resource Guides, 
Pg a *Social Studies, *United 
States 
identifiers °Bal of Rights, California Bill of 
Rights Project 
This volume contains source materials relating 
to the historical development of Constitutional 
rights and issues, and the current problems 
created by the application of the guarantees em- 
bodied in most of the important Constitutional 
provisions. Essentially a revision of the original 
California publication, its purpose is to “accom- 
modate many of the problems encountered 
through teacher-use of that publication.” The 
parts and sections are: 1) Judicial Review, the 
Fourteenth Amendment, and Federalism; 2) 
Equal Protection of the Laws; 3) Criminal Due 
Process; 4) Freedom of Expression; and, 5) 
Freedom of Religion. Four appendices are: 1) 
The Expanded Bill of Rights; 2) Selected 
References; 3) Table of Cases; and, 4) a 22 page 
subject index. The companion volume, SO 001 
249, suggests various teaching strategies for im- 
plementing this source material. (Author/DJB) 
ED 051 023 SO 001 252 
Robb, Herbert E. Sobel, Raymond 


From Left to Right: Readings on the Socio-Politi- 
cal Spectrum. Volume 1 and Teachers Manual. 
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Pub Date 69 

Note—279p. 

Available from—Benziger Brothers, Inc., 866 
Third Avenue, New York, New York 10022 


($2.80) 
Document Available from EDRS. 
Descriptors—Black Power, *Citizenship, Citizen- 
ship Responsibility, Civil Liberties, *Critical 
Thinking, Democratic Values, Discussion 
(Teaching Technique), Education, Foreign Pol- 
icy, Freedom of Speech, *Political Issues, 
*Reading Materials, Secondary Grades, *Social 
Problems, Social Studies, Sociodrama, State 
Church Separation, Teacher Strikes, Teaching 
Guides 
Identifiers—*Controversial Issues, Vietnam, 
Youth Culture 
The authors believe that in order to fully 
develop as an individual and an effective member 
of a democratic society, one must be able to in- 
telligently evaluate a wide range of conflicting 
and controversial viewpoints. And it is on this 
crucial point that cur educational system has, no 
doubt unintentionally, failed a large number of 
citizens. This book, then, is an attempt: 1) to 
motivate and involve students in critically ex- 
amining important social issues; 2) to provide a 
channel for “extremist” views which are often in- 
adequately treated in the mass media; and, 3) to 
reinforce the freedom of speech that is vital to a 
democracy. For each major socio-political issue, 
there is brief background material, followed by 
articles reflecting four points of view: Liberal, 
Conservative, Left, and Right. These views are 
not identified as such, so that the process of 
identification can be a valuable part of the learn- 
ing experience. At the conclusion of each issue, 
there are thought questions for stimulating class 
discussions, and a bibliography for further read- 
ing. Among the issues covered in this first volume 
are: black power, education, U.S. foreign policy, 
civil liberties, American youth, and Vietnam. The 
accompanying Teacher’s Manual provides sug- 
gested teaching methods for each issue. Among 
them are: panel discussions, field trips, guest 
speakers, socio-drama, role-playing, and simula- 
tion. (See SO 001 253 for Volume 2.) (JLB) 
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Robb, Herbert E. Sobel, Raymond 

From Left to Right: Readings on the Socio-Politi- 
cal Spectrum. Volume 2 and Teachers Manual. 

Pub Date 69 

Note—333p. 

Available from—Benziger Brothers, Inc., 866 
Third Avenue, New York, New York 10022 
($2.80) 

Document Not Available from EDRS. 

Descriptors—American Culture, *Citizenship, 
Citizenship Responsibility, *Critical Thinking, 
Democratic Values, Discussion (Teaching 
Tech » i Disadvantagement, 
Foreign Relations, Freedom of Speech, *Politi- 
cal Issues, *Reading Materials, Secondary 
Grades, *Social Problems, Social Studies, So- 
cial Values, Sociodrama, T: ing Guides 

Identifiers— *Controversial Issues, Selective Ser- 
vice, Youth Culture 
The basic arrangement and purpose of this 

second volume and accompanying teachers 

manual are identical to Volume 1, SO 001 252. 

Presented here are seven additional issues for 

readers to consider: 1) the American way of life; 

2) values in American society; 3) hippies; 4) reli- 

gion, society, and the individual; 5) Chinese 

American relations; 6) the draft; and, 7) poverty. 

(JLB) 
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Hopkins, Lee Bennett Arenstein, Misha 

Partners in Learning: A Child-Centered Approach 
to Teaching the Social Studies. 

Pub Date 71 

Note—237p. 

Available from—Citation Press, Library and 
Trade Division, Scholastic Magazines, Inc., 50 
West 44th Street, New York, New York 10036 
($2.95) 

Document Not Available from EDRS. 

Descriptors— Art, *Audiovisual Instruction, Chil- 
drens Books, Community Resources, *Current 
Events, Geographic Concepts, Grouping (In- 
structional Purposes), Humanities, *Inquiry 
Training, Instructional Media, Mass Media, 
Resource Guides, *Social Studies, *Student 
Centered Curriculum, Teaching Guides, 
Teaching Techniques 








The underlying objective of this book is to 
review past and present curriculum patterns to 
emphasize the changes being carried out today so 
that preservice, beginning, and experienced 
teachers may glean some new ideas about involv- 
ing the child in the process of learning. All of the 
social disciplines help explain the complex 
process of man’s development and his rise from 
the primitive to space society. The mass of 
materials and practices offered to teachers in the 
field of social studies have been carefully evalu- 
ated. The ideas offered here, as well as the media 
and materials suggested, have all been tried out 
in classrooms in a variety of situations from inner 
cities to suburban and rural school systems. All 
the -ists Sound Interesting: Grouping the Children 
for Inquiry is the first of six chapters. Look, 
Listen, Take, and Make: The Media Book goes 
into audiovisual material, simulation games, field 
trips, and community resources. Something’s Al- 
ways Going On: Current Events and Special 
Events discusses the use of the news media, 
periodicals, television and radio. The last three 
chapters are: All Crowded Up: Abstract Devices- 
Maps, Globes, and Time Relationships; People, 
Places, and Poetry: Children’s Literature in the 
Social Studies; and, Did the Indians Sing? Arts 
and Humanities in the Social Studies. 
(Author/SBE) 
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Kuvlesky, William P. 
Modes of Sociological Behavior: The Emerging 


Pattern. 

Pub Date 13 Mar 71 

Note—1ip.; Paper presented at the Annual Con- 
vention, Texas Academy of Science, Nacog- 
doches, Texas, March 13, 1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Models, *R h Methodology, 
Research Problems, *Social Sciences, *Sociolo- 





gy 
Identifiers—Social Science Research, *Sociologi- 

cal Studies 

The purpose of this presentation is to describe 
the current methodological emphases in Sociolo- 
gy and to speculate on emerging patterns that will 
form the nature of Sociology in the future. This is 
done systematically through an analytical 
framework outlined in Diagram 1. In addition, he 
examines the problems and potentials for inter- 
disciplinary efforts involving other related 
disciplines. It is observed that a state of 
methodological pluralism continues to persist 
today characterized by a number of overlapping 
special methodologies that can be subsumed 
under two more general orientations: empirical 
emphasis and the rational emphasis in Diagram 2; 
the former still predominates but is giving ground 
to the latter. In an “Outline of Observation” he 
abstracts and generalizes the current predominant 
emphases and describes the major emerging pat- 
terns of change. He predicts that pluralism will 
persist and become desirable. A selected list of 
relatively current materials relevant to this sub- 
ject is provided. (Author/SBE) 
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Commuaities Around the World. Soviet Commu- 
nities: Urban and Rural. Teacher’s Resource 
Unit. 

Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date 69 

Note—182p.; Revised following field testing in 
the Chelmsford, Mass. Public Schools 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Communism, Community Study, 
Concept Teaching, *Cross Cultural Studies, 
*Curriculum Guides, *Economic Education, 
Elementary Grades, Government (Administra- 
tive Body), Grade 4, Human Geography, Indus- 
trialization, Political Socialization, Resource 
Guides, Rural Economics, ‘*Social Studies 
Units, Social Systems, Socioeconomic In- 
fluences, Urban Environment, Urban Studies 

Identifiers—Marxism, Russian History, *Soviet 
Union, Values Education 
This social studies resource guide for grade 4 

outlines one of four units on the theme Commu- 

nities Around the World with emphasis on a com- 

parative analysis of economic systems. Specific 

objectives for this unit on the Soviet Union are 

described in these areas: 1) economic, geo- 

graphic, and sociological concepts; 2) un- 


derstandings and generalizations; 3) skills; and, 4) 
attitudes. 59 learning activities are outlined in a 
format designed to help teachers see the relation- 
ships among objectives, content, teaching strate- 
gies, and materials of instruction. A list of educa- 
tional media is also included. Pupil materials 
prepared for this unit are appended and include: 
maps, map worksheets, information summaries, 
graphs, study questions, and original stories on 
family and community life. A teachers guide for 
the total grade 4 course of study is SO 001 282. 
Other documents in this series of curriculum 
guides are SO 001 275 through SO 001 287. 
CAuthor/JSB) 
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Communities Around the World. Parisian Com- 
munity. Teacher’s Resource Unit. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency-——Office of Education (DHEW), 
Washington, D.C. 
Pub Date 68 
Note—112p.; Revised following field testing in 
the Chelmsford, Mass. Public Schools 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—City Demography, Community 
Resources, *Community Study, Concept 
Teaching, *Cross Cultural Studies, *Curricu- 
lum Guides, Grade 3, Human Geography, In- 
terdisciplinary Approach, Resource Guides, 
*Social Studies Units, Social Systems, Sociocul- 
tural Patterns, Urban Culture, Urban Environ- 
ment, *Urban Studies 
Identifiers—* France, Paris 
This recourse guide is one of a series of units 
on the theme Communities Around the World for 
gtade 3. Background material on Paris, France is 
given for the teacher describing urban charac- 
teristics, French culture, and the physical site of 
the city. Objectives and goals related to concepts, 
generalizations, skills, and attitudes to be 
developed are defined. 13 initiatory activities, 50 
developmental activities, and 4 culminating 
strategies are described in a format designed to 
help teachers see the relationships among objec- 
tives, content, teaching procedures, and materials 
of instruction. Educational media are listed and - 
pupil materials prepared for this cultural study 
(maps, diorama projects, and holiday informa- 
tion) are included in the appendices. Other docu- 
ments in these elementary curriculum guide series 
are SO OO1 275 through SO OO1 287. 
(Author/JSB) 
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Communities Around the World. Early California 
Mining Camp. Teacher’s Resource Unit. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 68 
Note—86p.; Revised following field testing in the 
Chelmsford, Mass. Public Schools 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Area Studies, *Community Study, 
*Curriculum Guides, Elementary Grades, 
Geology, Government (Administrative Body), 
Government Role, Grade 3, Human Geog- 
raphy, Interdisciplinary Approach, Natural 
Resources, Resource Guides, Site Analysis, So- 
cial Change, *Social Studies Units, Social 
Systems, Socioeconomic Influences, *United 
States History 
Identifiers—*California Gold Rush, Mining, 
Values Education, Western United States 
This resource guide, revised in 1968, outlines 
one of a series of units prepared for grade 3 on 
the theme Communities Around the World. 
Background information on the California Gold 
Mining Camp is given for the teacher describing 
the physical site, historical period, community 
structure, social characteristics, and governmental 
role. General objectives of the study are outlined; 
concepts, generalizations, skills, and attitudes to 
be developed are defined. Course content is 
presented in a format designed to help teachers 
see the relationships among objectives, content, 
teaching procedures, and materials of instruction. 
An interdisciplinary approach is incorporated into 
the 49 teaching strategies. Educational media re- 
lated to this unit are listed and some pupil 
materials prepared for this study are appended. 
Other documents in this series of elementary cur- 
riculum guides are SO 001 275 through SO 001 
287. (Author/JSB) 





ee | 


ED 051 030 SO 001 281 
Communities Around the World. Manus Commu- 
nity of the South Pacific. Teacher’s Resource 
Unit. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 68 
Note—189p.; Revised following field testing in 
the Chelmsford, Mass. Public Schools 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Area Studies, *Community Study, 
Concept Teaching, *Cross Cultural Studies, 
*Curriculum Guides, Elementary Grades, 
Ethnic Studies, Family Role, Grade 3, *Human 
Geography, Map Skills, Non Western Civiliza- 
tion, Oceanology, Resource Guides, *Social 
Studies Units, Social Systems, Sociocultural 
Patterns 
Identifiers— Manus Island, *South Pacific, Values 
Education 
This is a resource guide for one of a series of 
units prepared for grade 3 on the theme Commu- 
nities Around the World. Objectives of this study 
of a South Pacific island community are ex- 
plained relating to concepts of: 1) culture, 2) so- 
cial organization, 3) social processes, 4) language 
and communication, 5) diveristy, 6) location, 7) 
interrelatedness, and 8) cultural use of the en- 
vironment. Also listed are the generalizations, 
skills, and attitudes to be developed. 91 teaching 
strategies for classroom activities are described in 
a format designed to help teachers see the rela- 
tionships among objectives, content, teaching 
procedures, and materials of instruction. 
Resource materials are listed with each activity 
and a general list of educational media is also in- 
cluded. Emphasized in the unit are geographic 
concepts related to an island community and sea 
life as well as map skills. Many pupil materials 
prepared for this study are included in the appen- 
dices such as: outline maps, information summa- 


ries, project report forms, study sheets, and 
original stories of child, family and community 
life. Other documents in this series of curriculum 
guides are SO 001 275 through SO 001 287. 
(Author/JSB) 
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Communities Around the World. Their Economic 
Systems. Teacher’s Guide to Grade 4. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 69 
Note—55p.; Revised following field testing in the 
Chelmsford, Mass. Public Schools 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Area Studies, *Community Study, 
Concept Teaching, *Cross Cultural Studies, 
*Curriculum Guides, *Economic Education, 
Elementary Grades, Grade 4, Human Geog- 
raphy, Political Socialization, *Social Studies 
Units, Social S Itural Patterns, 
Teaching Guides, Values 
Identifiers— Values Education 
This general guide to a grade 4 social studies 
course outlines goals, content, and teaching 
methods on the theme Communities Around the 
World, with an economic emphasis. Different 
communities are used as vehicles to teach about 
contrasting economic systems and the relation- 
ship between the economic system and the rest of 
culture. Four major units of study are: 1) Our 
Own Community--An Economic Emphasis; 2) A 
Soviet Community--Urban and Rural; 3) The 
Trobriand Islanders; and, 4) A Village in India. 
Objectives for this level of instruction are out- 
lined and the handbook also advises teachers on 
the use of the individual resource guides to ac- 
company each unit. Charts appended indicate 
more specifically the way in which the stated 
goals are developed, covering these areas: 1) 
sequential development of —_ economic, 
anthropological and sociological, political and 
geographic concepts; 2) sequential development 
of generalizations; 3) sequential development of 
skills; and, 4) sequential development of at- 
titudes. The resource guide for the unit A Soviet 
Community--Urban and Rural is document SO 
001 275; other related guides in this social stu- 
dies sequence are SO 001 275 through SO 001 
287. (Author/JSB) 
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Families Around the World. Two Year Sequence 
in Grades 1 and 2. Teacher’s Guide. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 68 
Note—69p.; Revised following field testing in the 
Chelmsford, Mass. Public Schools 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Cognitive Objectives, Community 
Study, *Concept Teaching, *Cross Cultural 
Studies, “Curriculum Guides, Elementary 
Grades, Ethnic Studies, *Family (Sociological 
Unit), Family Role, Grade 1, Grade 2, Human 
Geography, Human Relations Units, *Social 
Studies Units, Social Systems, Social Values, 
Sociocultural Patterns, Teaching Guides 
Identifiers—* Values Education 
This general guide for teachers explains the 
structure, content, rationale and objectives of a 
social studies sequence for grades 1 and 2. 
Selected cultures on the theme Families Around 
the World point up cultural diversity, help chil- 
dren recognize uniqueness of culture, show that 
culture is learned, teach children about norms 
and values, and emphasize cultural universals and 
the psychic unity of mankind. A comparative 
study approach is used and the different site loca- 
tions provide content for teaching physical geo: 
raphy concepts, as well as map and globe ski 
The units for grade | are: 1) Hopi Family, 2) AL 
gonquin Family, 3) Quechua Family of Peru, 4) 
Japanese Family. Grade 2 units include: 1) 
Colonial Family of Boston, 2) Soviet Family in 
Moscow, 3) Hausa Family in Northern Nigeria, 
4) Kibbutz Family of Israel. The sequence is 
designed to introduce pupils to the idea of cul- 
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Jones, W. Ron And Others 


4p. 

Available from—James E. Freel and Associates, 
577 College Avenue, Palo Alto, California 
94306 ($3.45) 

Document Not Available from EDRS. 

Descriptors—*Community Action, *Community 
Involvement, *Community Study, Consumer 
Economics, Credit (Finance), Economic Disad- 
vantagement, Educational Methods, Elementa- 
ry Grades, Environmental Education, Food 
Stores, Higher Education, Housing, Medical 


Problems, *Social Studies, Welfare Services 
Identifiers— Advertising, Corporatism, Militarism, 

Military Industrial Complex, Social Control 
For those concerned with contemporary social 
problems, whether as students, members of com- 
munity groups, or individual citizens, this book 
attempts not only to describe the issues, but also 
to offer some starting points for local research 
and action. As an educational tool, it is based on 
the belief that a good way to learn about a com- 
munity is to get involved with it. It can be used in 
some form at every educational level. Each of the 
eleven chapters has four parts: 1) Indictment to 
briefly describe the problem; 2) Readings to 
serve as evidence drawn from different sources; 
3) Community Research and Action; and, 4) Al- 
ternatives to show efforts of people to create new 
institutions to answer tHe problems raised by the 
old. The core material lies in the research and ac- 
tion sections; the research questions can be used 
to | decide whether the conditions described in the 
and exist in your communi- 





tural change. Also included in this handbook is 
information for teachers on the use of the in- 
dividual resource guides for each unit and ways 
of adapting units for specific needs. Appended 
are charts which show the sequential develop- 
ment of objectives covering: generalizations, con- 
cepts, skills, and, attitudes. The resource guide 
for the unit The Kibbutz Family of Israel is 
described in SO 001 287; related documents in 
this curriculum series are SO 001 275 through 
SO 001 287. (Author/JSB) 
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Families Around the World. The Kibbutz Family 
of Israel. Teacher’s Resource Unit. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 68 
Note—122p.; Revised following field testing in 
the Chelmsford, Mass. Public Schools 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Citizenship, *Community Study, 
Concept Teaching, *Cross Cultural Studies, 
*Curriculum Guides, Elementary Grades, 
Ethnic Studies, *Family (Sociological Unit), 
Family Role, Grade 2, Human Geography, 
Human Relations Units, Jews, Planned Com- 
munity, Resource Guides, ‘*Social Studies 
Units, Social Systems, Sociocultural Patterns 
Identifiers—*Israel, Jewish Culture, Kibbutz, 
Values Education 
This unit resource guide is one of a series 
prepared for grade 2 on the theme Families 
Around the World. For this study of the Israeli 
Kibbutz background material is presented for 
teacher describing: 1) site, 2) social structure in- 
cluding major values and family structure, 3) the 
functions of the family, and 4) the Kibbutz as a 
family. Objectives for this cultural study are 
fined, noting pts and objectives as well as 
attitudes and skills to be developed. Teaching 
strategies are described for 2 initiatory and 57 
developmental activities in a format designed to 
help teachers see the relationships among objec- 
tives, content, teaching procedures, and materials 
of instruction. Audiovisual aids and printed 
materials to be used are listed with each activity 
and a general list of educational media is given. 
Appendices include many pupil materials 
prepared for this unit, such as map exercises, in- 
formation summaries, study questions, language 
games, and some original stories for socio-drama 
and role playing. A related guide, SO 001 283, 
outlines the entire unit sequence for grade 1 and 
2. Other documents in this curriculum series are 
SO 001 275 through SO 001 287. (Author/JSB) 





ty. For example, one of the activities included in 
the chapter on food costs and quality consists of 

a “‘Food Market Survey”. A chart is provided on 
which one can compare prices on pasa 
items in low- and middle-income markets, and 
food co-ops. Some of the other issues covered 
are: selling practices and credit abuse, experienc- 
ing the welfare system, condition of American 
housing, the police, the draft, and the environ- 
ment. (Author/JLB) 
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Education Projects. A 
Resource 


Missouri Univ., Kansas City. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date [70] 
Note—88p. 
EDRS Price MF-$0.65 HC-$3.29 
Daeetiote- Aaaatine Objectives, Behavioral 
es, Environment, Ethnic 
Statics, ti Relations Programs, Inservice 
Teacher Education, Integration Methods, *In- 
tergroup Education, Negroes, *Projects, *Race 
Relations, Racial Attitudes, Racial Integration, 
School Community Relationship, *School In- 
tegration, Self Concept, Student Problems, 
Suburban Schools, Teaching Guides 
Identifiers—Higher Education Act of 1965 Title 
1, Kansas City, Missouri, Values Education 
This resource booklet is directed toward com- 
munities and school districts interested in prepar- 
ing or orienting school populations for intergroup 
relations with minority groups. The 22 projects 
described grew out of a course on Intergroup 
Relations with 300 participating teachers from 
the greater Kansas City metropolitan area. Seven 
projects focus on preparing for the problem of 
multi-racial classrooms, discussing such topics as 
student and faculty attitudes, prejudices, surveys 
of population, inservice programs, and teaching 
methods for improving intergroup relations. A 
second group of projects is designed to assist the 
suburban teacher in dealing with the problems of 
the multi-racial classroom and also help the sub- 
urban student learn about and understand differ- 
ing minority group students. These include 
resource units on human relations, self-concept, 
and racial understanding. Finally, 4 projects are 
provided which will assist the teacher in working 
with other classroom problems (the un- 
derachiever, the discipline problem, and the so- 
cial isolate.) Each project is outlined in the fol- 
lowing format: 1) Subject, 2) Background, 3) Ob- 
jective, 4) Procedure, 5) Limitations, and, 6) 
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Conclusions, Evaluations, or Recommendations. 
Some of the projects also list sample sources 
materials for units, survey questions, test 
questions, or other project activities. An an- 
notated bibliography of sources on Intergroup 
Education is appended. (Author/JSB) 


ED 051 036 SO 001 294 

Feldman, David H. Salomon, Gavriel 

A Map Drawing and Map Reading Exercise. 

Stanford Univ., Calif. Stanford Center for 
Research and Development in Teaching: 

Pub Date 70 

Note—32p. 

Available from— David Feldman, Department of 
Psychology, Yale University, New Haven, Con- 
necticut 06510 (Free) 

Document Not Available from EDRS. 

Descriptors—*Abstraction Levels, *Abstract 
Reasoning, Cognitive Development, *Cognitive 
Tests, Deductive Methods, Educational 
Research, Elementary Grades, Evaluation 
Methods, Geographic Concepts, *Geography, 
Learning Plateaus, Logical Thinking, Maps, 
*Map Skills, Physical Geography, Research 
Methodology, Thought Processes 

Identifiers— * Piaget, Topographic ye 
This educational igned to 

assess an elementary student's on of reason- 

ing in relation to map skills and to determine spa- 
tial concept abilities. 21 activities are designed to 
test sense of proportion, scale, dimension, accu- 
rate relationship, and abstract thinking. The re- 
lated topographical map, a Map-Study Scoring 

Key, and a Score Sheet are also included. 

Category descriptions for raters follow the map 

drawing categories of Piaget and Inhelder. An 

analysis of student reactions and responses from 
this particular study are evaluated according to 
this scale. (Author/JSB) 
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A Summary of the Activities of the Commission on 
College Geography Association of American 
Geographers. 

Arizona State Univ., 
Coll. Geography. 

Spons Agency—National Science Foundation, 
Washington, D.C. 

Pub Date Apr 71 

Note—5p. 

Available from—Commission on College Geog- 
raphy, Geography Department, Arizona State 
University, Tempe, Arizona 85281 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Curriculum Development, *Educa- 
tional Development, Educational Objectives, 
Educational Research, Environmental Educa- 
tion, *Geography, Geography Instruction, 
*Higher Education, Inservice Programs, Inter- 
disciplinary Approach, *Professional Associa- 
tions, *Social Sciences, Undergraduate Study 

Identifiers— Association of American Geog- 
raphers, *Commission on College Geography 
The major purpose of the Commission and its 

panels is to work to improve geographic pro- 
grams at the college level; it is supported by the 
National Science Foundation. Specific objectives 
are: 1) to develop approaches to integrate geo- 
graphic programs within the broader higher edu- 
cation context including interdisciplinary design; 
2) develop and publish pertinent materials; 3) ad- 
vise individuals and institutions in strengthening 
geography curricula; 4) investigate ways to in- 
crease effectiveness of undergraduate programs; 
and, 5) develop new schemes to improve geog- 
raphy courses and programs. The following Com- 
mission panels are active: 1) Resource and 
Technical Papers; 2) Computer Assisted Learn- 
ing; 3) Physical Geography; 4) Environmental 
Education; 5) Two-Year Colleges; 6) Develop- 
ment of Consulting Services; 7) Teacher Educa- 
tion; 8) Evaluation of the Commission’s Activi- 
ties. Listed in the bulletin are documents 
developed and published by the Commission: 10 
titles in a regular series, 8 resource papers, and 4 
technical papers. Topics of intended publications 
are announced, as well as plans for institutes, 
workshops, and conferences. Other Commission 
activities are summarized, and officers and mem- 
bers are listed. Single copies of all publications 
are distributed to members; prices and purchase 
procedure for bulk quantities are available on 
request. (Author/JSB) 
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Economic Education Program 
Handbook for Curriculum Change/Guidelines. 

Joint Council on Economic Education, New 
York, N.Y. 

Pub Date 69 

Note—39p. 

Available from—Joint Council on Economic Edu- 
cation, 1212 Avenue of the Americas, New 
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Descriptors—Administrator Guides, Articulation 
(Program), *Curriculum Development, Cur- 
riculum Evaluation, Curriculum P| i 
*Economic Education, Educational Change, In- 
service Teacher Education, *Models, Program 
Development, Program Evaluation, *Program 
Guides, *Systems Analysis 

Identifiers—Cooperating Schools Program, 
DEEP, *Developmental Economic Education 


Program 

This pamphlet blueprints a step-by-step process 
of curriculum change, while it is not a pendantic 
discussion of the process. It also reflects a 
philosophy of change. It is meant to do two 
things: 1) to specify the kinds of decisions that 
must be made to achieve meaningful change; and, 
2) to provide acceptable tools to carry out the 
tasks. Section one is a six-chapter guide to the 
Cooperating Schools Program within the 
Developmental Economic Education Program 
(DEEP). Chapter 1 presents a brief history of 
DEEP and suggests a systems approach to cur- 
riculum change. Chapter 2 contains a framework 
for writing a detailed plan of action, and develops 
the critical tasks which must be accomplished 
prior to actually mobilizing resources. Chapters 3 
through 6 include ideas on how to develop effec- 
tive committees, communication, inservice pro- 
grams, materials development, and evaluation. 
Sources for obtaining resources needed for imple- 
mentation are also suggested. Section two, under 
separate cover, contains six loose-leaf appendices 
each serving to supply resources for each 
chapter. Included there are: sample forms, 
selected readings, lists of organizations, selected 
curriculum bulletins, annotated bibliographies, 
sample teacher training programs, sample tests, 
and other information for programing — 
Useful new material will be added to the hand- 
book as it becomes available. (Author/SBE) 


ED 051 039 SO 001 306 
Lewis, Wilfred 
Economic Stabilization Policies. Economic Topic 


Joint Council on Economic Education, New 
York, N.Y 

Pub Date 70 

Note—23p. 

Available from—Joint Council on Economic Edu- 
cation, 1212 Avenue of the Americas, New 
York, New York 10036 ($1.25) 

Document Not Available from EDRS. 

Descriptors—Concept Teaching, Economic Cli- 
mate, *Economic Education, Economic Fac- 
tors, *Economics, ‘*Federal Government, 
Financial Policy, *Fiscal Capacity, Higher Edu- 
cation, Learning Activities, *Public Policy, 
Resource Materials, Social Studies Units, 
Teaching Guides, Teaching Techniques 

Identifiers—*Economic Stabilization, Federal 
Reserve System, Fiscal Policy, Monetary Policy 
This pamphlet was derived from a discussion 

paper prepared for a Joint Council conference. It 

was specifically revised for this series to bring an 
important subject to the attention of students and 
concerned citizens. Part One defines the problem 
of economic stabilization and explains the fiscal 
and monetary measures used to help control the 
traditional ups and downs in the economy. Also 
included here is the current and more complex 
problems of creeping inflation. Part Two reviews 
the successes and failures of policies since World 

War Il, and explains why institutional changes 

and built-in automatic safeguards make a 1929- 

sized crash unlikely. Part Three outlines a 

number of future stabilization issues confronting 

policy-making authorities when the Vietnam War 
ends. The teaching section by D. Bruce John- 
stone provides illustrations of learning activities 
which teachers will find helpful as they translate 
the economics of stability into meaningful student 
experiences. A bibliography at the end of Part 
Three will give the reader additional resources. 
(Author/SBE) 
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One of the major reasons for the present con- 

cegn for the pollution of the environment lies in 

the doubts about whether economic growth is 
possible without proportionate increases in the 
pollution of our air, land, and water. In response, 

Professor Wolozin devotes Part One of this trilo- 

to examining the economic relationships that 
help to explain why pollution is a special problem 
of production and consumption. Part Two surveys 
the difficulties of measuring and assigning costs: 
who is responsible for the contamination of the 
environment? Part Three analyzes measures to 
combat pollution. Accompanying each article are 
teaching suggestions by Patrica R. Reilly of John 

Dewey High School, New York City. She sets 

down instructional objectives, ideas for motivat- 

ing students, strategies for analysis of pertinent 
questions, and the use of models, tabular, and 
graphic materials for clarifying issues. Suggested 

readings and instructional materials including 16 

mm films are also listed. (Author/SBE) 
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Case studies in each of the parts deal with 
specific problems in the mainstream of United 
States history and are designed to help the 
general level student relate the case study and the 
theme of the past to similar problems today. Each 
theme deals with the resolution of conflict in 
historical ideologies. 1) Studies on intolerance in 
American life include narratives on the Salem 
witchcraft trials of 1692, the Palmer raids of 
1919, and a narrative on the McCarthy hearings. 
2) Studies on protest and dissent in American life 
include narratives on Shay’s rebellion, New York 
Civil War draft riots, the Haymarket riot, the 
Chicago Pullman Boycott, and the Schempp case 
involving the 1963 prayer ban issues. 3) Studies 
on idealism in American life include: the utopian 
response to materialism, the humanitarian 
response to idealism, and a world response to 
idealism. The selection provides contrast and 
comparison developed in the juxtaposition of 
19th and 20th century idealisms. 4) Technology 
and the culture of machine living includes narra- 
tives on automation, essays on transportation and 
communication, and science fiction stories 
presenting the role of the machine today and ex- 
ploring that role within future life styles. A 
teacher’s guide accompanies each theme. 
(Author/VLW) 
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This occasional paper on Japan is one of a se- 
ries setting forth the nature, scope, and accom- 
plishments of population activities in specified 
countries. Here, an overview is given of popula- 
tion characteristics and growth patterns, the rela- 
tionship of population growth to socioeconomic 
development, and the history of population con- 
cerns and policies. Private and governmental ef- 
forts to encourage family planning are described. 
It is shown that population growth has been a 
subject of concern since the beginning of the cen- 
tury, with this early interest focused primarily on 
the relationship of population size to food supply. 
Declines in both birth and death rates began in 
the 1920’s. Though fertility practices have been 
under voluntary control, they have been in- 
fluenced by certain notable governmental actions. 
With the birth rate continually decreasing, there 
is concern in some sectors that there will be a 
shortage in the labor force if present fertility pat- 
terns continue. The present rate of natural in- 
crease in Japan is 1% per year, and is expected to 
decline further. (JLB) 
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This year’s annual review of family planning in 
Korea and Taiwan is represented in three articles. 
The first, “‘Korea/Taiwan 1970: Report on the 
National Family Planning Programs,” separately 
views the program administration, budget, per- 
sonnel, and evaluation, as well as the various 
methods employed in controlling the number of 
births, and fertility declines in Korea and Taiwan. 
A comparison of relevant information between 
the two countries and a bibliography conclude 
the essay. The second article, “Hong Kong: Oral 
Contraceptive Follow-Up Study,” examines the 
effectiveness of oral contraception in contrast 
with the IUD method--a study considered neces- 
sary since there has been a marked increase in 
the popularity of oral contraception. The last arti- 
cle, “Korea: Estimating Current Fertility from the 
1966 Census,” presents a brief description of 
data, methods, and preliminary findings of this 
fertility estimation. The need for fertility esti- 
mates arises because Korea, unlike the majority 
of countries, does not have a complete and relia- 
ble vital registration system. (ED 045 387 
represents a previous issue of ‘Studies in Family 
Planning.”) (JLB) 
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The newsletter of this national organization 

presents commentary on the foreign policy rela- 

tionship between the United States and China 


and cites relevant current information. In the 
summer, 1971 issue introductory comments on 
the Taiwan policy dilemma appear, as well as an- 
nouncements of study programs, conferences or 
symposia, and field staff activities. A main sec- 
tion, China in the News, summarizes current 
news items based largely on New York Times, 
Washington Post, and Far Eastern Economic 
Review Sources. Proposals of Senators and 
private organizations for alternatives and change 
in United States policy toward China are outlined 
in the article “China Policy--Which Direction?”. 
Topics covered in the various proposals include 
United Nations membership, the Taiwan 
question, as well as travel and trade policies. In 
addition, specific texts of U.N. Draft Resolutions 
are given. The newsletter provides an annotated 
bibliography on China Resources, citing book and 
magazine materials, forthcoming television pro- 
grams, and interview tapes available from the 
Committee. Those interested in receiving the 
newsletter regularly should request that their 
name be placed on the mailing list. (Author/JSB) 
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This study is concerned with the relative 
amount of overlap or duplication existing 
between the first two years of the liberal arts col- 
lege and the last two years of secondary school in 
the areas of English, science, social studies, and 
mathematics. Financial problems and other valid 
areas for concern are also explored: 1) How valid 
may repetition be? 2) Who decides what content 
to repeat? 3) What is the purpose of duplication 
at college level? 4) Are instructors aware of cur- 
riculum content across levels? The general plan 
was twofold: 1) to enable 665 high school 
teachers of grades 11 and 12 to examine sample 
outlines of courses taught during the first two 
years of college; and, 2) to enable 400 college in- 
structors to review high school level subjects in 
these four areas as taught in grades 11 and 12. In 
response, high school teachers felt that almost 
one-third of content of all four areas of the col- 
lege curriculum seems to be nothing more than 
high school courses rearranged and offered under 
a new name. The data from the college instruc- 
tors are somewhat similar relative to the subject 
matter, both groups ranking in this order: highest 
duplication in social science, followed by English, 
science, mathematics. A chi-square of evaluators 
some two months after they completed initial 
ratings reveals their judgments can be considered 
statistically significant. Tables and graphs are in- 
cluded, and various recommendations are made 
to promote better coordination and articulation. 
(Author/JSB) 
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This paper investigates the nature of social 

change and the special needs of youth, and in- 

novation in the teaching of social studies at the 
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secondary level. Drawing on curriculum experi- 
ments begun in 1967, a new social studies pro- 
gram of non-graded instructional modules was in- 
augurated in 1969 concen in 3 areas: 1) 
United States Realities, 2) World Realities, 3) 
Governmental Realities. Format focuses upon 
change in two specific areas: relevancy and flexi- 
bility. First, characteristics of such a relevant so- 
cial studies curriculum are that it: 1) considers 
crucial urgencies of our times; 2) is not an iso- 
lated look at events of the past; 3) is an educa- 
tional strategy that asks the student to consider 
important questions, develop hypotheses, gather 
evidence, synthesize data, and draw conclusions. 
In addition maximum flexibility is necessary to: 
1) maintain relevancy, 2) individualize learning, 
3) employ effectively the individual educational 
team members, and 4) allocate space, content 
materials, and multi-media facilities efficiently. 
Under the Kennedy High School design the stu- 
dent is offered 31 six week modules for selected 
study with no required modules or sequence. Dia- 
grams of the first year sequence and the 31 
modules are included, as well as references used 
in preparing the paper. (Author/JSB) 
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This monthly publication from Canada 

highlights a particular subject area of the curricu- 

lum in each issue. The March, 1971 newsletter is 
devoted to the social studies and contains the fol- 
lowing articles: The Language of Social Studies, 
by Edna C. Wilson-Press; Some Questions About 

Values, by Joseph M. Kirman; Valuing in Ele- 

mentary Social Studies: An Annotated Bibliog- 

raphy, by John L. Newton; A Simulation Game 
for Attitude Change, by Rex Vogel and Charles 

Chamberlin; and a final article on oral reading 

and speech communication by Jean P. Mcintyre, 

So To Speak. A former issue, April, 1970, is also 

concerned with social studies in the curriculum. 

Articles included are: The Social Study: An In- 

vestigation of a Problem, by Edna C. Wilson; The 

Nature of Social Studies, by Hal Chalmers; 

Beyond Facts: Developing Broad Understanding 

in the Social Studies, by Charles R. Chamberlin; 

Social Studies Enters the Space Age, by J. M. 

Kirman; and Selected Annotated Bibliography for 

Social Studies Teachers, by Hal Chalmers, R. W. 

Vogel, and F. M. Wollum. Future issues of this 

newsletter are available only by subscription. 

(Author/JSB) 
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The Social Science Research Council’s (SSRC) 
purpose is to sponsor social science research pro- 
grams and research projects and administer 
grants to institutions and individuals for research 
and post-graduate academic training. The tri-an- 
nual newsletter contents include: brief articles; 
announcements of research grants and scholar- 
ships made by SSRS and other institutions, both 
foreign and domestic; SSRC research reviews; re- 
ports of the several SSRC committees; and, notes 
on miscellaneous SSRC activities. Operating 
budget for 1971-72 is reported to be $9,120,000. 
Those interested in receiving the newsletter regu- 
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larly are advised to make inquiries to the Coun- 
cil. (DJB) 
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It was the purpose of this study to determine 
the readability level of all social studies textbooks 
authorized for purchase in the adoption made by 
the Textbook Commission of the Indiana State 
Board of Education on December 12, 1968 for 
five years beginning July 1, 1969. A thorough 
search of the literature and research did not 
reveal that their readability level had been deter- 
mined. Consequently, twenty-three textbooks 
were analyzed utilizing the Dale-Chall formula for 
written materials. The curricular areas were: Indi- 
ana history in grade 4, United States and Canadi- 
an studies in Grade 5, and Latin American and 
Western American studies in grade 6. Chapter 3 
described: 1) the methods of collecting the 
materials studies; 2) the treatment of the source 
materials; and, 3) the statistical analysis of the 
data presented in detail in chapter 4 and the ap- 
pendix by grade level and by text. The summary 
findings and conclusion in chapter 5 were: 1) the 
text for grade 4 were above the intended reada- 
bility level; 2) the texts for grade 5 and 6 ap- 
peared to be at or below the intended readability 
level; 3) no text examined appeared to be written 
with any idea of progressive difficulty in mind; 
however, 4) there was a wide range of level 
within each text. It was recommended that texts 
be carefully examined for readability level before 
adoption. (Author/SBE) 
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The theme of this unit of study for elementary 

grades is Africa: Past, Present, and Future. A 

sample outline is given suggesting topics to be ex- 

plored as well as a list of introductory student ac- 
tivities. A problem solving approach is used and 
individual student research is encouraged. Some 
major historical events, important leaders, and 
significant concepts are briefly summarized. The 
objectives and understandings to be developed 
through this study are: 1) that customs and tradi- 
tions are handed down from generation to 
generation in all societies; 2) that events have 
roots in the past; 3) human beings over the world 
are much more alike than different; 4) every 
society must develop its own system of values to 
achieve its goals; 5) cultural contributions are not 
the monopoly of any ethnic group; 6) increased 
appreciation of the cultural heritage of Africa; 
and, 7) a basic study of geography. A bibliog- 
raphy of unit materials includes: 1) printed 
resources, 2) audiovisual aids, 3) study questions 
to correlate with specific Canadian School Broad- 
cast tapes, and 4) a student exercise sheet for 
literature sources in the school library. 
(Author/JSB) 
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This publication presents guidelines and sug- 

gestions on objectives, content, teaching and 

learning techniques, and evaluation. It is intended 
to be a practical handbook for educators who 
feel their social studies program needs help, from 

a strengthening of weak spots to a wholesale revi- 

sion. Curriculum reports made almost a half cen- 

tury ago by the American Historical Association 
and the National Education Association are 
briefly surveyed to illustrate the nature of cur- 
riculum change, and the impact today of the New 
Social Studies projects. Evidently, the 
prerequisites for change are: 1) involvement and 
commitment of support, both moral and financial, 
from the administration, the school board, and 
the community; and, 2) the interest and involve- 
ment of the teachers concerned. The seven step 
revision blueprint that follows is meant only to be 
suggestive of a plan a school district could use. 

Resources are listed throughout with additional 

reference materials listed in the appendix: 1) 

standards for quality programs; 2) social studies 

publications, curriculum requirements, and ser- 

vices of the Department of Education; 3) 

representative national curriculum projects; 4) a 

brief su; bibliography for the teacher; 5) 

the New York State curriculum continuums; 6) 

suggested curriculum material evaluation criteria 

and references; and, 7) professional organiza- 
tions. (Author/SBE) 
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This article focuses on open schools or schools 

without walls, those experiments within the public 

school system involving a reconceptualization of 
the role of the school in the educational process. 

A brief review of the free school movement 

(those experiments outside public schools) is also 

included. The stated goal of the open school is to 

help the child and adolescent move between 
classroom and community through a series of op- 
timally stimulating settings with access to skills 
when he needs them, and providing learnings 
congruent with his own major life experiences. 
Characteristics of such open systems of learning 
are described, problems analyzed and two 
requirements for transforming the public schools 
given: 1) turning the school into a headquarters 
and the entire community into a complex of 
learning sites; and, 2) reorganization of learning 
across disciplinary lines. The first will involve a 
substantial redeployment of personnel and 
resources in public schools as well as a redefini- 
tion of the relationships between school and com- 
munity, teachers and community persons, adults 
and children. In addition, scholars and university- 
based professionals can assist in the development 
of new curricula and educational materials for 
flexible and more humanized school systems. 

Useful references on this new school concept are 

given as well as an extensive bibliography of 

resources, periodicals, and books. (Author/JSB) 
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Given the general recognition that what we do 
is influenced as much or more by our value com- 
mitments as by our factual knowledge, it is ironic 
that social studies, the area of the curriculum 
sur ly focused on citizenship education, has 
so little attention to values. There are many 
reasons for this, but one of them, the author be- 
lieves, is the teachers’ lack of a model for making 
values an integral part of instruction. This paper 
is both a theoretical and practical effort to 
answer this need. The author points out that 
since most important issues facing society are not 
factual questions but ethical ones, an adequate 
model for citizenship education must take into 
account that rational citizenship behavior in- 
cludes justifying ethical decisions in terms of 
one’s values. Because the school has little role in 
determining what these values are, its role 
becomes one of helping the student to develop a 
clearer conception of what his commitments are, 
and to relate these commitments to the basic so- 
cial values and facts, personal preferences and 
basic social values, values and public issues, and 
gives attention to the more practical aspects of 
examining values in the classroom. Throughout, 
there is emphasis on the need for a clear ra- 
tionale, and classroom behavior based on that ra- 
tionale. (JLB) 


ED 051 054 SO 001 342 
eo Education Guide for Grades 4, 5, 
Millbrae Schoo! District, Calif. 
Pub Date 4 May 70 
Note—82p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Affective Objectives, African Amer- 
ican Studies, American Indians, Chinese Amer- 
icans, Civil Rights, Concept Teaching, Cultural 
Awareness, *Curriculum Guides, Elementary 
Grades, *Ethnic Studies, Grade 4, Grade 5, 
Grade 8, Human Relations Units, *Intergroup 
Education, Japanese Americans, Mexican 
Americans, Resource Guides, *Social Studies 
Units, *United States History 
Identifiers—* Values Education 
This resource guide, p by teachers, is 
designed to incorporate minority group studies 
into the district’s social studies curriculum at 
levels 4, 5, and 8 as a start toward goals specified 
in the state law. Introductory material discusses 
the California Education Code requirements, 
local district policy, and the work of the curricu- 
lum development committee. The goal of this 
course is to offer children more complete infor- 
mation about five minority groups in the United 
States: Afro-Americans, American Indians, Chin- 
ese-Americans, Japenese-Americans, and Mex- 
ican-Americans, with an additional unit on Preju- 
dice. Each unit is concept oriented; various topics 
to be explored are outlined with the appropriate 
grade level indicated. Objectives for the unit are 
given; materials of instruction and learning activi- 
ties are described. Some teaching techniques used 
are: observation, field trip experiences, dra- 
matizations and role playing, individual research, 
small and large group activities, educational 
games, critical thinking and comparative analysis. 
Resource materials are listed in the guide with 
student materials included for some units; in ad- 
dition, a district bibliography, Materials Pertain- 
ing to Three Minority Groups: Negro-Americans, 
Mexican-Americans, and Oriental-Americans, is 
to be used. (Author/JSB) 
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Population Education in the United States: A 
Report to the Commission on Popu- 

lation Growth and the American Future. 

Population Council, New York, N.Y. 

Pub Date 27 May 71 

Note—18p. 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors— * Bibliographies, Course Content, 
Course Objectives, Curriculum Development, 
*Demography, *Educational Needs, *Environ- 
mental Education, Financial Needs 
Identifiers— *Population Education 
This report is primarily a statement of needs, 
which will hopefully be used as a basis for formu- 
lating a national policy that places a high priority 
on population education. It sets forth a definition 
of population education, its relationship to other 
parts of the curriculum, general content and ob- 
jectives, and some observations on the present 
status and future directions of population educa- 
tion in the United States. Throughout, there is an 
emphasis on population education as a process of 
i population characteristics, 
, and changes, and the interaction of 
these phenomena with individual lives--as op- 
posed to viewing it solely as the cause of environ- 
mental degredation. The report concludes with a 
memorandum to the Commission setting forth the 
specific efforts that increased funding might sup- 
port. These include: research and development 
centers; materials development; teacher training 
programs; and, model programs. The appendix 
consists of a preliminary list of available instruc- 
tional materials and childrens’ books, as well as a 
list of institutions concerned with population edu- 
cation. The final report to the Commission will 
be completed in September 1971. (JLB) 
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Pub Date 70 
Note—698p. 
Available from—Prentice Hall, Inc., Englewood 
Cliffs, New Jersey 07632 ($9.95) 
Document Not Available from EDRS. 
Descriptors—Books, *Demography, *Economic 
Factors, *Interaction Process Analysis, Inter- 
disciplinary Approach, Population Trends, 
Resource Materials, *Social Factors, Social 
Structure, *Social Systems, Sociology, Systems 
Approach 
Identifiers— *Social Demography 
This book of readings focuses on two 
questions: how do demographic variables in- 
fluence social systems; and how do social varia- 
bles influence demographic systems? It is the in- 
tersection between these two systems that defines 
the field of social demography and the point of 
view of this book. Part | presents a new ap- 
proach to relating social and demographic 
phenomena using a systems approach. Part 2 of- 
fers a series of theoretical articles concerned with 
the relationship between various social factors 
and demographic structure and process. Part 3 
deals with the reciprocal relations between demo- 
graphic factors and major institutional systems, 
such as the family, religion, government, health, 
education, welfare, and the economy. Part 4 re- 
lates demographic changes to changes in social 
aggregate systems, including racial and ethnic 
groups, and value and belief systems. Part 5 ex- 
amines the demographic transition in relation to 
the social and economic development of socie- 
ties. The book is not intended as a beginning text 
in population, and assumes some knowledge of 
both demography and sociology. Believing that 
significant demography is necessarily interdiscipli- 
nary, the authors have sought to clarify at least 
one area of _ interdisciplinary relationship. 
(Author/JLB) 
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Vermont State Dept. of Education, Montpelier. 

Pub Date 68 

Note—3 1p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Educational Improvement, Educa- 
tional Objectives, *Educational Philosophy, 
*Educational Strategies, Elementary Grades, 
Improver:ent Programs, Individual Develop- 
ment, ‘Individualized Programs, Learning 
Processes, Public School Systems, School Com- 
munity Relationship, Secondary Grades, *State 
Departments of Education, Statewide Planning, 
*Student Centered Curriculum, Student 
Teacher Relationship 

Identifiers— * Vermont 
Concepts set forth in this design represent the 

position of the State Department of Education 

and were developed in cooperation with lay and 

professional groups throughout Vermont. This 

statement of a working philosophy directs itself to 
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the process of education with a main concern 
that an educational philosophy should center 
around and focus upon the individual, his learn- 
ing process, and his relationship and interaction 
with the teacher. The handbook includes 17 
specific statements related to this student-cen- 
tered philosophy, and gives 13 possible activities 
which will help a school district move toward 
these goals. The design is to be used as a guide 
for improving learning opportunities in the public 
schools of Vermont through these implementa- 
tion steps: 1) local district assessment of the ele- 
mentary education program compared to con- 
cepts in the design; 2) local district development 
of guidelines for improving its educational pro- 
gram; and 3) calendar of commitment for imple- 
mentation submitted by local district to State De- 
partment of Education. (Author/JSB) 
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proaches ‘eaching. 

National Council for the Social Studies, Washing- 
ton, D.C. 

Pub Date 71 

Note—102p. 

Available from—National Council for the Social 
Studies, 1201 Sixteenth Street, N.W., Washing- 
ton, D.C. 20036 ($2.75) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 


Descriptors—Affective Objectives, Behavioral 
Objectives, Cognitive Objectives, Concept 
Teaching, ‘*Critical Thinking, Curriculum 
Development, Discovery Processes, Elementary 
Grades, *Inquiry Training, Learning Activities, 
Learning Theories, ‘*Problem Solving, 
*Questioning Techniques, Resource Guides, 
Secondary Grades, Social Problems, *Social 
Studies, Teaching Methods, Values 

Identifiers— Values Education 
The plea of this bulletin, the second and full 

revision of The Problems Approach and the So- 

cial Studies copyrighted in 1955 and 1960, is for 
teachers to do more with the reflective method in 
their classrooms. It draws upon the latest and 
most pertinent insights distilled from research, 
theory, and practice associated with reflective 
thinking; deals with specific whats, whys, how, 
and whens of problem solving in social studies at 
the elementary and secondary school levels; and, 
makes a case for increased use of this inquiry 
method and type of program organization. 

Specific suggestions are offered that range from 

the question-answering stage to full-fledged 

problem-solving units. Chapter 1 by Maurice P. 

Hunt and Lawrence E. Metcalf introduces the 

reader to the theory, philosophy, and psychology 

of the problems approach. Fannie R. Shaftel, 

Charlotte Crabtree, and Vivian S. Sherman 

discuss problem resolution in the elementary 

school. The third chapter on the junior high 
school is provided by William E. Gardner. Robert 

E. Jewett treats the senior high school. Trends in 

the use of reflective teaching, the subject of 

chapter 5, have been identified and analyzed by 

Emily S. Girault. Chapter 6 on teaching resources 

has been prepared by Jack W. Miller. 

(Author/SBE) 
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Social Studies Curriculum Materials Data Book. 

Social Science Education Consortium, Inc., 
Boulder, Colo. 

Spons Agency—National Science Foundation, 
Washington, D.C. 

Pub Date 71 

Note—202p. 

Available from—Social Science Education Con- 
sortium, Inc., 970 Aurora, Boulder, Colorado 
80302 ($20; $26 with October 1971 Supple- 
ment) 

Document Not Available from EDRS. 

Descriptors—Anthropology, Civics, Classroom 
Games, Curriculum Development, Directories, 
Economics, Elementary Grades, *Games, 
Geography, History, *Instructional Materials, 
Material Development, Political Science, *Pro- 
jects, Psychology, Secondary Grades, Simula- 
tion, *Social Sciences, *Social Studies, Text- 
book Evaluation 
The objective of this manual is to provide 

analyses of curriculum materials that will allow 

administrators, curriculum coordinators, methods 
teachers, and classroom teachers to select materi- 
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als which are appropriate to their needs and 
situation. Materials included here reflect the 
three major categories of innovative social studies 
curriculum materials which have been produced 
in the last decade--project materials, textbooks, 
and games and simulations. The first section of 
the book contains social studies curriculum pro- 
ject materials developed primarily, though not ex- 
clusively, under sponsorship of the Office of Edu- 
cation and the National Science Foundation. The 


are one-to-two page analyses and include the fol- 
lowing information: 1) overview of significant 
features of the materials; 2) description of format 
and cost; 3) suggested time necessary for imple- 
mentation; 4) intended user characteristics; 5) ra- 
tionale and general objectives; 6) description of 
content; 7) primary teaching and gaming 
procedures; and, 8) evaluative data, comments, 
and suggestions for use of the materials. Supple- 
ments to the Data Book will appear twice a year, 
and present data sheets will be revised as neces- 
sary. (Author/JLB) 
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Pub Date 70 
Note—137p.; Lectures presented at Institute on 
Human Values, Creighton University, Omaha, 
Nebraska, 1968-1969 
Available from—Humanities Press, Inc., 303 Park 
Avenue South, New York, New York 10010 
(Cloth, $6.00) 
Document Not Available from EDRS. 
Descriptors—Behavior Standards, *Ethical 
Values, Existentialism, Group Norms, Humani- 
ties, *Human Relations, *Moral Issues, *Moral 
Values, *Philosophy, Religion, Social Problems, 
Social Sciences, Symposia, Values 
Identifiers— Marxism, *Secularism, Universalism 
The lectures of five contemporary 
philosophers, charged with addressing themselves 
to important moral issues of contemporary 
society with an eye to highlighting those values 
that are at the base of human life today, are 
presented in this volume. Louis Dupre is con- 
cerned with the issue of making religion intelligi- 
ble in Religion in a Secular World. Vernon J. 
Bourke, in Value Scales and Today’s Morality, 
surveys alternative approaches for the construc- 
tion of a scale of values for the justification of 
moral decisions. In Existentialism and the Vision 
of Man as a Person, Gerald F. Kreyche surveys 
the panorama of existential philosophy illustrating 
its contributions to our modern understanding of 
man as one revealing himself within constantly 
expanding horizons. In The New Marxism and 
Human Values, Richard T. DeGeorge discusses 
the possibility of a universal human morality in 
the face of official moralities. The Time of Our 
Lives, Mortimer J. Adler’s rewriting of Aristotle’s 
“Ethics” for the 20th century, calls for moral 
wisdom and moral discipline to correct human 
folly and vice. Paul G. Kuntz’s article, The Future 
of the Moral Order, discusses the basis for resolv- 
ing value conflicts between the meritocracy and 
the rest of society. (Author/DJB) 


ED 051 061 SO 001 377 
Swift, D. F. 


The Sociology of Education: Introductory Analyti- 


Pub Date 69 
Note—133p.; The Students Library Series, Rout- 
ledge and Kegan Paul Ltd., Broadway House, 
68-74 Carter Lane, London EC4V SEL 
Available from—Humanities Press, Inc., 303 Park 
Avenue South, New York, New York 10010 
(Cloth, $2.50; Paper, $1.25) 
Document Not Available from EDRS. 
Descriptors—Cultural Factors, Educational En- 
vironment, *Educational Sociology, *Educa- 
tional Theories, Foundations of Education, In- 
stitutional Role, Reference Books, *School 
Community Relationship, Social Factors, *So- 
cialization, *Social Systems, Socioeconomic In- 
fluences, Teacher Education Curriculum 
Identifiers—* England 
Being an introductory text for college students 
in Sociology and in Education, it attempts to out- 
line the ways in which education is viewed by the 
sociologist. Chapter | states that sociology deals 
with the process of education, under four broad 
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headings: 1) the educational process as an aspect 
of social interaction; 2) the school as a social 
group; 3) the influence of other social institutions 
upon the institution of education; and, 4) the 
functions for society of the institution of educa- 
tion. These focal points each form the basis of 
the succeeding chapters, entitled: 1) The Social 
Animal: Some Preliminary Perspectives; 2) The 
School; 3) The Social Environment of the Institu- 
tion of Education; and, 4) The Social Functions 
of Education. Being theoretical, little description 
of the structure of British education is included. 
Readers are referred to the author's READER IN 
THE SOCIOLOGY OF EDUCATION: _IN- 
TRODUCTORY ANALYTICAL  PERSPEC- 
TIVES, London: Routledge and Kegan Paul, 
1968, for empirical material. (Author/DJB) 


ED 051 062 SO 001 378 
Simon, Joan 
The Social Origins of English Education. 
Pub Date 70 
Note—126p.; The Students Library Series, Rout- 
ledge and Kegan Paul Ltd., Broadway House, 
68-74 Carter Lane, London EC4V SEL 
Available from— Humanities Press, Inc., 303 Park 
Avenue South, New York, New York 10010 
(Cloth, $3.75; Paper, $2.00) 
Document Not Available from EDRS. 
Descriptors—Area Studies, Educational Change, 
Educational Development, *Educational Histo- 
ry, Educational Objectives, Educational Prac- 
tice, Educational Sociology, *European Histo- 
*Foundations of Education, Reference 
*Social Change, Social Influences, 
Teacher Education Curriculum 
Identifiers— *England 
The author's historical approach to the study of 
education accounts for the past in terms of the 
past rather than the present. Thus, formal school- 
ing is but one type of socialization traced in this 
survey. The intention of the book is to suggest a 
new starting point opening up the whole field of 
education for consideration. New developments 
in historical scholarship have made possible the 
recasting of the history of education as an aspect 
of social and intellectual history. The first part 
surveys the early development of education in 
England in broad outline, up to the twelfth centu- 
ry. In the second part three main topics are taken 
up in more detail, drawing on recent historical 
monography which bear closely on education: 1) 
The Agricultural Year: Rural Experience and Up- 
bringing; 2) The Urban Outlook: Civility and the 
Education of Children; 3) Learning and 
Teaching: The Legacy of the Medieval Universi- 
ty. Footnotes and a selected annotated bibliog- 
raphy complete the study. (Author/DJB) 
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Pub Date Jul 69 
Note—2Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Annotated Bibliographies, Au- 
diovisual Aids, Citizenship, Civics, Classroom 
Materials, Democracy, Films, Inductive 
Methods, *Instructional Materials, Instructional 
Programs, Interdisciplinary Approach, Political 
Science, *Public Affairs Education, *Resource 
Guides, Secondary Grades, Social Problems, 
*Social Studies Units, *United States History 
Identifiers—*Lincoln Filene Center Secondary 
Social Studies 
This catalogue lists resource materials available 
to secondary social studies teachers using an in- 
ductive approach and multi-media techniques to 
create a variety of learning experiences. Seven 
supplemental classroom instructional programs 
were developed by the Center: 1) Dimensions of 
Citizenship; 2) Politics and Policy Making; 3) 
Urban Problems and Prospects; 4) The American 
Economic System; 5) American Civilization and 
History; 6) The Law and Citizenship; and, 7) The 
International System; Themes and Decisions. 
Materials are described for each of these areas 
with 20 different teacher guides available on such 
topics as: 1) Effective Citizenship: Upton Sinclair 
and The Jungle; 2) Citizenship Denied: Diary of a 
Young Girl; 3) Choosing a President, 1968: The 
American Political Process; 4) The Police: Fact 
and Fiction; 5) Conflict: A Game of American 
Life. Student narratives (reprints of case studies 
or excerpts of primary sources) are also available 
for many of the units. Instructional aids offered in 


this program have been produced through 
cooperative efforts of experienced high school 
teachers, the staff of Lincoln Filene Center, and 
Center consultants. Prices are given and an order 
form appended. (Author/JSB) 
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cae Association of Elementary School Prin- 
cipals, Washington, D.C. 

Pub Date 71 

Note—167p.; A reprint of selected articles from 
The National Elementary Principal, 1969-70 

Available from—National Association of Elemen- 
tary School Principals, NEA, 1201 Sixteenth, 
N.W., Washington, D.C. ($4.00; Quantity 


Discounts its) 
Be Price MF-$0.65 HC Not Available from 


Po te te Objectives, Educational 
Change, *Educational Environment, Educa- 
tional Improvement, Educational Needs, *Edu- 
cational Objectives, Educational Philosophy, 
Educational Sociology, *Elementary Education, 
*Humanism, Human Relations, Individual 
Development, Learning Processes, School 
Community Relationship, Social Change, Social 
Influences, Student Needs, Student Teacher 
Relationship, Values 

Identifiers— Values Education 
This publication contains selected articles 

reprinted from 1969-70 issues of The National 

Elementary Principal devoted to the theme that 

the school as an institution must operate on and 

reflect humanistic values. Content includes analy- 
sis of the crucial problems of dehumanizing 
aspects of schools, discussion of educational 
philosophy, exploration of learning process, stu- 
dent needs, and teacher role, and offers some 
directions and guidelines for change to make the 
schools not only academically excellent but more 
human places for children to learn and develop. 

The 41 articles are divided into two topics: 1) 

The Elementary School: Humanizing? Dehu- 

manizing? and, 2) Dehumanizing Our Society-- 

Through Education and With the Active Support 

of the Public. Authors include principals, superin- 

tendents, teachers, scholars and _ parents. 

(Author/JSB) 
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Piet Program to Improve Information Flow 
Between Research and Development and Prac- 
tice in Education. Final 
Far West Lab. for Educational Research and 
Development, Berkeley, Calif. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date Jan 71 
Note—-:j7p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Curriculum Evaluation, Curriculum 
Planning, *Curriculum Research, Department 
Directors (School), *Diffusion, Field Studies, 
Information Dissemination, *Information 
Utilization, Models, ‘*Research Utilization, 
Secondary Grades, Secondary Schools, Secon- 
dary School Teachers, *Social Studies 
Identifiers—* ALERT 
The Laboratory staff reported the unit develop- 
ment and field test activities in their effort to col- 
lect, analyze, synthesize, and disseminate new 
curriculum developments in secondary level so- 
cial studies to school curriculum decision makers. 
The audience consisted primarily of social studies 
teachers and department chairmen. To further 
refine and evaluate their model information 
processing system, the staff defined the following 
unit objectives using the Bloom and Krathwohl 
taxonomies: 1) Cognitive Performance Objec- 
tives: to develop knowledge of programs, com- 
prehension of relationships and implications, ap- 
plication, and evaluation of program information; 
and, 2) Affective Performance Objectives: to 
promote use of, and involvement with the unit. 3) 
The specific unit requirements were: parallel 
treatment of programs, accuracy, consistency, ob- 


jectivity, flexibility, timeliness, relevance, unique- 


ness, and cost effectiveness. After an initial sur- 
vey of 100 new programs, nine research based 
American government programs were selected for 
review in the multi-level unit including: introduc- 
tory materials, project comparisons, program 
selection device, and detailed program reports. 


Three major field tests were conducted between 
February 1969 and spring 1970. The first was lar. 
gely non-quantitative; the main and operational 
field tests were empirical studies with the popula- 
tions, methodologies, and results enumerated 
here. It was concluded that the objectives were 
met. (SBE) 


ED 051 066 SO 001 413 
Hertzberg, Hazel W. 

Historical Parallels for the Sixties and Seventies; 
Primary Sources and Core Curriculum 
Revisited. 


ERIC Clearinghouse for Social Studies/Social 
Science Education, Boulder, Colo.; Social 
Science Education Consortium, Inc., Boulder, 
Colo. 

Spons Agency—National Center for Educational 
gaara (DHEW/OE), Washington, 


Report No—IS-1; PUB-135 
Pub Date Apr 71 
Note—34p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Core Curriculum, Cultural Factors, 
Curriculum Development, Educational Change, 
*Educational History, *Educational Trends, 
High School Curriculum, History Instruction, 
Integrated Curriculum, Interdisciplinary Ap- 
proach, Professional Associations, Secondary 
Education, Social Change, Social Influences, 
*Social Sciences, *Social Studies, Teaching 
Methods, United States History 
Identifiers—*Social Studies History, Source Study 
Movement 
Intent on alerting curriculum developers to 
cyclical elements in social studies trends during 
the last 90 years, this paper reviews the two most 
pervasive national movements at the secondary 
level: 1) the source study movement in which stu- 
dents’ use of primary source materials was 
emphasized in history instruction from the 1880's 
nweeh the 1910's; and, 2) the core curriculum 
movement in which Social Studies and English 
were most commonly combined into block time 
courses for all students from the 1920's through 
the 1950’s. These movements were selected for 
review because they exhibited some of the most 
important characteristics of the new social studies 
of the 1960's and of the social studies emerging 
in the 1970's. The latter reforms are considered 
comparable to the core curriculum just as the 
reforms of the 1960's are to the scientific 
historiography of the source study movement. 
The reviews include discussions of the forces 
which produced, sustained, and ended them, and 
conceptual models for classifying and comparing 
them to their recent and future variations. Histor- 
ically, curriculum reformers gave little attention 
to previous movements, whether similar or not. 
Citing this as a dysfunctional inconsistency for 
the social scientists and educators who advocate 
and lead reform movements, the author calls for 
a variety of studies in Social Studies history. 
Sources cited are annotated in a six-page bibliog- 
raphy. (Author/DJB) 
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Michigan State Dept. of Education, Lansing. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date 71 
Note— 156p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Design, Curriculum 
Development, Elementary Grades, Instructional 
Innovation, *Instructional Programs, Program 
Descriptions, Projects, Secondary Grades, *So- 
cial Studies, *Social Studies Units 
Identifiers— * Michigan, Oak Park Project 
This is a set of 22 papers written by social stu- 
dies teachers in Michigan describing innovative 
approaches in their programs. Robert Trezise’s 
overview states that the programs were developed 
from both local commitment and funding, and 
Federal funding. The papers show: 1) a shift 
away from content per se to a focus on process; 
2) concern for the self-fulfillment of the in- 
dividual student and his development in a social 
context; 3) examples of extending the learning 
environment into the community; and, 4) a trend 
toward a variety of theme oriented elective social 
studies courses. Instructional techniques 
emphasized are open discussion, independent 
research, and little use of textbooks. Needs in the 





social studies detected from these papers are: 1) 
coordination K-12; 2) a clear definition 


student involvement 
(VLW) 
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Hoopes, David, Ed. 

ier Newsletter of Intercultural Commu- 

nications Programs. Volume 1, Number 5. 

Pittsburgh Univ., Pa. Regional Council for Inter- 
national Education. 

Pub Date Jun 71 

Note—4p. 

Available from—Regional Council for Interna- 
tional Education, 1101 Bruce Hall, University 
of Pittsburgh, Pittsburgh, Pennsylvania 15213 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— *College Programs, Communication 
Skills, Comparative Education, *Cross Cultural 
Training, Educational Trends, Foreign Culture, 
Foreign Students, Higher Education, Human 
Relations Programs, *Intercultural Programs, 
Intergroup Education, *International Educa- 

tion, *Newsletters, Program Descriptions 

Ldentifiess-- Regional Council for 4 oe 
Education 
The goal of the Council is to bring about a 

global perspective on the campuses of its member 

institutions and the nation through cooperative 
programs and the sharing of resources to 
generate new ideas in such areas as: study 
abroad, foreign students, faculty development and 
exchange, and cultural sensitivity. Accordingly, 
the purpose of this monthly newsletter is to dis- 
seminate information on cross cultural or inter- 
cultural communications programs in higher edu- 
cation, usually describing workshop programs, 
seminars, special courses, research activities, also 
intergroup training techniques. Announcements 
are also made of publications and conferences. 

Those interested in receiving the newsletter regu- 

larly should request that their name be placed on 

the mailing list; back issues are still available. 

(Author/JSB) 
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Minnesota State oe of Education, St. Paul. 
Div. of Instructio 
Report No_ XXX VIII-B-363; XXX VIII-B-365 
Pub Date [71] 
Note—46p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Annotated Bibliographies, *Au- 
diovisual Aids, Community Resources, Conser- 
vation Education, Ecology, Elementary Grades, 
*Environmental Education, Films, Filmstrips, 
*Instructional Materials, Natural Resources, 
Pollution, Resource Guides, Secondary Grades, 
*Social Problems 
This guide to resource materials on environ- 
mental education is in two sections: 1) Selected 
Bibliography of Printed Materials, compiled in 
April, 1970; and, 2) Audio-Visual materials, 
Films and Filmstrips, compiled in February, 1971. 
99 book annotations are given with an indicator 
of elementary, junior or senior high school levels. 
Other book information includes: publisher, copy- 
right date, price, and Dewey Decimal classifica- 
tion. Also listed in this section are six periodicals 
and some free and inexpensive materials such as 
pamphlets, government documents, and bibliogra- 
phies. Audiovisual aids are also arranged by level: 
primary, intermediate, and junior or senior high 
school. This last section for secondary grades is 
subdivided into specific topics: 1) Man and Natu- 
ral Resources, 2) Population Explosions, 3) 
Problems of the Cities, 4) Pollution, and 5) Rela- 
tionship of Man to Communities. A brief content 
annotation is given as well as running time, color, 
foment copyright data (when available), rental 
fee and film order number from the University of 
Minnesota. Appended is a list of nine additional 
Audiovisual Rental Sources and addresses of 27 
film companies. (Author/JSB) 
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Available from—University Press of Kansas, 358 
Watson Library, Lawrence, Kansas 66044 
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Descriptors—*Comparative Education, Cultural 
Factors, *Educational Administration, Educa- 
, *Educa- 


tion, School Statistics, 

Socioeconomic 
Identifiers—*Central America, Costa Rica, El 

Salvadore, Guatemala, Honduras, Nicaragua 

The first chapter of this book describes the 
physical and cultural environment of Central 
America and includes analytical comments show- 
ing the complexity of the problems confronting 
the region. Guatemala, El Salvador, Honduras, 
Nicaragua, Costa Rica, and Panama are then 
treated in separate chapters including: 1) politi- 
cal, economic, social and ethnic background; 2) 
legal and constitutional bases of education; 3) ad- 
ministration of the educational system and the 
school calendar; 4) public educational finance; 
and, 5) an overview of preprimary, primary, 
secondary, technical, and higher education. Re- 

gional aspects of education in Central America 
Include the educational activities of: 1) the Or- 
ganization of Central American States; 2) the 
Confederation of Central American Universities 
and the Regional Organization of National 
Universities; 3) private universities; and, 4) out- 
side sources of aid to regional development. 
(VLW) 
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This paper offers a fresh perspective on causes 
of and solutions to environmental problems, and 
would be useful as an initiator of classroom 
discussions. The author argues that in our pursuit 
of a society based on environmentally sound prin- 
ciples, we have perhaps misidentified the villains, 
and have latched into solutions that may be 
either naive, or narrow. One commonly identified 
villain, for example, is population growth. While 
there is no doubt that more people put a greater 
burden on natural resources and human ameni- 
ties, and that population growth should be con- 
trolled, this factor is not so important as high per 
capita consumption based on high per capita in- 
come. Other more complex examples, such as 
corporations, technology, and our socioeconomic 
systems, are similarly examined in terms of their 
contribution to the environmental crisis. The 
author concludes that an intelligent use of regula- 
tion and incentive penalty systems which take 
into account the complex interrelationships in 
modern industrialized society, will go a long ~ 
toward solving the problems, while leaving the 
most individual freedom intact. (JLB) 
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The program described in this document is 
designed to give student teachers an opportunity 
to enrich their general background and their spe- 
cialized interest while gaining an experience as a 
teacher in an environment which will give them 
new and varied opportunities to observe teaching 
methods. The first 11 students were placed over- 
seas in January 1969, and a total of 70 students 
from nine institutions have since taken part in the 
program. English is used in all the participating 
schools, but the cultural backgrounds vary 
greatly. The foreign center for the program is the 
International Schools Association in Geneva, 
Switzerland, and faculty members from Morehead 
State College visit Europe each year. The pro- 
gram is regarded as an important first step in the 
development of an international program cen- 
tered around the clinical experience, which 
promotes international understanding at both the 
cognitive and affective levels by immersing the 
student in a unique experience in a foreign 
country. Included in the document are a table 
showing the placement of students, a copy of the 
application form and the recommendation form, 
the first draft of a handbook, “Student Teaching 
Abroad,” and a randomly selected example of a 
report from a program participant on her 
teaching experience during the winter quarter of 
1970. (MBM) 
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This publication consists of papers presented at 

w workshop held at Arizona State University in 

Tempe to discuss problems concerned with both 

inservice and preservice training of teachers to 

work with American Indian children. Discussions 

centered around two major areas: the problems 
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involved in proper training of the teachers and 
suggested solutions to these problems. The 
problems discussed include 1) teacher charac- 
teristics, school characteristics, cultural dif- 
ferences, the system, and selection and recruit- 
ment of teachers. Hopkins Smith outlines several 
criteria for the selection of teachers for Indians. 
Joe S. Sando identifies the stages of acculturation 
and stresses the need to move beyond these: 1) 
bewilderment and frustration concerning Indian 
culture; 2) rejection of Indian society; and 3) 
semi-acculturation, with the beginning of pride in 
Indian culture. Lyal Holder provides a concep- 
tualization of what he believes to be effective in 
training teachers for Indians. Willard Bass lists 20 
selected problems, along with the comments on 
the research and/or development needed in each 
area, and demonstrates a strong concern about 
teacher attitudes. Finally, selected excerpts from 
“The Education of Indian Children and Youth” 
by Robert J. Havighurst discuss the goals of Indi- 
an education, the quality of teachers and adminis- 
trators, and recommendations for curriculum, 
career development, college and post high school 
education, ae in the urban school system, 
and troducti by E D. 
Edington and au by Joel L. Burdin provide 
summaries of the workshop and the problems of 
Indian education respectively. (MBM) 
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This analysis of remuneration in the teaching 
profession in England indicates that the salaries 
of teachers with some years’ experience are very 
low compared with professions needing somewhat 
lower academic qualifications. The career 
prospects for non-graduate teachers are also ex- 
tremely poor. The salaries of staff in colleges of 
education are much lower than those of compara- 
ble groups in the public and private sectors, such 
as civil service or local authority positions, and 
banking, accountancy, sales,.and personnel. Ta- 
bles showing teachers’ salary scales and com- 
parisons with other professions are include. 
Results show that teaching posssses most of the 
attributes of a career attractive to both boys and 
girls, but the poor salary image is an important 
reason for only 10 percent of the boys thinking of 
entering teaching, as opposed to 51 percent of 
the girls. Case studies of men aged 25-35 indicate 
that salary considerations and limited career 
prospects are an important cause of wastage from 
the profession. Both non-graduate and graduate 
groups feel that no recognition is given to skill 
and devotion, in contrast to academic qualifica- 
tions, and they believe that promotion involves 
taking administrative posts. Other major causes of 
dissatisfaction are unsatisfactory conditions within 
the schools, including narrow or irrelevant cur- 
riculum, petty restrictions, excessive power of 
principals, and lack of support with disciplinary 
problems. (MBM) 
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A study attempted to determine how education 

students and beginning teachers differ in their 

role conceptions (descriptive modality), values 

(evaluative modality), and norms (prescriptive 

modality) and to observe the developmental pat- 

terns of these aggregate conceptions, values, and 
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norms. Subjects were 405 enrollees and graduates 
of the University of lowa divided into ten groups 
on the basis of level of education (sophomore, ju- 
nior, senior, and teacher), type of program (ele- 
mentary or secondary), and sex. The question- 
naire administered to all subjects contained 1) a 
30-item Teacher Role Q Sort (TRQ) with “‘free- 
ing,” “guiding,” and “molding” scales; 2) a 35- 
item Teacher Practices Questionnaire (TPQ) with 
“discipline,” “counselor,” “advice-information 
giver,” “referrer,” and “motivator” (Likert) 
scales; and 3) a 30-item Education Scale VII 
(ES) with “progressivism” and “traditionalism” 
(Likert) scales. The major analyses were one-way 
analysis of variance for level of education for 
each category on each of the three major instru- 
ments controlling for sex and type of program. 
Supplementary analyses entailed analysis by type 
of program and by sex. Findings suggest that the 
change in role perceptions for the sophomore 
through junior time interval is opposite in 
direction to the direction of change during the 
senior-teacher time interval and the junior- 
teacher time interval. (Complete findings and 15- 
item bibliography are included.) (JS) 
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This book describes and evaluates a 12-month 
postgraduate program to develop better leader- 
ship in urban elementary schools in disad- 
vantaged neighborhoods. Chapter | on the pro- 
gram describes 1) procedures for recruiting the 
15 fellows (who already had a master’s degree 
and at least 3 years of teaching experience); 2) 
goals and components of the program in terms of 
informational and performance objectives; and 3) 
program details for each section of the program: 
the fall semester on campus (which included 12 
hours of course work and practicum), the spring 
semester administrative internship with an ele- 
mentary school principal in a disadvantaged area 
in the community from which the intern had been 
nominated, and the summer session back on cam- 
pus. Chapters 2, 3, and 4 assess student develop- 
ment (cognitive, affective, and performance) as 
revealed through a variety of tests and evaluation 
instruments used throughout the program. The 
final chapter on student appraisal of the program 
includes assessment done throughout the program 
and the followup evaluation conducted one year 
after each fellow had returned to a leadership 
position in his respective school system. Included 
is a listing of the most valuable components and 
procedures: these included the internship 
semester, the use of block scheduling for campus 
courses, and the mixture of ethnic groups (Negro, 
Mexican American, and Anglo) among the fel- 
lows themselves. (JS) 
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A study was conducted to explore the relation- 
ship between the theoretical construct of Concep- 
tual Level (Harvey, Hunt, & Schroder, 1961) and 
the dimensions of the Questionnaire of Teacher 
Belief of the Educational Process developed by 
Wehling and Charters (1969). The questionnaire 
and Hunt’s Paragraph Completion Test of Con- 
ceptual Level were administered to 83 teacher 
education undergraduates. Data were analyzed by 
forming a correlation matrix and performing a 


factor analysis using varimax rotation for the final 
ten variables. Variables were seven teacher at- 
titude dimensions (subject matter emphasis, per- 
sonal adjustment ideology, student autonomy, 
teacher direction, emotional disengagement, con- 
sideration of student viewpoint, and integrative 
learning), os the Conceptual Level measure — 
the two Hunt atti 
Results lent support to the Wehling and ‘canna 
hypothesis that teachers high in dimensions that 
tend to illustrate short-range concerns (Teacher 
Direction) would be basically concrete in their 
perceptions. The second objective, to replicate 
Wehling and Charters’ findings and to test the 
stability of the dimension of Student Autonomy 
versus Teacher Direction, produced findings con- 
sistent with theirs. Further analysis revealed no 
significant relationships between the dimensions 
of Student Autonomy versus Teacher Direction 
and the Hunt Attitude-toward. hing stems. 
(JS) 
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A study ‘explored the influence of two varia- 
bles, 1) experience in viewing one’s own class- 
room behavior through video tape and 2) training 
in the analysis of teaching behavior, on the self 
evaluation of student teachers. Subjects were 66 
student teachers assigned to three groups: group 
1 receiving 48 hours of training in analysis of 
teaching behavior and viewing video tape 
recordings of their teaching three times during 
the student teaching experience, group 2 receiv- 
ing no special training and viewing their teaching 
three times, and group 3 receiving no special 
training and viewing their teaching behavior only 
once, at the end of the student teaching ex- 
perience. After each video taping the student 
teacher viewed the recording and answered four 
open-ended self evaluation questions. Answers 
were coded using an 18-category Data Coding 
System which classifies all statements under five 
broad categories: 1) Physical Aspects of the En- 
vironment, 2) Personal Characteristics of the 
Teacher, 3) Teaching Behavior, 4) Pupil 
Behavior, 5) Content of the Lesson. Critical ratio 
technique and t tests were used to identify signifi- 
cant differences between groups and item cho- 
ices. Results showed group | self evaluation 
focusing more on the teaching act as opposed to 
group 2 and 3 focus on themselves as persons. 
Both groups 1 and 2 shifted focus increasingly, 
with experience in video tape self analysis, 
toward more concern with the teaching act. (The 
Data Coding System is included.) (JS) 
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A study was conducted to explore the relation- 

ships between the teaching behavior of student 

teachers and cooperating teachers over a 

semester of contact. Subjects were 19 liberal arts 

graduates in a year-long master’s degree program 
which included ‘“observation-participation” ex- 
periences in the fall semester and full-time stu- 
dent teaching in the spring semester. Samples of 
their teaching behavior (tape recordings and live 
observation coded according to the Joyce Con- 
ceptual Systems Manual) included four during 
the “observation-participation” period; two early 
in the second semester when they were with their 
cooperating teachers; one halfway through the 
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semester; and two later in their experience. 

included calculation of eight indices of 
teaching behavior for each student teacher and 
each cooperating teacher and correlations 
between student teacher behavior and cooperat- 
ing teacher behavior at the preteaching, early stu- 
dent teaching, and late student teaching levels. 
The evidence indicates no relationships between 
the indices of the student teachers and cooperat- 
ing teachers prior to contact but there were rela- 
tionships in several indices shortly after student 
teaching began, and these continued even when 
adjusted for the early relationships. However, in- 

of the difference scores revealed no con- 
sistent patterns of influence once the early impact 
of the cooperating teacher had been felt. (JS) 
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This publication is a compilation of information 
from the 50 states and the District of Columbia 
concerning selected teacher education and certifi- 
cation practices and policies. Its purpose is to 
help state certification officers find compatible 
states with which they might work toward formal 
agreements for interstate teacher certification. At 
present many factors exist which make it difficult 
for certified teachers to move freely from one 
state to another. A faculty would have more to 
offer, however, if it included persons with varying 
backgrounds and geographic origins. Interstate 
certification could also serve to raise the educa- 
tional level of teacher training institutions within 
each state. The proposed plan includes 1) an ex- 
perience route for certificate holders and 2) the 
approved program approach by which a teaching 
certificate would be granted automatically and 
without review of transcript to any graduate of a 
state-approved higher institution who has that in- 
stitution’s recommendation as a teacher. The fol- 
lowing information is provided for each state: 1) 
legal and policy structure; 2) approval of teacher 
education programs for certification; 3) criteria 
for approval of teacher education programs; 4) 
certification procedures; 5) statistical and other 
data. A later publication will serve as a manual 
for states interested in forming interstate certifi- 
cation agreements. (MBM) 
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This is a comprehensive report to the teaching 

profession as one basis for a series of town 

meetings to improve America’s schools. 

Beginning with a survey of the American scene in 

the 1960's, it considers the role played by the 

schools in producing a society in which technolo- 
gy has outdistanced humanity. The need to make 
schools humane institutions was the major goal 
recommended by NEA’s Center for the Study of 

Instruction in 1969, and barriers to this goal are 

considered--the system, the instructional program, 

the teachers, the students, and school finance. 

The humanistic school calls for greater communi- 

ty involvement and political decentralization in 

spite of the problems involved. The curriculum 


should be reformed to develop the full range of 
human capacities, with evaluation which is 
designed to improve instruction rather than com- 
pare children. School organization should free the 
children and teacher to focus on learning, not the 
clock. Differentiated staffing should free teachers 
from administrative and housekeeping tasks and 
enable them to be more fully professional. 
Teacher education also needs to be reformed. 
The problems facing students includes cultural 
and ethnic differences, the wide variations 
between the states in educational expenditure, 
and the individual differences in learning styles. 
The report calls for a nationwide dialogue at all 
levels of the profession to prepare a set of princi- 
ples and plans for action. (MBM) 
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This review of 12 survey research studies on 
teacher supervision completed between 1941 and 
1969 attempts to identify and interpret critical 
factors in supervisory performance, while also 
suggesting specific components of these factors. 
The research findings reported indicate at least 
three required areas of competence for effective 
supervisory performance. These areas include 
human relations, technical competence, and 
managerial ability. It is suggested that factor 
analytic studies of supervisory behavior may help 
to identify conceptual and performance dimen- 
sions of supervision, which can then provide the 
basis for the construction of sound programs of 
supervisory preparation. (Author/RT) 
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The idea for a program which would enable in- 
terested and capable inner-city residents to enter 
a performance-oriented teacher preparation pro- 
gram culminating in an undergraduate degree and 
teacher certification was suggested and developed 
by representatives of two privately operated com- 
munity schools in the Roxbury section of Boston, 
the New School for Children and the Roxbury 
Community School, and Northeastern University. 
During a 6-month trial implementation period, in- 
tern teachers taught in their respective schools 
three days a week, and University faculty, school 
principals, and interns met 2 days each week for 
planning and instructional seminars. In these 
seminars portions of undergraduate and elemen- 
tary school curriculum components were devised 
and incorporated into an evolving program. Many 
problems in interpersonal relations were encoun- 
tered during this period, and the program even- 
tually lost its funding in June 1970. (RT) 
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The purpose of this ‘study was to develop 
paradigms of verbal interaction for problem solv- 
ing discussions. Taking selected definitions from 
previously published work, categories were built 
which classify verbal moves. Using the categories, 
models of verbal interaction were built which 
subsumed such verbal interaction concepts as the 
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This booklet outlines guidelines for choosing a 
teaching technique and describes a wide variety 
of techniques. It is intended as an aid to teachers 
of all subject matters. The first chapter develops 
a number of principles for choosing a teaching 
technique appropriate to a given situation, and 
divides techniques into three categories: 1) real- 
life, 2) simulations, and 3) abstractions from 
reality. The three subsequent chapters contain 
brief, concise descriptions of 10-12 techniques in 
each of these categories. Examples are 1) “real- 
life”--paid work experience, family membership, 
club activities, field trips; 2) “simulations’”’--role 
playing, games, inquiry training, laboratory ex- 
periments, in-basket, discussion; 3) “abstractions 
from reality”--lecture, recitation, programed in- 
struction, computer assisted instruction, drill, ex- 
aminations. (RT) 
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The STINT Teacher Training Program is 
designed to provide crucial support for new and 
inexperienced teachers in urban schools using 
skilled and experienced teachers who are given 
100 percent released time to work with the par- 
ticipants on a ratio of approximately one to nine. 
The program is concentrated in the ghetto areas 
of Manhattan, Brooklyn, and the Bronx. There 
are six major goals: 1) to provide a variety of 
supportive services; 2) to develop greater teacher 
competence; 3) to decrease staff turnover; 4) to 
help teachers develop a more effective 
methodology; 5) to provide an improved learning 
situation; and 6) to Goaiee a more sensitive and 
high-developed response to urban ghetto class- 
room situations. Data collected from teachers in 
the program were compared with data from non- 
participants in similar situations. The results 
showed that on measures reflecting job satisfac- 
tion STINT teachers were clearly superior to 
their non-STINT counterparts. However, this su- 
periority was not found on measures reflecting 
skill development. It was felt that one year did 
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not give sufficient time to achieve both goals, and 
consequently further studies of both groups were 
recommended. The unpublished instruments used 
in the evaluation are included in the document. 
(MBM) 
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This study found no significant difference in ef- 
fectiveness of several methods of training regular 
classroom teachers to use operant management 
techniques. Training methods tested were 1) 
group inservice training with no feedback, 2) in- 
service training with feedback from observational 
data, and 3) inservice training with feedback 
from videotapes. Twenty female elementary 
school teachers were randomly assigned to an ex- 
perimental or control group. Pre and post mea- 
sures of pupil “‘time-on-task” behavior were made 
for two pupils identified by the teacher as “- 
problem students” and for the class as a whole, 
using an author-developed behavior check list. 
Another author-developed observation instrument 
was used to make pre and post measures of 
teachers’ classroom management techniques. 
Results indicated that each of the three training 
methods effected significant improvement in 
probl pupil ior in comparison with the 
control group, although there were no differences 
in effectiveness of the three methods. All three 
methods were also found to increase the in- 
cidence of positive teacher behavior toward the 
class. It is concluded that improvement in pupil 
behavior can be effected through more economi- 
cal teacher training procedures which do not 
require feedback. (The report includes a short 
bibliography, data tables, and the observation in- 
struments used in the study.) (RT) 
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This paper reviews the development of the su- 
pervisory conference from 1930 to the present 
and contrasts the objectives and procedures of 
traditional and emerging models of supervision. A 
general discussion of systematic observation in- 
struments for use in supervisory conferences 
leads to detailed descriptions of and directions 
for using two specific instruments--the Superviso- 
ry Conference Verbal Behavior Instrument and 
the Supervisory-Teacher Verbal Interaction In- 
strument. This is followed by guidelines for 
managing a conference and a suggested model of 
an effective supervisory conference. A sample **- 
conferencing guide and record” is included. (RT) 
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This exercise explores by means of simulation 

the effect which the communications that take 

place in a school have on organization climate. 





The eight staff roles involved are assistant su- 
pa geo principal, English department head, 
pe ° 

ment head, i 
teacher, and science teacher. The objective for 
each one is to use the available modes of commu- 
nication to achieve a personal goal which is in- 
dicated in the role description. Two sets of 
memos are supplied to each participant, one set 
sent by him to other staff members, and one set 
received by him and requesting a response. Any 
participant can communicate with any other par- 
ticipant by memorandum, discussions can be held 
with other individual participants specified in the 
role descriptions, and special meetings can be 
called under the rules set out. One of the central 
issues under consideration is a proposal for using 
paraprofessional aides for which a grant has been 
obtained, and during the game there will be two 
referendums on the issues involved in implement- 
ing the proposal. All the material needed for the 
simulation is included in the document. (SP 004 
893, 894, and 895 are related documents.) 
(MBM) 


ED 051 091 SP 004 893 
Inservice Training Design Simulation. 
Massachusetts Univ., Amherst. School of Educa- 
tion. 
Pub Date 70 
Note—16p.; from the Leadership Training In- 
stitute for School Personnel Utilization 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Differentiated Staffs, Elementary 
Education, *Elementary School Teachers, 
Games, *Inservice Teacher Education, *Simu- 
lation, *Teacher Education, Workshops 
This exercise simulates the process of planning 
for inservice training. It compresses what would 
typically involve many weeks and interaction with 
large numbers of people into a 10-hour exercise. 
The simulation requires that a planning group of 
10 members formulates a plan for the 65 staff 
members of an elementary school, given the con- 
straints of an inservice training budget, a school 
calendar, and a limited amount of consultant 
help. Recommendations are to be developed for 
an inservice training program for the 1970-71 
school year that will prepare the school staff to 
implement differentiated staffing in 1971-72. The 
information from which the team will work is 
contained in a memo from the “District Advisory 
Group” and includes a statement of the planning 
group’s task, a set of criteria to consider in 
planning an inservice training program, a task 
breakdown for. the elementary school’s future 
operations, a description of four staff roles which 
will be included in the plans, the elementary 
school calendar for 1970-71, and inservice train- 
ing budget, and a summary report on the school 
personnel. The four phases of the exercise are 
planning, evaluation and analysis, plan modifica- 
tion, and reports and analysis. (SP 004 892, 894 
and 895 are related documents.) (MBM) 
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This exercise simulates the planning of an in- 
structional program for the second week of the 
sixth grade in an elementary school. The goal is 
to influence the planning so that the personal 
talents and interests of each member of the six 
person staff team will be best used in the planned 
activities. The six staff roles are senior instructor, 
instructor, two associate instructors, intern, and 
paraprofessional. The simulation is 2- to 3-hour 
exercise broken down into three phases: |) orien- 
tation including study of the school handbook, 
short term objectives, building space, student 
achievement profiles, supplementary information 
on student attitudes, and descriptions of ten stu- 
dents; 2) first planning session, at the end of 
which the curriculum activities form for the week 
should be completed; and 3) second planning ses- 
sion, in which each person on the team will out- 
line the activities he will engage in during the 
week on the Staff Responsibilities Form, and the 


team will also complete the room arrangement 
plans. Forty-five minutes will be spent in analyz. 
ing the simulation with the game warden. All the 
material used in the simulation, with the e: 
tion of the handbook, is included in the docu. 
ment. (SP 004 892, 893, and 895 are related 
documents.) (MBM) 
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This exercise simulates the planning of a dif- 
ferentiated staffing prospectus for a high school. 
The objectives are 1) to develop a program of 
differentiated staffing based on educational 
needs; 2) to identify critical organizational varia- 
bles; 3) to experience the difficulties of group 
decision making; and 4) to develop a training 
strategy. The exercise involves five 2-hour ses- 
sions, with 1-hour analysis session. The roles in- 
volved are associate superintendent, assistant su- 
perintendent (budget and personnel), principal, 
vice principal, counselor, English department 
head, math department head, teacher, parent, 
and student. Each member of the team is ex- 
pected to contribute to the development of the 
final prospectus during the five planning sessions. 
The associate superintendent is chairman of the 
group and ultimately responsible for the quality 
of the product. The material required for the 
simulation is included in the document: 1) history 
of the Columbia area; 2) description of East High 
School; 3) memo from the superintendent outlin- 
ing the program; 4) role descriptions; 5) outline 
of study on differentiated staffing; and 6) 
resource articles. (SP 004 892, 893, and 894 are 
related documents.) (MBM) 
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Identifiers— Professional Development Centers 
Professional Development Centers (PDC) were 

established to improve the instructional skills of 

classroom teachers in grades K-6 whose pupils 
from low socio-economic backgrounds were 
achieving below grade level in reading and 
mathematics. Additional personnel trained in the 
program included aides, student teachers, ele- 
mentary administrators, and replacement teachers 
needed to free the classroom teachers for their 
training cycle. The goals of the program were |) 
to improve the instructional competencies of 
teachers, and 2) to raise the achievement level of 
the educationally disadvantaged child in reading 
and mathematics by 1.5 years for each year of in- 
struction. All school districts involved conducted 
four cycles during the regular school year as well 
as a summer school program. In each cycle cer- 
tain activities were carried out by all centers, 
while some activities were unique to particular 
centers. The five individual projects were located 
in 1) Compton, Enterprise, and Willowbrook 

School Districts; 2) Fresno City Unified School 

District, 3) Long’ Beach Unified School District; 

4) Oakland Unified School District; and 5) 

Richmond Unified School District. The situation, 

objectives and program, and evaluation are pro- 

vided for each. Recommendations are made for 
the future development of the centers. (MBM) 
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This booklet contains brief descriptions of all 
the teacher education programs submitted in 
competition for the Distinguished Achievement 

Award (DAA) of the American Association of 

Colleges for Teacher Education. The 1971 DAA 

was awarded to Weber State College in Ogden, 

Utah, for its “Individualized, Performance Based 

Teacher Education Program.” Of the 71 other 

submitted, four programs received spe- 

cial mention, and five were awarded a certificate 
of recognition. In addition, a Special International 
Award, inaugurated in 1971, was given to Wayne 
State College, Wayne, Nebraska, for its student 
and teacher exchange program with Scandinavian 
countries. Descriptions of 15 other programs sub- 
mitted for the Special International Award are 
also included. Most of these programs involve 
exchanges with foreign countries or special com- 
parative education courses. (RT) 
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This paper predicts three directions toward 
which educational research should focus in the 
future. First, education for the culturally disad- 
vantaged needs new ideas that will produce ef- 
fects of whose educational significance there can 
be no doubt. The group forces that Bronfen- 
brenner has described as being at the basis of 
Soviet methods of character education may 
produce this kind of effect. Second, the field of 
educational research needs improved ways of 
combating the obsolescence of its workers. The 
formal, organized training program for senior 
research workers may fill an important part of 
this need. Third, new relationships between 
research and development are needed so that 
research may make a more positive and substan- 
tial contribution to development. (Author/RT) 
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The secondary teacher education program at 
Ramapo College, scheduled to begin in the fall of 
1971, consists of a required 24-credit sequence of 
ten blocks. Each block is classified as an “inquiry 
block” or an “action block.” Students are 
required to enroll in an action block for each 
corresponding inquiry block. Inquiry blocks cover 
sociology of education, psychology of education, 
philosophy of education, curriculum develop- 
ment, and teaching methods. Corresponding ac- 
tion blocks provide for field experiences in the 
community, sensitivity training, writing of 
research papers, curriculum and _ instructional 
materials development, and student teaching. Op- 
tions in student teaching include teaching in 
private schools or Job Corps centers, student 


teaching abroad, or team teaching. In accordance 
with the school’s philosophy of emphasizing 
preparation in the liberal arts, prospective 
ogg will not be able to major in education. 
(RT) 
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Three microteaching formats were compared: 
microteaching with peers, microteaching with 
university freshmen, and microteaching with high 
school pupils. Thirty social studies methods stu- 
dents were assigned to one of the three formats 
for six experiences. Each experience included 
periods of instruction and practice. Assessments 
were made at the end of microteaching by a 
panel of graduate assistants using the Illinois 
Teacher Performance Appraisal Scale, and at the 
end of student teaching by pupils using = I 
linois Teacher Evaluation Questionnaire. S 
cant differences at the completion of 
microteaching favored peer teaching, but 
microteaching with high school pupils was as- 
sociated with superior performance at the end of 
student teaching. It appears easier to obtain 
desired training effects through peer teaching, but 
these effects do not seem to transfer to student 
teaching. (Author/RT) 
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This paper reports the results of a longitudinal 

study of graduates of the Teacher 

Education Program (STEP) 1959-1969. The sam- 

ple included 94.6 percent (N=901) of all gradu- 

ates during the 10-year period. The information 
collected was analyzed to answer the following 
questions: 1) How many graduates are in secon- 
dary teaching, other education-related positions, 
and non-educational occupations? 2) Are there 
differences among the three above-mentioned 
career groups in their evaluation of the STEP ex- 
perience, in their performance on pre-admission 
measures, and in their personal characteristics 
profiles? 3) What are the teaching situations of 
secondary school teachers who graduated from 

STEP? 4) What are the reasons given by those 

who left teaching, and can critical attrition years 

be identified in terms of those reasons? Results 
are discussed in reference to teacher selection, 
training, and placement. (Author/LP) 
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Identifiers—* Ethiopia 
Since June of 1962, the University of Utah, in 

cooperation with the United States Agency for 

International Development and the Ethiopian 

Government, has helped to build a faculty of edu- 

cation at the Haile Sellassie 1 University in Addis 

Ababa, Ethiopia. The assignment has included 
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pr sen cer iligete eitty Ao oe y a 
nior-secondary and school teachers, 
teachers to staff the Teacher Training Institutes, 
and supervisors and directors. That project was 
completed on July 1, 1968. The second project, 
which was initiated on July 1, 1966, was for the 


(Author/RT) 
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Programed 

Teacher Education Curriculum 

This program is a cooperative arrangement 
between the College and a consortium of 53 
school districts--over one-half the districts in 
Idaho--to train longtime residents who have at 


each school’s professional staff. The curriculum 
consists of over 200 programed modules compos- 
ing 12 courses which can be completed in the 
local community with off-campus supervision 
from the College of Education. University credit 
is given at the successful completion of all pro- 
gramed courses. Approximately 10 hours per 
week of varied observation and icipation ex- 
periences are individually organized for each can- 
didate in local schools. Master teachers in each 
school were trained to supervise the field ex- 
periences and professional study of candidates. 
Courses needed by trainees to fulfill deficiencies 
in major and minor teaching areas are made 
available by extension services, correspondence 
study, or summer courses. Evaluation of the pro- 
gram’s first year by an outside team indicated 
that it was successful in achieving its goal. Plans 
for the second year included the use of 
microteaching and the minicourses developed by 
the Far West Laboratory for Educational 
Research and Development. (RT) 
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This training program has been developed to 
prepare teachers for working with children from 
culturally diverse backgrounds by iene early 
opportunities for classroom experience and direct 
pamages os with pupils, teachers, administrators, 
parents, and citizens in urban communities. The 
program is based on self-discovery and self-ac- 
tualization achieved meeting personal chal- 
lenges. Much of the first 4 weeks of the quarter is 
spent in concentrated study in areas related to 
specific course offerings. A community advisory 
board has been established in each of the com- 
munities in which participants live and work to 
help design activities and serve as liaison. An im- 
portant activity in the field experience, which is 
described in detail, is a one-week camping trip to 
the Four Corners area of the Southwest, with 
daily visits to Bureau of Indian Affairs and com- 
munity schools, hiking, camping, and discussions. 
Other field experience activities include a 5-week 
live-in experience in an inner-city neighborhood, 
at least one-half of each day for a 5-week period 
working with inner-city children as a teacher- 
assistant, active participation in the work of 
public and private in the communi 
and seminars coordinated with both types of field 
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experience to provide a basis for the solutions to 
the sociological, Ey and educational 
problems encountered. (MBM 
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The University of Connecticut-Keswich Hall 
College exchange program is a 7-week 
which offers British and American students and 
faculty the opportunity to learn first-hand about 
the education and culture of another country. 
American students go to England from June 1 
until mid-July, while British students come to the 
United States from September 1 until mid-Oc- 
tober. Features of the program are 1) direct in- 
volvement and participation of students in ele- 
mentary schools in the host countries; 2) oppor- 
tunities for crosscultural understanding through 
the “host family” plan and visitation program; 3) 
participation of graduate students as ‘overseas 
assistants”; 4) cooperative fiscal investments of 
local schools and the university without outside 
funding. The program began in 1968 with 13 stu- 
dents participating from each college. It has been 
offered continually since that time with the 
number of students growing to 30 per year. (An 
appendix to the report contains comments on the 
program by British and American students.) (RT) 
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In planning the first doctoral, program in educa- 
tion at the new University of South Florida, the 
guiding purpose was to create a significant in- 
novation recognizing among other things that 1) 
urban schools are society’s most di educa- 
tion problem, for which effective research offers 
hope for solutions, 2) the college is involved in 
urban schooling, 3) its newness and growth per- 
mit flexibility, 4) the college has great faculty 
strength for the pre-secondary age group, 5) an 
initial research emphasis should strengthen sub- 
sequent doctoral programs, and 6) a different 
program for preparing researchers is imperative. 
The goal of the program is to produce research 
“statesmen” able to ask significant questions and 
obtain information leading to better learning ex- 
periences. In addition to extensive statistics, 
research design, measurement, evaluation, com- 
puter language, psychological and societal foun- 
dations, there are inter-disciplinary programs in 
urbanology; demographic analysis; social science 
methodologies; systems approaches in education; 
management principles; and a cross section of 
elementary education including reading, early 
childhood, child guidance, exceptional children, 
etc. A guided internship of one year is in the 
urban school systems or other agencies such as 
Model Cities. The present continuing evaluation 
will be supplemented by an extensive follow-up in 
subsequent years. (Author/MBM) 
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This project was undertaken to study past and 

current experiences in undergraduate research, 
development, dissemination, and evaluation 
(RDD&E) programs in order to suggest specific 
courses of action to develop models for such pro- 
grams. A survey of the literature was conducted, 
a nationwide survey made, and data collected 
from the six institutions currently operating such 
programs. Responses indicated that little or no 
private foundation support exists, all programs 
being federally funded. The techniques aoe. 
are questionnaire surveys of program 
field interviews and observations of programs, 
and documentary analysis of research proposals 
and reports, all of which are reported in detail. 
Results indicate that there is a dire need for 
governmental support and funding of undergradu- 
ate research training programs, since most pro- 
grams were terminated when federal funds were 
depleted. Program directors currently operating 
such programs were enthusiastic; they had good 
ideas and plans for present and future programs. 
The six programs currently in existence cannot 
possibly supply all the paraprofessional and 
preprofessional educational researchers who will 
be needed in the next ten years. The document 
includes the model program prepared as a result 
of the research, as well as copies of the instru- 
ments used in the survey. (MBM) 
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As universities and colleges across the country 
are joining local school districts in order to 
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all personnel are studying 
apes of administrative models are 


for the Educational Professions which can house 
a number of centers. The experi- 
mental model presented in this paper is a micro 
center g an administrative structure 
which will respond to the concern for realistic 
laboratory settings and coordinated clinical ex- 
periences sessions. It is a presentation in seconda- 
ry science. The Center for the Educational 
Professions is an administrative model responding 
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This study tested the hypothesis that preservice 

elementary education majors given an operational 

definition of stated performance objectives in the 
form of assessment items demonstrate higher 
acquisition rate with respect to the described 
behaviors than those students not given the 
operational definition. The study population was 
two groups of students registered in a mathe- 
matics methods course. Eight weeks of instruc- 
tion followed a pretest. Group A was provided 
with behavioral objectives before the class began 
and assessment items after every session. Group 

B was given only the objectives. A test composed 

of criterion items was administered to each group 

at the end of the second 8-week course. The 
scores were analyzed and significant differences 
were observed at the .05 level between the 
groups. Group A had gained significantly more of 
the stated behaviors. The study indicates that 
there is an advantage when the learners are given 
an operational definition of the objective in the 
form of assessment items. It would seem that 
both curriculum developers and _ instructors 
should provide the learner with such a definition 
at the end of every instructional sequence. The 
assessment should provide a careful matching 
with the stated objectives. Further questions are 
whether there is as great an advantage if the as- 
sessment items are given only on alternate occa- 

sions or on one occasion in_ three. 

(Author/MBM) 
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This study examines 1) the effects of teacher 
contingent and non-contingent (random) praise 
and/or attention on the classroom behavior of 
economically disadvantaged adolescents and 2) 
the effects of contingent praise on the non-target 











members of the classroom, and explores the 
length of time necessary to demonstrate signifi- 
cant changes in behavior. The subjects were 150 
eighth-grade high school students in Knoxville, 
Tennessee, and six teachers with several years ex- 
perience. Three behavioral categories were 
established: appropriate, relevant, and inap- 
propriate. Six graduate students served as obser- 
vers and for each class three target and three 
non-target students were observed daily. The 
results show that contingent teacher praise and/or 
attention was effective in controlling behavior. 
Teacher praise or attention to relevant behavior 
in combination with ignoring disruptive behaviors 
increased relevant behavior and concomitantly 
reduced inappropriate behaviors. Non-contingent 
praise increased the percentage of relevant 
pehavior for target subjects but not to the extent 
of contingent praise. A closer examination of the 
data reveals that there were individual subject 
differences, and generalizations about the rapidity 
or amount of changes in classroom behavior oc- 
curring within a specified time period are tenu- 
ous. The implication of the study is that a teacher 
can modify and influence the behavior of his stu- 
dents if he can control his own behavior. 
(Author/MBM) 
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This book is a summary of the knowledge 
gained during 10 years experience as teacher, 
principal, superintendent, and consultant. It at- 
tempts to express as enthusiastically as possible 


why schools must change, what changes must be’ 


made, and how they might best be accomplished 
by teachers, administrators, school boards, and 
parents in every state in America to eliminate ob- 
solete and inferior programs. Although more than 
63 innovations are briefly described, no attempt 
is made to provide a detailed blueprint for 
change, as the actual procedures vary from 
school to school and can easily be learned by 
creative staff members. The main body of the 
book is organized into chapters built around eight 
steps which can be followed in changing a school 
and illustrations are given for implementing 
change in each of the six components of a school. 
Eleven appendixes provide supplementary state- 
ments and suggestions about change: |) summa- 
ry; 2) outsiders’ view of Wilson School, Mankato 
State College; 3) an example of how to start; 4) 
using teacher aides; 5) some educators to know; 
6) schools to discuss; 7) a list of some of the or- 
ganized groups supporting change in education; 
8) interesting curriculum projects; 9) a bibliog- 
raphy on change; 10) currently needed literature 
on topics which are constantly requested; and 11) 
a series of supplementary statements about the 
Wilson School Program in April 1970. (ED 039 
926 is a related document.) (MBM) 
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The program was reorganized with the follow- 
ing objectives: 1) to provide a closer relationship 
between course theory and classroom practice; 2) 
to provide interns with more meaningful early 
contact with children; 3) to provide interns with 
controlled exposure to classroom teaching; 4) to 
enable interns to study the school as a social in- 
stitution and business operation; 5) to provide for 
better utilization of school, university, and super- 
visory staff; 6) to interrelate on-campus methods 





courses through team teaching; and 7) to provide 
a closer relati between school and universi- 
ty by using members from both facilities in teams. 
The program combines modular method courses 
involving an intensive study of a single subject 
followed by an intensive laboratory experience in 
that subject in an elementary classroom, a 
general seminar, laboratory and clinical ex- 
periences, and a team teaching approach in a sin- 
gle time unit consisting of 4 morning hours dur- 
ing one semester. The staff consists of a coor- 
dinator of the semester, five methods professors, 
and three resource teachers. The feedback ob- 
tained strongly supports the program. The interns 
feel much better prepared to enter the classroom, 
the methods professors have reacted positively to 
the school-university cooperation, and the 
resource teachers have also reacted positively. 
The major problem concerned role identification 
and function, but this was solved as the transition 
took place. (MBM) 
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This project, supported by federal, state, and 
local funds for 3 years, was designed to reduce 
the attrition of underachieving students; to 
develop positive attitudes toward self, others, 
school, and society; to increase enthusiasm and 
interest for teaching as a profession; and to 
develop interest and understanding for teaching 
the disadvantaged. One of the key components 
was the Personal Development Seminar, designed 
to help students understand themselves and the 
university and to increase their potential for suc- 
cess. Approximately 900 freshmen participate in 
the seminars each semester, with 35-40 profes- 
sors. In earlier research with about 40 students 
experiencing academic difficulty, the pilot groups 
greatly improved their academic records. When 
matched with three other groups not in the pro- 
ject, they earned twice as many A’s and B’s and 
half as many D’s and F’s as their counterparts 
during a one-semester period, and their attitudes 
seemed to become increasingly positive. Utilizing 
experience gained from the project, the School of 
Education is experimenting with the seminar for 
each of the 1800 freshmen enrolled in the Orien- 
tation to Public Education course. A university 
academic success committee has 
established, a 2-week, three-credit workshop is 
held in August for incoming probationary stu- 
dents, and a student cooperative learning center 
has been established by some of the original pro- 
ject students. (Author/MBM) 
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The University of Massachusetts School of 
Education has developed a curriculum in human 
relations--Human Interaction--written from a 
behavioral frame of reference, whose primary ob- 
jective is the development of teachers who can 
act freely and spontaneously with intentionality. 
Building from materials in sensitivity training, 
traditional human _ relations programs, and 
behavioral psychology, the program provides a 
systematic, graduated set of human relations ex- 
ercises which facilitate personal growth while 
avoiding invasion of personal privacy. Behavioral 
objectives have been established and tested in 
five hierarchical modules. Trainees first demon- 


portant bridge personal experience and 
public practice. A variety of texts, au- 
diotape and . 


teacher education. (Author/MBM) 
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The core curriculum described is a significant 
departure from typical professional programs in 
elementary, early childhood, and special educa- 
tion and is based upon a collat.orative-process 
theory. Emphasizing integration rither than dif- 
ferentiation, the program merges ‘nd interrelates 
the campus courses, field experiences, and or- 
ganizing ideas which are usually separated in 
traditional programs. College faculty, elementary 
school personnel, college senior teaching fellows, 
and other professionals work together as instruc- 
tional teams. The college and the cooperating 
schools are beginning to function in genuine part- 
nership. All participants, including the students, 
are involved in a continuous interaction between 
theoretical and practical learning. Throughout 
their 4 years of college, students’ active participa- 
tion in the elementary classroom as aides, con- 
sultants, and teachers allows them to increase 
their understanding of children, develop teaching 
skills, and test new ideas, and enables them to 
make better and earlier career decisions. The 
cooperating schools also benefit because class- 
room teachers are introduced to new methods 
and materials and are invited to attend and con- 
duct special workshops. They also have an 
unusual opportunity to influence the preparation 
of future teachers. Evaluation of the program in- 
dicates that it is viewed as unusually successful by 
faculty and students at the college and in the 
schools. (Author/MBM) 


ED 051 115 SP 004 993 


Wyoming Univ., Laramie. Coll. of Education. 

Pub Date 70 

Note—14p.; 1971 entry for AACTE Distin- 
guished Achievement Award 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Cable Television, *Facsimile Com- 
munication Systems, Graduate Study, *Inser- 
vice Teacher Education, *Instructional Televi- 
sion, Telephone Communication Systems, 
Telephone Instruction, *University Extension, 


*Video Tape Recordings 
Identifiers—* Victor Electrowriter Remote 
Blackboard 


In cooperation with the Office of Extension 
Classes and the Continuing Education Program, 
the College has developed inservice teacher edu- 
cation courses utilizing video tapes and the Vic- 
tor Electrowriter Remote Blackboard (VERB). 
These programs are offered for two semester 
units of graduate extension credit and include 
eleven 2 1/2-hour sessions. The first such pro- 
gram entitled “Legal Problems and the Wyoming 
Education Code,” was conducted during the 
1970 spring semester. A total of 71 teachers and 
administrators in 10 communities enrolled in and 
completed the program. Each session began with 
a 1-hour presentation by an on-campus professor 
on the videotape which was broadcast by cable 
TV systems in Wyoming. Those enrolled then 
met in the VERB studio in their respective com- 
munities for a 1 1/2-hour VERB session with the 
instructor who made the television tape for that 





114 Document Resumes 


particular week. Evaluation of the first program 
by students was generally favorable as far as in- 
struction and content were concerned. However, 
some mention was made of mechanical difficul- 
ties and lack of face-to-face contact with the in- 
structor. A course entitled “Accountability in 
Education” is currently being conducted with 90 
teachers and administrators in eight communities 
enrolled. (The report includes outlines of the two 
courses.) (RT) 


ED 051 116 24 

Rosenshine, Barak 

Interpretive Study of Teaching Behaviors Related 
to Student Achievement. Report. 

Temple Univ., Philadelphia, Pa. Coll. of Educa- 
tion. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/CE), 
Washington, D.C. 

Bureau No—BR-9-B-010 

Pub Date Sep 70 

Grant—OEG-2-9-480010-1016(010) 

Note—163p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Academic Achievement, *Class- 
room Observation Techniques, *Educational 
Research, Interaction, *Research Methodology, 
Research Needs, Research Problems, *Teacher 
Behavior 
This report reviews the results of some 35 stu- 

dies completed between 1956 and 1970 which at- 
tempted to relate systematically observed 
teaching behaviors to adjusted measures of stu- 
dent achievement. Information in each study in- 
cludes investigator, date, population, time, tests 
used, and significant and non-significant results. 
The studies are divided into four categories ac- 
cording to the type of behavior investigated: 1) 
affective variables, 2) teacher cognitive 
behaviors, 3) flexibility and variety, and 4) 
amount of teacher-student interaction. In the first 
category, consistent positive trends were noted 
for use of student ideas, indirectness, and in- 
direct/direct ratios, and a consistent negative 
trend for criticism. There are too few studies in 
the second category for any generalizations, but 
in the third category, variation in activities was 
positively related to student achievement. In the 
fourth category, there were consistently positive 
but non-significant correlations between teacher 
talk and student achievement. Suggestions for 
further research include the use of a greater 
variety of variables, the use of high and low in- 
ference variables in the same investigation, sub- 
division of variables, greater control over the 
relationship between instructional content and 
criterion measures, and greater precision in 
recording, reporting, and analyzing results. (RT) 
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This study found no overall significant dif- 
ferences in open-closed mindedness between stu- 
dents majoring in education and those majoring 
in other fields as measured by the Rokeach D 
and F Scales. The sample consisted of 1,016 ju- 
nior and senior students from Utah State Univer- 
sity (USU) and 893 from Weber State College 
(WSC). At USU, differences among the means of 
the various majors were not significant for the D 
or F Scales, nor was the difference among the 
majors significant for the D Scale means for 
WSC. On the F Scale at WSC, however, the 
mean score for education majors was found to be 
significantly higher than the mean for social 
science majors. An additional analysis compared 
prospective secondary teachers and non-teachers 
in each academic major. There were no signifi- 


cant differences at USU, but at WSC non- 
teaching engineers scored significantly lower than 
did engineers who planned to obtain teaching 
certificates, while English non-teachers scored 
significantly higher on the D Scale than their 
teaching coun . Further analysis of data in- 
volved the factors of sex, city size of childhood 
residency, religion, church attendance, and state 
of childhood residency. The only overall signifi- 
cant difference found was for sex, with male stu- 
dents at each institution scoring higher than 
female students on both scales. The a saigewcag is 
that in general students entering teaching are 

aD closed minded than other college seiients. 
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This three-volume report describes a research 
project which had the following objectives: 1) to 
improve the orientation programs for cooperating 
teachers who work with student teachers; 2) to 
improve procedures for selection and utilization 
of cooperating teachers in schools which accept 
student teachers; and 3) to develop experimental, 
hes to better college supervi- 
sion of student teachers. Volume 1 describes the 
administrative and policy structure, the history of 
the student teaching improvement project, 
research activities, and the outgrowths of the pro- 
ject, which included improved interpersonal rela- 
tions and orientation practices. Three appendixes 
give information on the structure of the commit- 
tees, the project newsletter, and published non- 
research materials. Volume 2 contains 1) an anal- 
ysis of student teaching in metropolitan Cleve- 
land, 1967-1968; 2) a follow-up study of 1967- 
1968 student teachers in the Greater Cleveland 
Cuyahoga County area; and 3) a follow-up study 
of intermediate-grade student teachers in 
Cuyahoga County. Volume 3 contains 1) a report 
on a workshop orientation program for cooperat- 
ing teachers; 2) an evaluation of the distribution 
and use of project audio-visual materials; 3) a 
conceptual teacher education center model; 4) 
the use of personality and attitude factors; 5) im- 
provement of secondary school-college articula- 
tion in science education; and 6) a modern ap- 
proach to chemistry laboratory experimentation 
at undergraduate level. (MBM) 
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The traditional educational structure requires 
the teacher to be part bookkeeper, part clerical 
assistant, psychologist, among other 
roles, while his salary scale is based on length of 
service. Differentiated staffing offers ways of 
changing this pattern. The details of dif- 
ferentiated duties are largely a matter of local op- 
tion and available resources, and local priorities 
and criteria must be established. Three interesting 
questions are 1) What are we now doing within 
our school program, whether we recognize it or 
not, that makes use of different kinds of skill, 
responsibility, and reward? 2) What responsibili- 
ties have been established in other fields that 
could be recognized as worth initiating in educa- 
tion? and 3) What responsibilities or skills might 
be identified or generated or created as education 
seeks new structures, new patterns, new roles, 
perhaps even new purposes? Many potential 
models can grow from modifying the present 
staffing model with help provided by clerks, 


Proctors, and technical, ppm Bim 
assistants. Clerical services could be e: 
elaborated, and the use of team 

be increased. Students could be used as a 
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This publication is designed for use with local 
school district staff members to provide informa- 
tion concerning the development of differentiated 
staffs on the basis of functional requirements. It is 
quasi-programed to provide stimuli to search for 
new alternatives to staff organization. After defin- 
ing the terms, the authors consider the various 
kinds of organization and the staffing patterns 
needed in the client-centered school system. 
Work specialization and the way in which it re- 
lates to instructional improvement are discussed. 
Another section deals with personal orientation 
to teaching, ranging from extreme task orienta- 
tion to extreme people orientation, and a model 
is proposed which would provide a balance 
between these extremes. The relationship 
between commitment and performance is also 
considered, as well as ways of improving team 
decision making. The document concludes with 
two group activities and a brief annotated bibliog- 
raphy. (MBM) 
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This study was conducted primarily to provide 
feedback to the professional staff about the stu- 
dent strike of May 1970 and its implications for 
the student teaching program. It examined the 
following questions: 1) What general factors were 
considered important in making a career decision 
brought about by social unrest? 2) What was the 
rationale on which the decisions were based? 3) 
What was the nature of the conflict experiences 
in arriving at the d ? The subjects were in 
the last month of their student teaching field ex- 
perience at the time of the strike and 101 of the 
151 involved responded to the questionnaire. 
Responses showed little evidence that the sub- 
jects acted in accordance with the values of the 
new culture. All but three continued their 
teaching and the group generally was guided by 
occupational success motives and the punitive na- 
ture of their supervisors. The sample was clearly 
oriented toward job security, much like those 
who now make up the teaching group in Amer- 
ica. The study shows that the “system” is not 
very receptive to the neophyte who wants to take 
an unpopular position based on his values. 
Recommendations are 1) the establishment of a 
student teaching committee to develop programs 
reflecting the concerns of all participants; 2) the 
development of an internship program where the 
student is responsible solely to the school system; 
3) the creation of a contractual agreement speci- 
fying the student teacher's responsibilities; and 4) 
the continuation of situations providing role con- 
flict as a learning experience. (MBM) 
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This project became operational in April 1969 
und was planned to have two phases operating at 
least until January 1971. The first phase, an ad- 
ministrative workshop combined with the collec- 
tion and feedback of data, was completed in 
December 1969. With the support of supplemen- 
tary funding after the original funding was cur- 
tailed, the second. phase involved change 
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Before discussing plans for the National In- 

stitute of Education (NIE), the author briefly 

reviews some of the research products of the Of- 
fice of Education including the comparative 


mediate science curriculum study, and Sesame 
Street. The Institute will be a separate agency 
within HEW, responsible for the planning and 
direction of research and development at all 
levels of schooling. The director, who will be a 
Presidential appointee, will be assisted by a Na- 
tional Advisory Council. There will be at least 
two kinds of functioning groups—task forces ad- 
dressing major problems and study groups seek- 





seminars and the development of ch 
The project’s long run impact cannot be effec- 
tively assessed unless follow-up studies are con- 
ducted in the near future. The objectives of the 
project were 1) to develop and strengthen the in- 
terdependence of members of the school’s staff; 
2) to develop a collaborative process of working 
on the problems facing individual schools; 3) to 
develop a continuing personal and team commit- 
ment to growth and organizational development, 
and 4) to develop the necessary skills within the 
school team to be able to carry on the process of 
organizational renewal. The document gives 
details of the planning, resources, participants 
and staff, administrative workshops, change 
seminar, and change-team activities, followed by 
a summary and conclusions. Extensive appendixes 
document the three workshops and seminar, and 
include the various instruments employed and the 
questionnaires used for evaluation. [This super- 
sedes ED 046 879.) (MBM) 
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The first volume details the procedures used in 
second, fourth, and sixth grades and inservice 
training projects and their results; the second 
presents data on achievement, attitude, and in- 
teraction analysis. The purpose of the project was 
to test some theoretical principles of teacher in- 
fluence with particular emphasis on different pat- 
terns which occur in different teaching situations. 
The four main objectives were 1) to collect nor- 
mative data; 2) to analyze verbal interaction pat- 
terns, at three grade levels, in classrooms that 
score above and below average in pupil achieve- 
ment and positive pupil attitudes; 3) to develop 
procedures and equipment to tabulate coded in- 
teraction data directly into a matrix; and 4) to 
work with a small group of teachers to help them 
modify their teaching behavior and to identify 
models of classroom interaction. The results “ 
discussed in detail under four headin ol 
teaching effectiveness as a field of knowledge; 2) 
helping a teacher change his teaching behavior; 
3) outlining the contributions which the project 
makes for those who conduct research; and 4) 
describing some of the contributions of this pro- 
ject for the classroom teacher. Appendixes to 
volume 1 include the achievement and attitude 
tests used for each grade, the inservice training 
instruments, and the anzlysis of covariance for 
the sixth grade. (MBM) 
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ing to understand the nature of the processes of 
education at a deeper level. The Institute’s objec- 
tives will include 1) seeking new knowledge and 
insights into educational experience through basic 
research; 2) seeking useful alternatives in educa- 


and training of new scholars; and 4) undertaking 
the invention and perfection of ways to deliver 
educational innovations known to be si 

The Institute will assume most of the activities 
now conducted by the National Center for Edu- 
cational Research and Development. The new 
National Foundation for Higher Education will 
encourage the demonstration and adoption of 
promising practices in higher education. (MBM) 
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The study investigated the role of verbal cues 

in the communication of the self-fulfilling 

prophecy phenomenon. Specifically, the purpose 

was to determine the relationship between 1) 

teachers’ verbal cues to students and teachers’ 

prophecies, 2) teachers’ verbal cues to students 
and student achievement, and 3) teachers’ 
prophecies and student achievement. The reading 
subtest of the Wide Range Achievement Test was 
used to obtain pretest scores on students in an 
Adult Basic Education center. Four groups of ex- 
perimental and control subjects with equal num- 
bers of high and low scores were used, but the 
four randomly assigned teachers were led to ex- 
pect high achievement only from the experimen- 
tal subjects. The Flanders observation schedule 
was used to record verbal cue data over a period 
of 10 weeks. Results revealed significant relation- 
ships between prophecies and verbal cues and 
between prophecies and achievement, but not 
between verbal cues and achievement. The out- 
comes suggested that a teacher may use more in- 
direct influence with students for whom he holds 
high expectations, thereby encouraging the stu- 
dent to participate and increasing his freedom of 
action. Suggestions for further research included 

a study designed to simultaneously examine and 

assess the relative inputs and effects of the 

several most probable modes of bias communica- 
tion. (MBM) 
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This annual report examines the accomplish- 
ments during 1970 of three programs. The first 
program was to improve the organizational and 
administrative environment for teaching. Its sub- 
sidiary projects were 1) the organizational con- 
text of teaching; 2) professional socialization of 
the teacher; 3) attitudes of teachers toward their 
occupation; 4) case studies of the teacher’s role 
in traditional and innovative elementary schools; 
5) organizational change; Be. the teacher in the 
authority structure; 7) the social context of 
teacher-student relations; and 8) characteristics 
of effective teachers and the distribution of 
teacher services. The second program’s objective 
was to improve the effectiveness of teachers in 
motivating, engaging, and fostering the achieve- 
ment of students from low income areas. The 
projects were 1) educational community or- 
ganization; 2) teacher training--standard English 
as a second dialect; 3) developing problem-solv- 
ing skills through students teaching students; 4) 
teacher training programs for disadvantaged 
schools; and 5) the impact of educational 
technology. The objective of the third program 
was to define, analyze, and develop means for 
promoting heuristic teaching and learning. Its 
projects were 1) training studies; 2) 
microteaching and intern data bank; 3) uncer- 
tainty studies; 4) personal competencies; and 5) 
reinforcement or achievement behaviors in disad- 
vantaged children. (MBM) 
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This bibliography has three main sections: |) **- 
Books and Papers,” containing 198 citations; 2) 
“Articles and Excerpts From Books,” containing 
148 citations; and 3) “Theses,” with two cita- 
tions. Sources consulted in preparing the bibliog- 
raphy include the British Education Index, the 
Canadian Education Index (CCRE), the Cumula- 
tive Book Index (Wilson’s), the Current Index to 
Journals in Education (CCM), the Directory of 
Education Studies in Canada (CEA), the Educa- 
tion Index (Wilson’s), Education Studies 
Completed in Canadian Universities (CEA), 
Research in Education (ERIC), and Research 
Studies in Education (Phi Delta Kappa). The 
period covered is approximately 5 years. (MBM) 
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The problem under investigation is the testing 
of the value of the student teacher-cooperating 
teacher relationship in promoting student teacher 
behavioral gains and the values of careful selec- 
tion of cooperating teachers. The procedure used 
for the sorting <— the major independent varia- 
ble--cooperatin ee aiistebvesieen cats to in- 
terview the student ban be at the beginning, mid- 
dle, and end of his student teaching experience. 
The sample consisted of 50 student teachers from 
the University of Utah, with cooperating teachers 
from the Salt Lake City metropolitan area. 
Statistical analysis consisted of one-way analysis 
of variance, a few t tests, several factor analyses, 
and a correlation analysis. The data did not pro- 
vide sufficient evidence to conclude that careful 
selection of cooperating teachers definitely pays 
dividends. Considering the severe limitations of 
the sample, the dissonant nature of the literature, 
and the me! used in this study, further 
research is indicated, preferably conducted with 
random assignment to groups combined with pre- 
and post-testing. (MBM) 





116 Document Resumes 


ED 051 129 SP 005 020 
Group Process Training 
Stanford Univ., Calif. School of Education. 
Pub Date Apr 71 
Note—25p.; Training program developed for 
Stanford EPDA Project 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Decision Making Skills, *Educa- 
tional Problems, *Group Dynamics, *Problem 
Solving, *Training Techniques 
The training program for which these materials 
have been developed is divided into two parts: 
the first is general, theoretical, and cognitive; the 
second is specific, practical, and applied to actual 
situations. The first part provides a highly struc- 
tured, non-threatening learning situation, and 
makes extensive use of set exercises; the second 
reintroduces the complexities of actual tasks and 
personalities and generates the content of the ex- 
ercises from the participating teams. The program 
deals with problem solving in staff differentiation, 
in the classroom, and in faculty-student-parent- 
ity relations. Participants 
twice go through the processes of problem solv- 
ing and group dynamics included in the program, 
once to master the concepts and techniques in- 
volved, and once to apply them to actual situa- 
tions. As well as an outline of the trainer's 
manual, the document includes the following ex- 
cerpts from the training materials: 1) problem 
solving models, unit 2 (problem solving in 
groups); 2) glossary of terms for day 1; 3) block 
exercise; and 4) communication module, unit 4 
(perception and listening skills). (MBM) 
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This synopsis describes a study undertaken to 

discover the extent of differing expectations and 
perceptions for the teacher role as viewed by two 
groups of educational leaders. Indications are that 
a more thorough understanding of superintendent 
and board member views and feelings concerning 
the teacher role is a vital requirement for the suc- 
cessful superintendent and board member and 
consequently for their school system. Twenty-six 
unified school districts in California with enroll- 
ments of from 10,000 to 30,000 were used. A 
questionnaire mailed to all superintendents and 
board members contained 50 teacher role state- 
ments dealing with personal relations, policy 
development, salaries and negotiations, personnel 
processes, and curriculum and instruction, with a 
second section requesting biographical data from 
each respondent. Eighty-five percent of the su- 
perintendents and 60 percent of the board mem- 
bers returned the questionnaire. The CKol- 
mogorov-Smirnov two-sample test and the Mann- 
Whitney U Test were used in analyzing the data. 
The findings indicated that 1) Superintendents’ 
and board members’ expectations for the role of 
the teacher are in moderate agreement. 2) Their 
perceptions of teacher role behavior are in strong 
agreement. 3) Superintendents’ expectations for 
and perceptions of the teacher role are in strong 
disagreement. 4) Board members’ expectations 
for and perceptions of the teacher role are in 
strong disagreement. (MBM) 
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These five essays explore curriculum reform, 
-directed 


teachers and schools in an age of con- 
frontation. The central theme is the role of the 
organized profession in educational change. In 
the final analysis it is the students, the teachers, 
and the parents all working together who will 
make the difference. It is they who will make 
education an exciting and alive process, and 
without whom the theories and proposals, how- 
ever important, mean nothing. “On Staying 
Awake” stresses the importance of inquiry as the 
fundamental principle of learning and the need 
for the teacher to retain a sense of awe at the 
ability of the human mind. “Putting First Things 
Last” deals with the tendency to confuse social 
engineering with education and points to the 
danger of practice without theory. “In Search of 
a New Bird” asks for a new symbol of American 
education to replace the parrot and for freedom 
from the rigidities of the present educational 
structure. “‘How Much Does Gray Matter?” is a 
plea for more humanity and imagination, both in 
the school environment and in the curriculum 
content. “Entrances and Exits” touches in some 
of the issues and challenges facing the schools in 
the 70’s. This is one of several volumes in the 
preliminary series of the school for the 70’s pro- 
gram. (MBM) 
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This publication seeks to provide reasonable 

and practical answers to basic questions of 

professional ethics and is intended to help the 
reader to understand the sometimes overlapping 
organizational relationships and to plan an or- 
derly course of action. The four chapters cover 
the following topics: 1) ethical problems in 
teaching, defining professional ethics, implement- 
ing the code, and purpose and scope of the publi- 
cation; 2) identifying problems and examining 
solutions, code standards related to employment 
conditions, administrative coercion of teachers, 
the local association, code standards related to 
matters of law, inactivity of the profession, lack 
of impartiality in local associations, and dealing 
with minor infractions; 3) professional processing 
of ethics compiaints, exercise of initiative, role of 
the local association, and role of the state as- 
sociation; and 4) role of the local association in 
school district complaint processing, board 
authority to discipline, institutional capabilities of 
board, problems of lay control, advantages of 
joint determination, devices for influencing em- 
ployers, and using the grievance procedure. Ap- 
pendixes include the code of ethics of the educa- 
tion profession, p bylaw language for 

local associations, a condition of membership, a 

proposed clause conferring reciprocity in discipli- 

nary acts, and sources of appeal. (MBM) 
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vie need report of the USOE Bureau of 

ae vaneus eieaels ant 1967 is concerned with 
pro, Programs supported 

the Bureau. Deena: The wisoasuten Way eaters at 
objectives relating to research, development, 
demonstration, dissemination, and the training of 
researchers. The sources of funds are listed, 
together with the dimensions of the supported ac. 
tivities, which include regional educational 
laboratories, research center-type activities, the 

lucational Resources Inf 


lights of the Bureau’s accomplishments. 
Research, development, and demonstration activi- 
ties are combined under three headings: 1) im- 
proving teaching and learning; 2) curriculum im- 
provement; and 3) school administration and ser- 
vices. Dissemination efforts and research training 
accomplishments and are dealt with 
separately. Appendixes include a description of 
the Research Advisory Council, and listing of the 
educational laboratories and participating states, 
the research and development centers, and the 
ERIC clearinghouses. (MBM 
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This document contains progress reports on 
some of the ongoing activities of the Regional 
Educational Laboratories, whose primary objec- 
tive is to create and demonstrate a variety of 
tested alternatives to existing educational prac- 
tice. In each instance the address and region 
served are given, together with information on 
the governing board and staff and a brief outline 
of the programs. The 18 laboratories included are 
Appalachia Educational Laboratory Center for 
Urban Education, Central Atlantic Regional Edu- 
cational Laboratory, Central Midwestern Re- 
gional Educational Laboratory, Cooperative Edu- 
cational Research Laboratory, Inc., Eastern Re- 

mal Institute for Education, Education 

velopment Center, Inc., Far West Laboratory 

for Educational Research and Development, Mid- 

Continent Regional Educational Laboratory, 

Northwest Regional Educational Laboratory, Re- 

gional Education Laboratory for the Carolinas 

and Virginia, Research for Better Schools, Inc., 

Rocky Mountain Educational Laboratory, South 

Central Regional Educational Laboratory, 

Southeastern Education Laboratory, Southwest 

Educational Development Laboratory, Southwest 

Regional Laboratory for Educational Research 

and Development, Southwestern Cooperative 

Educational Laboratory, and Upper Midwest Re- 

gional Educational Laboratory. (MBM) 
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tifiers—Observation Schedule and Record 
5V, OScAR 5V 
This study used the Observation Schedule and 
Record 5V (OScAR 5V) to describe and com- 
the teaching behaviors of d- and fifth- 
le mathematics teachers. The sample included 
seven second-grade and nine fifth-grade teachers 
from three elementary schools in a medium sized 
city. Pupils in the participating teachers’ classes 
were from middle class homes. Results indicated 
that overall mathematics teaching in the elemen- 
tary school is very direct and teacher dominated. 
Direct behaviors constituted 56 percent of the 
behaviors of the second-grade teachers and 46 
percent of the fifth-grade teachers. Describing 
was the most common teacher verbal behavior. 
Soliciting behaviors accounted for 33 percent of 
the second-grade behaviors and 26 percent of the 
fifth-grade behaviors. Results of analysis of vari- 
ance showed several significant differences 
between grade levels. Fifth-grade pupils asked 
more substantive questions, and fifth-grade 
teachers reacted to pupils’ responses by approval 
more than did second-grade teachers. Also, 
second-grade teachers had a higher teacher 
talk/total talk ratio. A comparison of results with 
those of a similar study in the eighth and eleventh 
grades indicated that the proportion of direct 
teaching behaviors is very stable across grade 
levels. (RT) 
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The purpose of this investigation was to deter- 
mine whether instructional behavior learned dur- 
ing a series of simulated teaching experiences 
using peers as students would transfer to a setting 
in which “real” pupils were students. Subjects 
were 44 undergraduate students in the secondary 
education program at the University of Texas at 
Austin. Each teacher presented a series of lessons 
with peers serving as students for the simulated 
teaching and one lesson with sixth, seventh, and 
eighth grade pupils as students. Four lessons were 
rated and coded--the first lesson, the lesson im- 
mediately preceding that using “real” students, 
the real pupils lesson, and the lesson immediately 
following that using “real” pupils. Ratings were 
made of the four teaching dimensions--determin- 
ing readiness, clarifying objectives, motivating, 
and evaluating. Results indicated some behavior 
change during the period of simulated teaching 
with peers and provided some evidence that in- 
structional behavior acquired during simulated 
teaching with peers will transfer to a simulated 
setting using actual pupils. It cannot be con- 
cluded that these results would be obtained in 
other settings, such as the classrooms in which 
these teachers will eventually be placed. The 
results suggest that when peers are used as stu- 
dents in simulated teaching, attempts should be 
made to occasionally use actual pupils in the 
simulated teaching experience. (MBM) 
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This paper is a statement prepared for the 

General Subcommittee on Education of the Com- 








mittee on Education and Labor, U.S. House of 
Representatives. In it the Texas R&D Center's 
programs in the personalization of teacher educa- 
tion are outlined, including examples of the 
process at work in experimental projects in the 
University of Texas College of Education and in 
the Austin (Texas) Public Schools. The paper 
reviews the present state of the art and speculates 
on the steps necessary to implement personaliza- 
tion on a wide-spread basis in the nation’s schools 
and colleges. The paper closes with a request for 
continued, if not increased, support of the pro- 
gram, not only at the Texas Center but also wher- 
ever research and development activities are con- 
ducted that might further its implementation. 
(Author) 
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This report is the first completed study from a 
larger project called Teacher Aides in a Seconda- 
ry School. Pupils in 55 seventh-grade public 
school classes completed the Pupil Observation 
Survey Report (POSR) twice--once to describe 
their student teacher and once to describe the 
regular (cooperating-supervising) teacher. All 
teachers involved were female. Analyses of vari- 
ance of the six factor dimensions of the POSR in- 
dicated that the student teachers were seen as 
more friendly, cheerful, lively, interesting, and 
directive, but as less poised, knowledgeable, and 
firmly controlling than their supervisors. The dif- 
ference in general evaluation of the two groups 
was not significant. Correlations between the 
POSR scores of the student teachers and their su- 
pervisors were significant only for the factors 
called Non-Directive (r=.57) and Firm Control 
(r-.29). These results are consistent with the 
hypothesis that the regular teachers “set” the 
classroom atmosphere and activity structure be- 
fore the student teacher arrives on the scene to 
handle the class by herself. The findings are rele- 
vant to any research employing pupil evaluation 
of teacher behavior and support the validity of 
the POSR as a specific tool for such measure- 
ment. (Author) 
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Whereas 10 years ago the concerns of students 

were for improvement and achievement in the 

knowledge of science and for success in college, 

today they are concerned about the interactions 

between man and his environment. Teachers 

must be trained to cope with these new 

directions. A program for the education of 

science teachers is proposed which would com- 

bine formal training with increased interaction 

between faculty and students. Students selected 

would have had a variety of experiences, includ- 

ing a degree of personal failure to increase their 

understanding of their pupils’ insecurities. The 

first 2 years would be a personal and exploration 

period, beginning with a battery of psychological 

and cognitive tests. During the first year the stu- 

dent would take three college courses, work in a 

tutorial program, and work in three blue collar 


Document Resumes 117 


jobs. The second year would include either three 
or six additional college courses, three white col- 
lar jobs, and work with children of various ages. 
At the end of this year a decision would be made 
on the student’s future career. The third and 
fourth years would include science and methods 
courses and work in a team as teaching assistants. 
In the fifth year, the student-faculty team would 
be responsible for the total program for a group 
of high school students. Every 5 years the teom 
—_ return to the campus for further studies. 
( ) 
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A change that has taken place in the 
methodology of teaching science--a change from 
teaching to impart specific information to 
teaching students how to process the information 
of their experiences--has led to questioning 
whether a relationship exists between selected 
teacher characteristics and success in teaching 
such a curriculum. Factors of sex, grade level 
taught, school district, years of teaching ex- 
perience, and academic preparation in science 
were examined for significance. The sample of 
110 elementary teachers from six school districts 
were participants in an inservice teacher educa- 
tion program prior to teaching Science-A Process 
Approach. Student achievement, which was used 
as an index of teaching success, was assessed by 
administering the AAS Competency Measure at 
the conclusion of each exercise. A minimum of 
six exercises was taught by each teacher. Multiple 
linear regression analysis showed that the varia- 
bles of sex, grade level, school district, years of 
experience, and hours of science accounted for 
45 percent of the variance in the student achieve- 
ment score. Of these, sex, grade level, and years 
of teaching experience made significant indepen- 
dent contributions to predicting teacher success. 
(Author) 
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Psychotherapeutic systems derived from 

psychoanalytic-learning and from client-centered 

models both predict that subjects’ openness to 

environmental feedback will increase in the 

course of therapy. It was hypothesized that coun- 

seled teachers would become more open to feed- 

back from pupils than control teachers, specifi- 

cally that counseled teachers would decrease 

their lecturing, directing, and encouraging and in- 

crease questioning, accpeting ideas and feelings, 

and correcting more than non-counseled controls. 

Using a sample of 77 female elementary educa- 

tion majors, one control group was compared 

with three pooled experimental groups receiving 
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different combinations of counseling and feed- 
back. Both pre-post changes and experimental- 
control differences were observed in coded sound 
films of teaching. At the end of the preparation, 
the total group became more indierct. Although 
both controls and experimentals lectured less and 
questioned more in post than they had in pre 
films, the pooled experimental group changed sig- 
nificantly more than controls on both lecturing 
and questioning. Other pre-post change dif- 
ferences were in the expected direction. It was 
concluded that psychological feedback through 
counseling enhanced changes toward behaviors 
characteristic of more highly rated teachers. 
(Author/RT) 
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GRADES OR AGES: Kindergarten. SUBJECT 
MATTER: Social living, language arts, literature, 
reading, numbers, handwriting, art, music, physi- 
cal education. ORGANIZATION AND PHYSI- 
CAL APPEARANCE: The guide is divided into 
18 short chapters. In addition to the various cur- 
riculum subjects, they include the arrangement of 
the daily program, evaluation, speech develop- 
ment, a list of basic equipment, and eight sample 
units. The guide is mimeographed and spiral 
bound with a soft cover. OBJECTIVES AND AC- 
TIVITIES: The overall objectives of the program 
are set out in the first chapter. Specific objectives 
are included in the text. There is no attempt to 
provide formal lesson plans, but details of many 
activities are given for each subject and in the 
sample units. INSTRUCTIONAL MATERIALS: 
Lists of resource materials are given for each sub- 
ject, and a list of basic equipment is also pro- 
vided. STUDENT ASSESSMENT: The chapter 
on evaluation includes a check list for intellectual 
behavior, social development, motor control, 
health, and rhythm and music. (MBM) 


ED 051 143 SP 007 164 
Guide Book, Second Grade. 
Cheyenne Public Schools, Wyo. 
Note—76p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Arithmetic, Art, *Curriculum 
Guides, *Elementary School Curriculum, 
*Grade 2, Health, Language Arts, Literature, 
Physical Education, Reading, Sciences, Social 
Studies, Spelling, Writing 
GRADES OR AGES: Grade 2. SUBJECT 
MATTER: Reading, language arts, spelling, writ- 
ing, literature, arithmetic, social studies, science, 
health, art, physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: In addition to 
a chapter on each of the subjects covered, the 
guide includes a suggested weekly time allotment 
and daily program, and an appendix listing 
resource materials. The guide is mimeographed 
and spiral bound with a soft cover. OBJECTIVES 
AND ACTIVITIES: Objectives are listed in detail 
in each chapter, and activities for each subject 
are also given in considerable detail. The activi- 
ties for the art lessons are set out in chart form. 
INSTRUCTIONAL MATERIALS: Texts and 
other materials needed are listed in each chapter. 
The appendix contains information on films and 
filmstrips, a children’s bibliography, and a general 
bibliography. STUDENT ASSESSMENT: No 
specific provisions are made for evaluation. 
(MBM) 


ED 051 144 

Guide Book, Third Grade. 

Cheyenne Public Schools, Wyo. 

Pub Date 68 

Note— 105p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Arithmetic, Art, *Curriculum 
Guides, *Elementary School Curriculum, 
*Grade 3, Health Education, Language Arts, 
Literature, Physical Education, Reading, 
Science Education, Social Studies, Writing 
GRADES OR AGES: Grade 3. SUBJECT 

MATTER: Arithmetic, social studies, language 

arts, spelling, writing, literature, reading, science 
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and health, art, and physical education. OR- 
GANIZATION AND PHYSICAL _AP- 
PEARANCE: The guide gives suggested weekly 
and daily time allotments. One chapter is devoted 
to each subject, with additional chapters on lan- 
guage attainment, arithmetic enrichment, and 
science enrichment. The supplement provides 
more detailed information on the science and 
health program. The guide is mimeographed and 
spiral bound with a seft cover. The supplement is 
mimeographed and staple bound with no cover. 
OBJECTIVES AND ACTIVITIES: The objectives 
for each subject are set out at the beginning of 
each chapter, followed by a listing of suggested 
activities. INSTRUCTIONAL MATERIALS: 
Texts, films, tape recordings, records, art and 
science materials are listed in the appropriate 
chapters. There is also a general bibliography. 
The supplement gives details of all materials 
required for each activity. STUDENT ASSESS- 
MENT: No ific provisions are made for 
evaluation. (MBM) 


ED 051 145 
Guide Book, Fourth Grade. 
Cheyenne Public Schools, Wyo. 
Pub Date 68 
Note—60p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Arithmetic, Art, *Curriculum 
Guides, *Elementary School Curriculum, En- 
glish, *Grade 4, Handwriting, Health Educa- 
tion, Physical Education, Reading, Social Stu- 
dies, Spelling 
GRADES OR AGES: Grade 4. SUBJECT 
MATTER: English, spelling, handwriting, reading, 
social studies, arithmetic, science and health, art, 
and physical education. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide devotes 
one chapter to each subject, with an introductory 
chart giving the suggested daily and weekly time 
allotments. The art and physical education pro- 
grams are presented in chart form. The guide is 
lithographed and spiral bound with a soft cover. 
OBJECTIVES AND ACTIVITIES: The objectives 
are listed for each subject, together with detailed 
suggestions for activities. INSTRUCTIONAL 
MATERIALS: Precise information is given on all 
textbooks and other material required. STU- 
DENT ASSESSMENT: No special provision is 
made for evaluation. (MBM) 


ED 051 146 
Guide Book, Sixth Grade 
Cheyenne Public Schools, Wyo. 
Pub Date 68 
Note—49p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Arithmetic, Art, *Curriculum 
Guides, *Elementary School Curriculum, En- 
glish, *Grade 6, Handwriting, Health Educa- 
tion, Physical Education, Reading, Sciences, 
Social Studies, Spelling 
GRADES OR AGES: Grade 6. SUBJECT 
MATTER: English, spelling, handwriting, reading, 
social studies, arithmetic, science and health, art, 
physical education. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide includes 
suggested daily and weekly time allotments and 
one chapter for each subject. The material on art 
and some of the material on social studies is 
presented in chart form. The guide is mimeog- 
raphed and spiral bound with a soft cover. OB- 
JECTIVES AND ACTIVITIES: Objectives for the 
various subjects are set out at the beginning of 
each chapter. Activities are listed, sometimes in 
considerable detail. INSTRUCTIONAL MATERI- 
ALS: Information is given on the materials 
required for each subject, including texts for chil- 
dren and teachers, and audio-visual aids. STU- 
DENT ASSESSMENT: No specific provisions are 
made for evaluation. (MBM) 


ED 051 147 
Green, Katherine And Others 
[Literature.] 
Cheyenne Public Schools, Wyo. 
Note—63p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, Elementary 
Grades, ‘Elementary School Curriculum, 
*Grade 5, *Literature, *Literature Apprecia- 
tion, Secondary Grades 
GRADES OR AGES: K-12. SUBJECT 
MATTER: Literature. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide starts 
with an overview of literature topics for grades 4- 
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12, followed by suggested activities, a list of sup. 
plementary books for elementary grades, and 

table tag spenilie shits. ‘The continent as 
guide deals with ten cardinal concerns and the 
activities suggested to develop the related skills: 
1) vivid and precise reference; 2) structure--the 
relation of parts; 3) the 


control; 6) eye movement and discrimination; 7) 
handwriting; 8) ly and environment; 9) 
spelling and phonics; 10) library techniques. The 
guide is mimeographed and staple with no 
cover. OBJECTIVES AND ACTIVITIES: The ob- 
jectives are outlined in the introduction to each 
cardinal concern. Although the guide includes 
general information for all grades, the 
activities described are at Grade 5 level. IN. 
STRUCTIONAL MATERIALS: Suggested key 
readings and supplementary books are for ele- 
mentary grades. A brief bibliography for teachers 
is also included. STUDENT ASSESSMENT: No 
specific provisions are made for evaluation. 
(MBM) 
ED 051 148 SP 007 170 
Flynn, Louise 
Yesterday’s Minds or Tomorrow’s? A Handbook 
on Creativity. 
Cheyenne Public Schools, Wyo. 
Note—45p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Art, *Creative Ability, *Creative 
Development, *Creativity, *Curriculum Guides, 
Intermediate Grades, Language Arts, Mathe- 
matics, Middle Schools, Physical Education, 
*Primary Grades, Social Studies 
GRADES OR AGES: K-8, with emphasis on 
lower grades. SUBJECT MATTER: Creativity. 
ORGANIZATION AND PHYSICAL AP- 
PEARANCE: The greater part of the guide is 
concerned with the identification and encourage- 
ment of creativity. Chapter headings include: 
Definition of Creativity; The Creative Teacher; 
What Is the Creative Child Like?; How Can We 
Identify the Creative Child?; Method of Measur- 
ing Creativity; An Evaluation; Use of Creativity 
To Release Inhibitions and Talents; Evoking 
Thinking in a Creative Way; Problems of 
Developing Creativity, What Becomes of the 
Creative Child?; Subject Matter and Creativity; 
and Some Important Facilitating Procedures for 
the Development of Creativity. The guide is 
mimeographed and spiral bound with a soft 
cover. OBJECTIVES AND ACTIVITIES: Three 
general objectives are described at the beginning 
of the guide. Others form an integral part of the 
main text. Specific activities are listed for art, 
language arts, math, physical education, and so- 
cial studies. Sample lessons include language arts, 
write a story, draw a picture, Jom with paper, 
and response to mood. INSTRUCT ONAL 
MATERIALS: There is a brief bibliography. 
STUDENT ASSESSMENT: Two possible 
methods of evaluating creativity are included in 
the text. (MBM) 


ED 051 149 
a Virginia And Others 
Classroom Music 
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acum Public Schools, Minn. 
Pub Date 69 
Note—149p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Grade 2, 

Musical Instruments, Music Appreciation, 

*Music Education, Vocal Music 

GRADES OR AGES: Grade 2. SUBJECT 
MATTER: Music including vocal, instrumental, 
and music appreciation. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into three sections, one for each of the above- 
mentioned categories. It is laid out in four 
columns across two pages. Column headings are 
goals, activities, helps for the teacher, and materi- 
als. The guide is mimeographed and spiral bound 
with a paper cover. OBJECTIVES AND ACTIVI- 
TIES: Behavioral objectives for each of the three 
categories of the program are listed at the 
beginning of each section. A group of activities is 
then listed for each objective, with suggestions on 
how to present the activity. INSTRUCTIONAL 
MATERIALS: Materials needed for the course-- 
including textbooks, records, and equipment--are 
listed at the beginning of the guide. Materials 
needed for a specific activity are listed with the 
activity description. In addition, appendixes con- 
tain songs, descriptions of instruments, a glossary 
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of common terms and symbols, and a short 
bibliography. STUDENT ASSESSMENT: A sam- 
ple test is included. (RT) 


ED 051 150 
Pensinger, tng J. And Others 
Art Curriculum Guide. Secondary 
Bloomington Public Schools, Minn. 
Pub Date 68 
Note—33 Ip. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—*Art Appreciation, *Art Education, 
*Art Products, *Curriculum Guides, Grade 7, 
Grade 8, Grade 9, Grade 10, Grade 11, Grade 
12, *Secondary Grades 
GRADES OR AGES: Grades 7-12. SUBJECT 
MATTER: Art. ORGANIZATION AND PHYSI- 
CAL APPEARANCE: The guide is divided into 
17 chapters in either straight text or list form, il- 
lustrated with examples of student art products. It 
is mimeographed and spiral bound with a paper 
cover. OBJECTIVES AND ACTIVITIES: A 
philosophy of art education and related general 
and specific objectives are outlined in the first 
three chapters. The remainder of the guide con- 
tains scope and sequence charts, outlines for the 
course of study at junior high and senior high 
school levels, several suggested lesson plans for 
each grade level, and detailed descriptions of sug- 
gested activities in various areas of art. These 
areas are divided into two categories: 1) major 
areas, which include drawing, printmaking, paint- 
ing, and three-dimensional design, and 2) related 
areas, which include artistic crafts, pottery, and 
commercial art. Suggestions for field trips, exhibi- 
tions of student products, and an outline for a 
course in art appreciation are also included. IN- 
STRUCTIONAL MATERIALS: Materials needed 
for an activity are listed with the activity descrip- 
tion. In addition the guide contains extensive lists 
of materials and suppliers, vocabulary lists, 
biographies of artists, and a 10-page bibliography 
of books and journals. STUDENT ASSESS- 
MENT: No mention. (RT) 


ED 051 151 
Molosky, Gerald And Others 
Physical Education. Elementary. 
Bloomington Public Schools, Minn. 
Pub Date 69 
Note—282p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Curriculum Guides, *Grade 6, 

*Physical Education 

GRADES OR AGES: Grade 6. SUBJECT 
MATTER: Physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into several chapters, most of which are 
in list form illustrated with charts and drawings. It 
is mimeographed and spiral bound with a paper 
cover. OBJECTIVES AND ACTIVITIES: Several 
introductory chapters develop a philosophy of 
physical education and related objectives for K- 
12. Charts indicating scope and sequence and 
suggested time allotments for K-12 are also in- 
cluded. One chapter describes methods of modi- 
fying specific activities for children with physical 
limitations and suggests procedures and forms to 
be used in setting up an adapted program. The 
major portion of the guide describes in detail 
specific activities for grade 6--games, gymnastics, 
or dancing-- with specific objectives, categorized 
as intellectual, physical, or social, listed for each 
activity. The activities are organized into a 
sequential one-year program. INSTRUCTIONAL 
MATERIALS: Materials needed for an activity 
are listed with the activity description. The guide 
also contains a short bibliography. STUDENT 
ASSESSMENT: Guidelines and forms for testing 
and scoring students in physical fitness are in- 
cluded. (RT) 


ED 051 152 
Molosky, Gerald And Others 
Physical Education. Secondary 
Bloomington Public Schools, Minn. 
Pub Date 69 
Note—370p. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—*Curriculum Guides, Grade 7, 
Grade 8, Grade 9, Grade 10, *Physical Educa- 
tion, *Secondary Grades 
GRADES OR AGES: Grades 7-10. SUBJECT 
MATTER: Physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into six color-coded units, one each for 
athletic skills and games, fitness testing and body 
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mechanics, rhythmical activities, simple games 
and recreational activities, tumbling and ap- 
paratus, and swimming. It is mimeographed and 
spiral bound with a paper cover. OBJECTIVES 
AND ACTIVITIES: Several introductory chapters 
develop a philosophy of physical education and 
related objectives for K-12. Charts indicating 
scope and sequence and suggested time allot- 
ments for K-12 are also included. One chapter 
describes methods of modifying specific activities 
for children with physical limitations and 
procedures and forms to be used in setting up an 
adapted program. The major portion of the guide 
describes in detail specific activities in each of 
the above-mentioned categories, with specific ob- 
jectives listed for each activity. Activity descrip- 
tions include suggestions for timing and ap- 
propriate grade levels. INSTRUCTIONAL 
MATERIALS: Materials needed for an activity 
are listed with the activity description. The guide 
also contains a short bibliography. STUDENT 
ASSESSMENT: Each activity description includes 
suggestions for evaluation, which include written 
tests, performance tests, or subjective evaluation 
by the teacher. (RT) 


ED 051 153 SP 007 203 
Curriculum Guide, English for Grades VI-IX. 
Boston Public Schools, Mass. 
Pub Date 70 
Note—307p.; School Document No. 2-1970 
Available from—Boston School Committee, 15 
Beacon Street, Boston, Mass. 02108 ($3.75, 
check payable to The City of Boston) 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—Composition (Literary), *Curricu- 
lum Guides, *English Curriculum, English 
Literature, Grade 6, Grade 7, Grade 8, Grade 
9, *Intermediate Grades, *Junior High Schools, 
Language Instruction, *Middle Schools 
GRADES OR AGES: Grades 6-9. Sl'BJECT 
MATTER: English, ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide has three 
main sections dealing with language, literature, 
and composition with the following sub-sections: 
1)1 introduction, grade 6, grade 7, 
8, grade “9, chronology, Sibliography, spelling, 
listening skills; 2) literature--overview and 
teaching techniques, grade 6, grade 7, grade 8, 
grade 9, choral speaking; and 3) composition. 
The guide is mimeographed and spiral-bound 
with a soft cover. OBJECTIVES AND ACTIVI- 
TIES: Objectives are listed for the various topics. 
Suggested classroom activities and student en- 
richment activities are included in the text. IN- 
STRUCTIONAL MATERIALS: References to 
texts and materials are given at the end of some 
sub-sections. There is also a bibliography, and a 
list of suggested texts for composition. STUDENT 
ASSESSMENT: The section on composition in- 
cludes a brief description of evaluation 
techniques for the teacher. (MBM) 


ED 051 154 SP 007 205 
The Negro in United States History. A Resource 
Guide (Tentative) for Senior High School. 
Boston Public Schools, Mass. 
Pub Date 69 
Note—101p.; A supplement to the Curriculum 
Guide in United States History for Senior High 
Schools 
Available from—Boston Public Schools, 8 Beacon 
Street, Boston, Mass. 02108 ($5.00, check pay- 
able to The City of Boston) 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*African American Studies, *Cur- 
riculum Guides, Grade 10, Grade 11, Grade 
12, *Negro History, *Senior High Schools, *U- 
nited States History 
GRADES OR AGES: Senior high school 
(Grades 10-12). SUBJECT MATTER: The Negro 
in United States history. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide has 12 
units: 1) African Background; 2) Exploration; 3) 
The Revolution; 4) The Constitution; 5) West- 
ward Expansion; 6) Slavery; 7) Lincoln and 
Slavery; 8) The Civil War; 9) Reconstruction; 
10) Search for Dignity; 11) Negro in Labor; 12) 
Civil Rights. Each unit has the following sections: 
objectives, suggested resources, audio-visual 
material, and bibliography. The guide is mimeog- 
raphed and spiral-bound with a soft cover. OB- 
JECTIVES AND ACTIVITIES: Objectives listed 
at the beginning of each unit give the main ideas 
to be conveyed conceptually. Activities are 
designed to motivate further independent study 
on the part of the students. INSTRUCTIONAL 
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MATERIALS: The suggested resources include 
readily available materials specifically oriented to 
individual unit areas. The audio-visual material 
and bibliography for each unit give a comprehen- 
sive selection of sources offering a wide range of 
related material. There is also a general bibliog- 
ed of 67 items. STUDENT ASSESSMENT: 

provision is made for evaluation. 
(MBM) 


ED 051 155 SP 007 206 
Communism. Course of Study, Grades IX-XII. 
Boston Public Schools, Mass. 
Pub Date 69 
Note—76p.; School Document No. 2-1969 
Available from—The Department of Curriculum 
Development, Boston Public Schools, 15 
Beacon Street, Boston, Mass. 02108 ($0.85, 
check payable to The City of Boston) 
EDRS Price MF-$0.65 HC-$3.29 
Descri —*Communism, *Curriculum Guides, 
Grade 9, Grade 10, Grade 11, Grade 12, Histo- 
ry, *Political Science, *Secondary Education, 
*Senior High Schools 
GRADES OR AGES: Grades 9-12. SUBJECT 
MATTER: Communism. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide has five 
units: 1) “Historical Background of Commu- 
nism,” which gives a brief chronology of events 
from Czarist Russia to the present day and out- 
lines the organization of the government and the 
pir y sees party; 2) “Communism in Theory 
.” set out in parallel columns, one 
bed quotations from the constitution, the other 
indicating the practice, with a brief bibliography; 
3) “Communism in World Affairs,” under Lenin, 
Stalin, and Krushchev, with a list of audio-visual 
material; 4) “Russia Today,” which very briefly 
indicates politics, economy, social welfare, educa- 
tion, religion, and the arts and literature, with a 
141-item bibliography; 5) “Communism in Chin- 
a,” with a brief chronology of the Chinese Com- 
munist Party, a history of communism in China, a 
list of audio-visual materials, a 100-item bibliog- 
raphy, and a list of periodicals. A teaching sup- 
plement includes terms, people and places to 
know, student projects, and topics for class 
discussion. The guide is lithographed and spiral- 
bound with a soft cover. OBJECTIVES AND AC- 
TIVITIES: General objectives are given at the 
beginning of the guide, and student activities are 
listed in the teaching supplement. INSTRUC- 
TIONAL MATERIALS: Books and audio-visual 
materials are listed for the various units. STU- 
DENT ASSESSMENT: No special provision is 
made. (MBM) 


ED 051 156 SP 007 209 
ay x and Physical Education Guide, Grades K- 
Volusia County Board of Public Instruction, De 
Land, Fla. 
Pub Date 68 
Note— 134p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
Grades, Grade 1, Grade 2, Grade 3, Grade 4, 
Grade 5, Grade 6, *Kindergarten, *Physical 
Education 
GRADES OR AGES: K-6. SUBJECT 
MATTER: Physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into several straight-text chapters inter- 
spersed with lists and diagr It is mi 
raphed and spiral-bound with a paper cover. OB- 
JECTIVES AND ACTIVITIES: Specific skill ob- 
jectives for each grade level are listed. The major 
portion of the guide consists of lists and detailed 
descriptions of activities for each grade level, 
subsumed under the categories of games and con- 
tests, self-testing activities, rhythmic activities, or 
special conditioning activities. INSTRUCTIONAL 
MATERIALS: Materials needed for an activity 
are listed at the beginning of the activity descrip- 
tion. In addition, the guide includes a list of sup- 
plies and equipment necessary for an adequate 
elementary school program and a bibliography of 
books, pamphiets, films, filmstrips, and 
recordings. STUDENT ASSESSMENT: 
Guidelines for methods of evaluating and grading 
and sample evaluation charts are included. (RT) 


ED 051 157 SP 007 211 
Health Education Guide, Grades K-12. 
Volusia County Board of Public Instruction, De 





Pub Date 69 
Note—122p. 
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EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, *Elementary 
Grades, *Health Education, ‘*Kindergarten, 
* Grades 


GRADES OR AGES: K-12. SUBJECT 
MATTER: Health, ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into several straight-text chapters ee 
with diagrams and lists. It is mimeographed and 
spiral-bound with a paper cover. OBJECTIVES 
AND ACTIVITIES: General objectives for the 
health program are outlined in an introductory 
chapter. The major portion of the guide consists 
of a detailed content outline for each grade level, 
guidelines for developing teaching units, and nu- 
merous sample units. The sample units include 
specific objectives and lists of related activities. 
INSTRUCTIONAL MATERIALS: Lists of 
teacher and student references, audiovisual aids, 
and sources of materials are included. STUDENT 
ASSESSMENT: Guidelines for evaluation include 
hints on developing written tests, the use of ob- 
servation in assessing student attitudes, lists of 
standardized tests, and a sample student health 
history form and health habits checklist. (RT) 


ED 051 158 SP 007 212 
Language Arts Guide. Kindergarten-Level Twelve. 
Hazelwood School District, Mo. 
Pub Date 69 
Note—145p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Creative Writing, *Curriculum 
Guides, Debate, Dramatics, *Elementary 
School Curriculum, *English, French, German, 
Grade 1, Grade 2, Grade 3, Grade 4, Grade 5, 
Grade 6, Grade 7, Grade 8, Grade 9, Grade 
10, Grade 11, Grade 12, Journalism, Kin- 
dergarten, *Language Arts, Latin, Listening, 
Reading, ‘*Secondary Education, Spanish, 
Speaking, Writing 
GRADES OR AGES: Grade K-12. SUBJECT 
MATTER: Language arts. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide has 
seven sections: 1) listening (K-12); 2) speaking 
(K-12); 3) reading (K-12); 4) writing (K-12); 5) 
special areas, including speech, dramatics, 
debate, creative writing, Latin, Spanish, French, 
German, journalism, and reading efficiency, for 
grades 7-12; 6) suggested lesson patterns; and 7) 
bibliography of suggested professional readings. 
The guide is mimeographed and spiral bound 
with a soft cover. OBJECTIVES AND ACTIVI- 
TIES: Specific objectives stated in terms of stu- 
dent behaviors are listed at the beginning of each 
unit. A list of suggested activities for helping to 
achieve the desired student behaviors is given for 
each unit. The lesson patterns give more detailed 
examples of activities. INSTRUCTIONAL 
MATERIALS: Materials and resources are listed 
for each unit in the sections on special areas and 
lesson patterns, but not for the other sections. 
STUDENT ASSESSMENT: Evaluation questions 
are given for the other units in the section on 
special areas. Evaluation has been omitted from 
the other sections as it is intended that the meet- 
ing of the listed objectives should serve as a 
means of evaluation. (MBM) 


ED 051 159 SP 007 213 

Social Studies Guide. Kindergarten-Level Twelve. 

Hazelwood School District, Mo. 

Pub Date Jun 70 

Note— 198p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, Economics, 
*Elementary School Curriculum, Geography, 
Grade 1, Grade 2, Grade 3, Grade 4, Grade 5, 
Grade 6, Grade 7, Grade 8, Grade 9, Grade 
10, Grade 11, Grade 12, History, Kindergarten, 
Political Science, *Secondary Education, *So- 
cial Sciences, *Social Studies Units 
GRADES OR AGES: Grades K-12. SUBJECT 

MATTER: Social studies. ORGANIZATION 

AND PHYSICAL APPEARANCE: The guide has 

three main sections: 1) kindergarten-grade 6; 2) 

required courses, grades 7-11; and 3) electives, 


course for each grade. Suggested activities are 
listed for each course, and more detailed activi- 
ties are included in the sample units. INSTRUC- 
TIONAL MATERIALS: References to books, 
periodicals, and audio-visual materials are in- 
cluded in the sample units for elementary — 


questions in the sample units. An explanation of 
evaluation techniques, together with sample 
evaluation charts, is included at the end of the 
section on elementary grades. (MBM) 


ED 051 160 SP 007 214 
Kindergarten; A Year of Becoming. 

Missouri State Dept. of Education, Jefferson City. 
Pub Date 68 

Note—89p.; Publication No. 135G 

EDRS Price MF-$0.65 HC-$3.29 


Physical Education, Science Education, Social 


Studies 

GRADES OR AGES: Kindergarten. SUBJECT 
MATTER: Complete kindergarten program. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The guide is divided into several 
chapters. The portion which outlines the curricu- 
lum content is divided into nine types of “becom- 


tive-dramatic, and audio-visual. The guide is off- 
set printed and edition bound with a paper cover. 
OBJECTIVES AND ACTIVITIES: Detailed lists 
of activities are included under each of the nine 
above-mentioned categories. In some categories, 
groups of activities are correlated with specific 
objectives. Guidelines for organizing a 3-hour 
program and several sample schedules are in- 
cluded. INSTRUCTIONAL MATERIALS: The 
guide contains an extensive list of necessary 
equipment and materials. There are short 
bi at the end of each chapter or sec- 
tion. STUDENT ASSESSMENT: It is suggested 
that evaluation be limited to informal conferences 
with parents. Guidelines for holding conferences 
are included. (RT) 


ED 051 161 SP 007 215 
World . A Guide for Teachers. 
Missouri State Dept. of Education, Jefferson City. 
Pub Date 68 

Note—263p. 

EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Curriculum Guides, *Geography, 
*Grade 10, *World Geography 

Grades or ages: Grade 10. SUBJECT 
MATTER: World geography. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into 16 units covering various aspects of 
geography. Each unit is in list form. The guide is 
offset printed and edition bound with a paper 
cover. OBJECTIVES AND ACTIVITIES: Each 
unit begins with a list of about five concepts to 
be taught. Suggested activities are then listed 
under each concept. Activities consist mainly of 
analysis of maps and discussion. Suggested times 
are indicated for each unit. INSTRUCTIONAL 
MATERIALS: A list of different types of maps 
and other materials needed for the course is in- 
cluded in an introductory section. In addition, 
each unit contains a list of references for teachers 
and students. The guide itself is illustrated with 
numerous charts and maps. STUDENT ASSESS- 
MENT: No mention. (RT) 


ED 051 162 


SP 007 216 
Language Arts Guide; Composition and Language 


Dade County Board of Public Instruction, Miami, 


Fla. 
Pub Date 68 
pee ee 5 Curriculum Bulletin No. 6H 
ilable from—Textbook t., Board of Public 





grades 10-12. In each subsection the obj 

are listed, an outline of the course is given, con- 
cepts and suggested activities are listed in two 
parallel columns, and evaluation questions are 
provided. A sample unit is included for each 
course, including overview, objectives, initiation 
of the unit, suggested activities, evaluation, 
selected references, and other resources. The 
guide is mimeographed and spiral-bound with a 
soft cover. OBJECTIVES AND ACTIVITIES: 
Objectives are listed at the beginning of the 


Dep 
Instruction, 2210 S.W. 3 Street, Miami, Fla. 
33135 ($1.00) 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Composition (Literary), *Curricu- 
lum Guides, English, Grade 7, Grade 8, Grade 
9, *Junior High Schools, *Language Arts, Oral 
English, *Speaking, * Writing 
GRADES OR AGES: Junior high school 
(grades 7, 8 and 9). SUBJECT MATTER: Lan- 
guage arts; composition and language study. OR- 


GANIZATION AND PHYSICAL Ap. 
PEARANCE: The guide has three main sections: 
1) oral individual preservations and 
group activities; 2) language study--the nature of 
language, varieties of language, history of the En. 
glish language, kernel sentences, and transforms; 
and 3) written composition--word rhetoric, sen- 
tence rhetoric, basic thought processes, principles 
of rhetoric, and assignments. The material in 
each section is sequential and not defined specifi- 
cally in terms of grades. The guide is lithog- 
raphed, with perfect binding and a soft cover, 
OBJECTIVES PAND ACTIVITIES: Objectives are 
not listed separately, but are an integral part of 
the introductory material for each unit. Activities 
are given in detail for each unit. INSTRUC. 
TIONAL MATERIALS: Materials needed are 
listed at the end of each unit and include records, 
films, and books for teachers and students. STU- 
DENT ASSESSMENT: No specific provision is 
made for evalution. (MBM) 


ED 051 163 SP 007 217 

Guidelines to Literature Study in the Junior High 
School. 

Dade County Board of Public Instruction, Miami, 





Fla. 

Pub Date 67 

Note—149p.; Curriculum Bulletin No. 6J (Sup- 
plement) 

Available from—Textbook Dept., Board of Public 
Instruction, 2210 S.W. 3 Street, Miami, Florida 
33135 ($1.00) 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, *English Cur- 
ticulum, Grade 7, Grade 8, Grade 9, *Junior 
= ll Schools, *Literature, Novels, Poetry, 
GRADES OR AGES: Junior high school 

(grades 7-9). SUBJECT MATTER: Literature. 

ORGANIZATION AND _ PHYSICAL  AP- 

PEARANCE: The contents of the guide are 1) 

major objectives, important aspects of the nature 

of literature, organization of literature study, 
ways of structuring reading for the individual stu- 
dent, implications of teaching reading skills, read- 
ing problems related to the study of literature, 
and suggested literature sequence; 2) seventh 
grade--man against nature, the novel; 3) eighth 
grade--frontier spirit, the comic mode; 4) ninth 

the quest, the satiric novel. Four appen- 
dixes include suggested selections for writing es- 
says on a novel, and a selected list of paperbound 
books helpful to the teacher of English. The 
guide is mimeographed with perfect binding and 

a soft cover. OBJECTIVES AND ACTIVITIES: 

The major objectives are set out at the beginning 

of the guide and more detailed objectives are 

given in each unit. Details of activities are given 
in each unit. INSTRUCTIONAL MATERIALS: 

Texts for each unit are specified, together with 

suggestions for films and outside reading. STU- 

DENT ASSESSMENT: Suggestions are made for 

evaluating activities, including written assign- 

ments, discussion questions, and test topics. 

(MBM) 


ED 051 164 SP 007 218 
Action; Traffic and Pedestrian Safety. A 
Guide for Teachers in the Elementary Schools. 
Delaware State Dept. of Public Instruction, 
Dover.; Department of Transportation, 
Washington, D.C. 
Pub Date May 68 
Note—3 Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Elementary 
School Curriculum, Grade 1, Grade 2, Grade _ 
3, Grade 4, Grade 5, Grade 6, *Pedestrian 
Traffic, *Safety Education, Traffic Accidents, 
*Traffic Safety 
GRADES OR AGES: Elementary, grades 1-6. 
SUBJECT MATTER: Safety action, traffic and 
pedestrian safety. ORGANIZATION AND 
PHYSICAL APPEARANCE: After introductory 
material explaining the philosophy of the guide, 
the elementary school child, characteristics of 
children as related to safety, and the responsibili- 
ty of the safety team, the guide has chapters on 
walking to and from school, school bus safety, 
bicycle safety, and riding to school in automo- 
biles. An appendix includes the Delaware Motor 
Vehicle Code Laws related to pedestrian, bus, 
and bicycle safety. The guide is printed, illus- 
trated, and staple-bound with a semi-stiff cover. 
OBJECTIVES AND ACTIVITIES: The objectives 
are described in the introductory paragraphs to 
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chapter. Suggested activities are listed. IN- 
STRUCTIONAL MATERIALS: A list of materi- 
als and services is given, including posters, bul- 
letins, films, and manuals. STUDENT ASSESS- 
er: No provision for evaluation is made. 
(MBM) 
ED 051 165 SP 007 220 
Exemplar: A Model for Social Studies Curriculum 
in Delaware, K-12. 
Delaware State Dept. of Public Instruction, 
Dover. 
Pub Date Sep 70 
Note— 109p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors— Anthropology, *Curriculum Guides, 
Economics, *Elementary School Curriculum, 
Gongrerte ‘ 


Studies, 4 mes *Thematic Approach 

GRADES OR AGES: Grades K-12. SUBJECT 
MATTER: Social studies. ORGANIZATION 
AND PHYSICAL APPEARANCE: The subject 
matter is divided into the following five themes: 
1) Man develops within his physical and cultural 
environment. 2) Man functions within an interde- 
pendent society. 3) Man seeks justice and order. 
4) Man experiences conflict and change. 5) Man 
strives for economic literacy. Each theme is 
taught on five levels: 1) grades k-2; 2) grades 3- 
5; 3) grades 6-8; 4) grades 9-10; and 5) grades 
11-12. The guide is mimeographed and staple 
bound with a soft cover. OBJECTIVES AND AC- 
TIVITIES: Fifteen major objectives for the pro- 
gram are set out in the introductory material. 
There is also a section explaining how to write ef- 
fective behavi i No details of activi- 
ties are included. INSTRUCTIONAL MATERI- 
ALS: No details of bibliographic or other 
resource materials are included. STUDENT AS- 
SESSMENT: There is a short section explaining 
the purpose of evaluation and appendix A gives a 
detailed guide to analysis and grade placement. 
(MBM) 


ED 051 166 
McBath, Patricia P. And Others 





SP 007 221 


Kindergarten Handbook. 
Delaware State Dept. of Public Instruction, 
ver. 
Pub Date Dec 69 
Note—68p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Art, Audiovisual Instruction, *Cur- 
riculum Guides, *Early Childhood Education, 
*Kindergarten, Language Arts, Mathematics, 
Music, Physical Education, Sciences, Social 
Studies 
GRADES OR AGES: Kindergarten. SUBJECT 
MATTER: Complete curriculum. ORGANIZA- 
TION AND PHYSICAL APPEARANCE: The 
guide has the following chapters: 1) What It 
Means To Be a Five-Year Old; 2) Planning the 
Kindergarten Environment; 3) Suggestions for 
Particular Content Areas--Language Arts, Mathe- 
matics, Science, Social Studies, Art, Music, Physi- 
cal Education, and Audio-Visual Education; and 
4) Sources of Information. The guide is lithog- 
raphed, illustrated, and staple bound with a soft 
cover. OBJECTIVES AND ACTIVITIES: No 
detailed objectives are listed. The kinds of activi- 
ties recommended are described, but no attempt 
is made to give detailed instructions. INSTRUC- 
TIONAL MATERIALS: The basic equipment 
needed is listed. There are bibliographies for lan- 
guage arts and mathematics, and materials for 
mathematics and art. STUDENT ASSESSMENT: 
No provision is made for evaluation. 


ED 051 167 SP 007 222 
in the 70’s. 


Alexis I. DuPont School District, Greenville, Del. 
Pub Date [70] 
Note— 126p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Family Life 
Education, Grade 1, Grade 2, Grade 3, Grade 
4, Grade 5, Grade 6, Grade 7, Grade 8, Grade 
9, Grade 10, Grade 11, Grade 12, *Health 
Education, Kindergarten, *Safety Education 
GRADES OR AGES: Unspecified. SUBJECT 
MATTER: Effective living. ORGANIZATION 
AND PHYSICAL APPEARANCE: Most of the 
pages are divided into three columns: concept, 
some activities, and teacher comments. The guide 
is offset printed and spiral bound with a_ soft 
cover. OBJECTIVES AND ACTIVITIES: The 


guide is divided into eight units: human growth 


number of student learning activities for 
The activities, described only briefly, 


course appears 
teacher. INSTRUCTIONAL MATERIALS: 
of the eight units concludes with a 


prepared by 
271 citations for K-12 pce levels are on health, 
the human 3 senses, and professions. 
STUDENT ASS MENT: None. (LP) 


ED 051 168 


*Elementary Grades, *Elementary School Cur. 

riculum, Elementary School Science, Family 

Life Education, Fles, Health Education, Physi- 

cal Education, Social Studies 

GRADES OR AGES: K-6. 
MATTER: Entire elementary curriculum, includ- 
ing language art, mathematics, the arts, social stu- 
dies, science, physical education and health, 
foreign languages, home and family, and industri- 
al arts. ORGANIZATION AND PHYSICAL AP- 
PEARANCE: The central part of the guide is di- 
vided into nine sections, one for each of the 
above mentioned curriculum areas. The guide is 
offset printed and nd with a paper 
cover. OBJECTIVES AND ACTIVITIES: An in- 
troductory section outlines a paiocssiy = > 
and education and presents a 
traditional American values. Pcirvemins Poowthor 
in the central part of the guide suggest objectives- 
-primarily skills-and outline a sequence of con- 
cepts around which a program may be developed. 
Some general suggestions for activities are listed. 
INSTRUCTIONAL MATERIALS: Guidelines for 
the use of the school library and the use of televi- 
sion in the classroom are included. STUDENT 
ASSESSMENT: No mention. (RT) 


ED 051 169 SP 007 224 


Program. 
Illinois State Office of the Superintendent of 
Public Instruction, Springfield. 
Pub Date 67 
Note—112p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
Grades, *Music Education, *Secondary Grades 
GRADES OR AGES: K-9. SUBJECT 
MATTER: Music. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into six main chapters, one each for preschool 
and kindergarten, primary grades, intermediate 
grades, and junior high school, one on instrumen- 
tal music ensembles, and one on choral music en- 
sembles. It is offset printed and spiral-bound with 
a paper cover. OBJECTIVES AND ACTIVITIES: 
Each chapter lists specific objectives, both 
behavioral and attitudinal, related activities, and 
teaching su: ns. INSTRUCTIONAL 
MATERIALS: A list of materials needed is pro- 
vided with each of activities. In addition, 
several chapters list textbooks, books, filmstrips, 
and recordings. STUDENT ASSESSMENT: No 
mention. (RT) 


ED 051 170 SP 007 225 
Brown, Clyde M., Ed. And Others 
Science Teaching in Elementary 

Schools. Illinois Curriculum Program. Subject 
Field Bulletin No. C-3. 

Illinois State Office of the Superintendent of 
Public Instruction, Springfield. 

Pub Date 67 

Note—173p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, *Elementary 
Grades, *Elementary School Science 


Document Resumes 121 


GRADES OR AGES: K-6. SUBJECT 
MATTER: Science. ORGANIZATION AND 


spiral- 
a paper cover. OBJECTIVES AND ACTIVITIES: 
A rationale and general objectives for science 
teaching are presented in the first two short chap- 
ters. Another chapter contains suggested curricu- 


the beginning of each description. Guidelines for 
the use of materials and resources and a list of 
selected references are also included. STUDENT 
ASSESSMENT: The guide includes sample rating 
forms for student reports and experiments and 
— : guidelines for constructing written tests. 
( 


ED 051 171 SP 007 226 


GRADES OR AGES: 6. 
MATTER: Language arts. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into sections: 1) listening, 2) speaking, 3) 
writing, aad 4) reading. The sections on speaking 
and writing are further subdivided into units. A 
final section provides guidelines for evaluation of 
pated ga’ The guide is offset printed and 

spiral-bound with a nee cover. OBJECTIVES 
AND ACTIVITIES: h section or unit lists 
several objectives and ern activities. Some ac- 
tivities are merely listed; others are described in 
detail. Guidelines for identifying student readiness 
for various activities are included. INSTRUC- 
TIONAL MATERIALS: Each section or unit 
contains a short list of related references, which 
includes books and journal articles. STUDENT 
ASSESSMENT: Each section or unit contains 
guidelines for student evaluation. The section on 
reading includes a list of commercially available 
reading tests and a list of major publishers of 
reading tests. (RT) 


ED 051 172 SP 007 227 
Hand, John S., Ed. 
Curriculum Guide in Reading. Developmental 
Reading, Grades 1-8. 
Indiana State Office of the State Superintendent 
of Public Instruction, Indianapolis. 
Pub Date 69 
Note—141p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Developmen- 
tal Reading, *Elementary Grades, *Reading In- 
struction, Grades 
GRADES OR AGES: Grades 1-8. SUBJECT 
MATTER: Developmental reading. ORGANIZA- 
TION AND PHYSICAL APPEARANCE: The 
guide is divided into six chapters. It is offset 
printed and edition bound with a paper cover. 
OBJECTIVES AND ACTIVITIES: General objec- 
tives for the reading program are outlined in the 
poetic: gar A list of specific skills to be 
ve is included. Subsequent chapters 
discuss administrative aspects of organizing a pro- 
gram and describe activities. Activities described 
are related to specific skills, but not to grade or 
ability level. Several sample lesson plans are also 
included. INSTRUCTIONAL MATERIALS: Ap- 
pendixes contain a short bibliography of teacher 
references and a list of materials and equipment. 
STUDENT ASSESSMENT: One chapter presents 
general guidelines for appropriate methods of 
evaluating students. An appendix contains a list 
of standardized reading tests and a list of 
publishers. (RT) 
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ED 051 173 SP 007 228 
Hand, John, Ed. And Others 
Curriculum Guide in Reading. Developmental 
Reading: Junior and Senior High Schools, 
Grades 7-12. 
Indiana State Dept. of Public Instruction, Indi- 
anapolis, 
Pub Date 69 
Note—159p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Developmen- 
tal Reading, *Reading Instruction, * 
Grades 
GRADES OR AGES: Grades 7-12. SUBJECT 
MATTER: Developmental reading. ORGANIZA- 
TION AND PHYSICAL APPEARANCE: The 
guide is divided into nine short chapters and 
several appendixes. It is offset printed and edition 
bound with a paper cover. OBJECTIVES AND 
ACTIVITIES: No objectives are mentioned. 
General guidelines are given for planning activi- 
ties to develop reading skills and for activities in 
specific content fields. An appendix contains a 
sequential outline of reading skills for develop- 
mental reading. INSTRUCTIONAL MATERI- 
ALS: The appendixes contain annotated lists of 
teacher references, textbooks, workbooks, films 
and filmstrips, and mechanical teaching aids. 
STUDENT ASSESSMENT: The guide suggests 
appropriate methods for evaluating students. It 


short list of related activities for each topic. IN- 
STRUCTIONAL MATERIALS: An _ appendix 
contains a short annotated bibliography of books, 
—, and periodicals, and a list of sources 
of films, filmstrips, records, and tapes. STUDENT 
ASSESSMENT: A short list of possible evaluation 
methods is included. (RT) 


ED 051 176 SP 007 231 

Curriculum Guide to Social Studies, Grades 4-6. 

Indiana State Office of the State Superintendent 
of Public Instruction, Indianapolis. 

Pub Date [69] 

Note—89p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Curriculum Guides, *Elementary 
Grades, Grade 4, Grade 5, Grade 6, *Social 


Studies 
GRADES OR AGES: Grades 4-6. SUBJECT 
MATTER: Social studies. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into three sections--one for each grade-- 
each of which contains 5-10 units. All units are in 
list form. The guide is offset printed and staple- 
bound with a paper cover. OBJECTIVES AND 
ACTIVITIES: An introductory section briefly lists 
conceptual and attitudinal objectives. It includes 
a detailed list of skill objectives. Each unit con- 
tains a content outline, a list of generalizations to 
be developed through discussion, and a list of 
“refl questions” for students. Some units 





emphasizes standardized tests. Lists of . 
cially available texts for diagnosis and evaluation 
and a list of test publishers are included. (RT) 


ED 051 174 SP 007 229 
Curriculum Guide in Reading. Remedial Reading, 
Grades 3-12. 
Indiana State Office of the State Superintendent 
of Public Instruction, Indianapolis. 
Pub Date 69 
Note—116p.; Second Edition 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
Grades, *Reading Instruction, *Remedial Read- 
ing, *Secondary Grades 
GRADES OR AGES: Grades 3-12. SUBJECT 
MATTER: Remedial reading. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into several straight-text chapters. It is 
offset printed and edition-bound with a pape 
cover. OBJECTIVES AND ACTIVITIES: General 
objectives for the program are outlined in the 
first ch q chapters present a plan 
for organizing a summer program for students at 
three different ability levels and list numerous ac- 
tivities under four categories-basic reading skills, 
work attack skills, comprehension and leisure 
reading, and study skills and content reading. 
Sample lessons in basic reading skills at the pri- 
mary and secondary level are included. IN- 
STRUCTIONAL MATERIALS: Appendixes con- 
tain a bibliography of teacher references and a 
list of materials and equipment, which includes 
books, workbooks, mechanical devices, 
magazines, filmstrips, and programed materials. 
Appropriate reading level is indicated for most 
materials listed. STUDENT ASSESSMENT: 
Detailed guidelines for diagnosing a student's 
reading level and evaluating his progress are 
presented. Sample forms are included. An appen- 
dix contains an annotated list of standardized 
tests. (RT) 


ED 051 175 SP 007 230 
Curriculum Guide in Social Studies, Grades K-3. 
Indiana State Office of the State Superintendent 
of Public Instruction, Indianapolis. 
Pub Date [69] 
Note—68p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, Grade 1, 
Grade 2, Grade 3, *Kindergarten, *Primary 
Grades, *Social Studies 
GRADES OR AGES: K-3. SUBJECT 
MATTER: Social studies. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into four sections, one for each grade. 
Each section is further subdivided into several 
units. All sections are in list form. The guide is 
offset printed and staple-bound with a paper 
cover. OBJECTIVES AND ACTIVITIES: General 
objectives for the program are outlined in an in- 
troductory section. Specific objectives are listed 
at the beginning of each unit. These objectives in- 
clude skills, concepts, and attitudes. This list is 
followed by a content outline of topics and sub- 
topics. About half of the units also include a 





also contain lists of suggested activities. IN- 
STRUCTIONAL MATERIALS: Each section in- 
cludes a list of teacher references, student 
references, films, filmstrips, and recordings. STU- 
DENT ASSESSMENT: A categorized list of 
methods for evaluating acquisition of concepts, 
attitudes, and skills is included. (RT) 


ED 051 177 SP 007 232 
Guidelines for the Construction of a Course of 
in Art for Public Schools of Indiana. 
Indiana State Office of the State Superintendent 
of Public Instruction, Indianapolis. 
Pub Date 69 
Note—52p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Art Education, *Curriculum 
Guides, *Elementary Grades, *Kindergarten, 
*Secondary Grades 
GRADES OR AGES: K-12. SUBJECT 
MATTER: Art. ORGANIZATION AND PHYSI- 
CAL APPEARANCE: The guide is divided into 
numerous short, straight-text chapters inter- 
spersed with charts and lists. It is offset printed 
and staple-bound with a paper cover. OBJEC- 
TIVES AND ACTIVITIES: The major portion of 
the guide is devoted to detailed guidelines for 
developing specific behavioral objectives from 
general statements of goals. Sample charts list 
behavioral objectives and some related activities 
for different aspects of art at four different levels- 
-primary grades, intermediate grades, junior high, 
and high school. Objectives and activities listed 
are intended to be suggestive, not comprehensive. 
INSTRUCTIONAL MATERIALS: It is suggested 
that teachers compile a list of locally available 
materials. Bibliographies published by the Na- 
tional Art Education Association are also recom- 
mended. STUDENT ASSESSMENT: It is sug- 
gested that behavioral objectives developed for 
the course be used in evaluation, with progress 
rather than absolute achievement being the 
criterion. (RT) 


ED 051 178 SP 007 241 

K-12 Mathematics Curriculum Guide. 

Reading Community Schools, Ohio. 

Pub Date 68 

Note—210p. 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—*Curriculum Guides, *Elementary 
Grades, Grade 1, Grade 2, Grade 3, Grade 4, 
Grade 5, Grade 6, Grade 7, Grade 8, Grade 9, 
Grade 10, Grade 11, Grade 12, Intermediate 
Grades, *Kindergarten, *Mathematics, *Secon- 
dary Grades 

GRADES OR AGES: K-12. SUBJECT 

MATTER: Mathematics. ORGANIZATION AND 

PHYSICAL APPEARANCE: The guide is divided 

into three sections, one each for elementary 

grades, middle grades, and high school. Each sec- 

tion is further subdivided by grade level. Sections 

are laid out in four columns across two 

Column headings are concepts, teaching methods 

and learning activities, resources, and evaluation. 

The guide is mimeographed and loose-leaf bound 


with a soft cover. OBJECTIVES AND ACTIVI. 
TIES: General objectives are outlined in an in. 
troductory section. Suggested activities are corre. 
lated with specific mathematical concepts and 
ped objectives. Most of the activities in mid. 
and school consist of working 
po in textbooks. INSTRUCTIONAL 
MATERIALS: Material needed for an activity are 
listed with the activity description. Most materials 
Se etree, seca atten ee 
references in textbooks. STUDENT AS. 
SESSMENT: Suggestions for evaluation accom- 
pany each group of activities correlated with a 
concept--usually teacher observation in the lower 
grades and teacher-developed and _ textbook 
quizzes in the upper grades. (RT) 


ED 051 179 

K-12 Science Curriculum Guide. 

Reading Community Schools, Ohio. 

Pub Date 68 

Note—302p. 

EDRS Price MF-$0.65 HC-$13.16 

Descriptors—Biology, Chemistry, Curriculum, 
*Curriculum Guides, Earth Science, *Elemen- 
tary Grades, Elementary School Science, Grade 
1, Grade 2, Grade 3, Grade 4, Grade 5, Grade 
6, Grade 7, Grade 8, Grade 9, Grade 10, 


SP 007 242 


Grade 11, Grade 12, Intermediate Grades, 
*Kindergarten, Physics, *Science Curriculum, 
* Grades 


GRADES OR AGES: K-12. SUBJECT 
MATTER: Science. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into three sections, one each for elementary 
grades, middle grades, and high school. The first 
two sections are further subdivided by grade level 
and the last section is subdivided by course. Sec- 
tions are laid out in four columns across two 
pages. Column headings are concepts, teaching 
methods and learning activities, resources, and 
evaluation. The guide is mimeographed and 
loose-leaf bound with a soft cover. OBJECTIVES 
AND ACTIVITIES: General objectives are out- 
lined in an introductory section. Suggested activi- 
ties are correlated with specific scientific con- 
cepts and specific objectives. Activities include 
reading, laboratory experiments, lectures by out- 
side experts, field trips, and independent projects. 
INSTRUCTIONAL MATERIALS: Materials 
needed for an activity are listed with the activity 
description. The lists include both print and au- 
diovisual materials. Textbooks used in the middle 

grades are listed at the beginning of the section. 
STUDENT ASSESSMENT: Suggestions for 
evaluation accompany each group of activities 
correlated with a concept--usually teacher obser- 
vation in the lower grades and teacher-developed 
and textbook quizzes and exams in the upper 
grades. (RT) 


ED 051 180 SP 007 243 
K-12 Social Studies Curriculum Guide. 
Reading Community Schools, Ohio. 
Pub Date 68 
Note—170p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—American Government (Course), 
American History, Civics, *Curriculum Guides, 
Economics, *Elementary Grades, Grade |, 
Grade 2, Grade 3, Grade 4, Grade 5, Grade 6, 
Grade 7, Grade 8, Grade 9, Grade 10, Grade 
11, Grade 12, Intermediate Grades, *Kin- 
dergarten, Psychology, *Secondary Grades, 
*Social Studies, Sociology, World Geography, 
World History, World Problems 
GRADES OR AGES: K-12. SUBJECT 
MATTER: Social studies. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into three sections, one each for elemen- 
tary grades, middle grades, and high school. The 
first two sections are further subdivided by grade 
level and the last section is subdivided by course. 
Sections are laid out in four columns across two 
pages. Column headings are concepts, teaching 
methods and learning activities, resources, and 
evaluation. The guide is mimeographed and 
loose-leaf bound with a soft cover. OBJECTIVES 
AND ACTIVITIES: General objectives are out- 
lined in an introductory section. Suggested activi- 
ties are correlated with specific concepts and ob- 
jectives. Activities include reading, discussion, 
map study, oral reports, independent projects, 
lectures by outside experts, and field trips. IN- 
STRUCTIONAL MATERIALS: Materials needed 
for an activity are listed with the activity descrip- 
tion. Lists include both print and audiovisual 
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. STUDENT ASSESSMENT: Suggestions 
for evaluation accompany each group of activities 
correlated with a concept--usually teacher obser- 
vation in the lower grades and teacher-developed 
tests and research papers in the upper grades. 
(RT) 

ED 051 181 SP 007 244 


K-12 English Language Arts Curriculum Guide. 
Pub wie 68 
EDRS oe MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
Grades, Grade 1, Grade 2, Grade 3, Grade 4, 
Grade 5, Grade 6, Grade 7, Grade 8, Grade 9, 
Grade 10, Grade 11, Grade 12, Intermediate 
Grades, ‘*Kindergarten, ‘*Language Arts, 
Literature Appreciation, *Secondary Grades 
GRADES OR AGES: K-12. SUBJECT 
MATTER: Language arts. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into three sections, one each for elemen- 
tary grades, middle grades, and high school. Each 
section is further subdivided by grade level. Sec- 
tions are laid out in four columns across two 
pages. Column headings are concepts, teaching 
methods and learning activities, resources, and 
evaluation. The guide is mimeographed and 
loose-leaf bound with a soft cover. OBJECTIVES 
AND ACTIVITIES: General objectives are out- 
lined in an introductory section. Suggested activi- 
ties are correlated with specific concepts and ob- 
jectives. Activities include reading, discussion, 
writing, work and spelling games, grammar exer- 
cises, oral reports, and independent projects. IN- 
STRUCTIONAL MATERIALS: Materials needed 
for an activity are listed with the activity descrip- 
tion. The lists include both print and audiovisual 
materials. In addition, a list of resource materials 
available in the middle school learning center is 
included at the end of the second section. STU- 
DENT ASSESSMENT: Suggestions for evaluation 
accompany each group of activities correlated 
with a concept--usually teacher observation in the 
lower grades and teacher-developed tests and 
papers in the upper grades. (RT) 


ED 051 182 SP 007 245 
K-12 Unified and Fine Arts Curriculum Guide. 
Reading Community Schools, Ohio. 
Pub Date 68 
Note—93p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Art Education, *Curriculum 
Guides, ‘*Elementary Grades, Intermediate 
Grades, Kindergarten, *Music Education, 
*Secondary Grades 
GRADES OR AGES/ K-12 and K-8. SUBJECT 
MATTER: Art and music. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into two sections, one each for art and 
music. The art section is further subdivided into 
three parts, one each for elementary grades, mid- 
dle grades, and high school. The first and third 
parts of the art section and the entire music sec- 
tion are laid out in four columns across two 
pages. Column headings are concepts, teaching 
methods and learning activities, resources, and 
expected outcomes. The guide is mimeographed 
and loose-leaf bound with a soft cover. OBJEC- 
TIVES AND ACTIVITIES: A philosophy and 
general objectives are outlined in an introductory 
section. Suggested activities are correlated with 
specific concepts and objectives. The section on 
art for the middle grades contains a very short 
outline of a program called “Unified Arts” which 
is divided into three phases: orientation, pre-inde- 
pendence, and independence. The program 
guides students gradually into performing inde- 
pendent art work on a contractual basis. IN- 
STRUCTIONAL MATERIALS: Materials needed 
for an activity are either listed with or implied in 
the activity description. In addition the music sec- 
tion contains a brief list of resources--textbooks, 


records, and equipment. STUDENT ASSESS- 
MENT: No mention. (RT) 


ED 051 183 SP 007 246 
K-12 Health and Physical Education Curriculum 


Reading Community Schools, Ohio. 

Pub Date 68 

Note—107p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, *Elementary 
Grades, *Health Education, Intermediate 
Grades, Kindergarten, *Physical Education, 
*Secondary Grades 


GRADES OR AGES: K-12. SUBJECT 
MATTER: Health and physical education. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The guide is divided into four sec- 
tions: 1) physical and health educati 
ry; 2) physical and health education--middle; 3) 
physica! education games--middle school and high 
school; and 4) health education—-high school. 
Each section is laid out in four columns across 
two pages. Column headings are pes 
teaching methods and learning 
resources and evaluation. The guide is prs 
raphed and loose-leaf bound with a soft cover. 
OBJECTIVES AND ACTIVITIES: General objec- 
tives are outlined in an introductory section. Sug- 
gested activities are correlated with specific con- 
cepts and objectives. Health activities are 
described in some detail, but physical education 
activities are merely listed. The health curriculum 
outlined is not a separate course, but is intended 
to be integrated into science, physical education, 
and home economics instruction. INSTRUC- 
TIONAL MATERIALS: Materials listed are both 
printed and audiovisual; there is no indication of 
equipment needed for physical education activi- 
ties. STUDENT ASSESSMENT: Suggestions for 
evaluation accompany most groups of activities. 
These suggestions include teacher-developed oral 
and written tests and performance tests. (RT) 


ED 051 184 SP 007 248 
Trottier, Lillian 
Curriculum Guide for French, Grades 6-12. 
Whitefish Bay Public Schools, Wisc. 
Pub Date Aug 69 
Note—48p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *French, 
*French Literature, Grade 6, Grade 7, Grade 
8, Grade 9, Grade 10, Grade 11, Grade 12, 
*Secondary Grades 
GRADES OR AGES: Grades 6-12. SUBJECT 
MATTER: French language, literature, and 
civilization. ORGANIZATION AND PHYSICAL 
APPEARANCE: The guide is divided into seven 
sections, one for each grade. Each section is in 
list form. It is mimeographed and spiral bound 
with a paper cover. OBJECTIVES AND ACTIVI- 
TIES: Each section lists several general objectives 
and outlines the content of the course. Sug- 
gestions for activities are very general, with the 
exception of the section for grade 6 which breaks 
down the course into small units and lists specific 
activities for each unit. Suggestions for timing 
various parts of the courses are included. IN- 
STRUCTIONAL MATERIALS: Each section lists 
materials, usually textbooks, to be used in the 
course. The more advanced sections include lists 
of specific editions of literary works to be stu- 
died. STUDENT ASSESSMENT: Suggestions for 
evaluation in each section emphasize the frequent 
use of short quizzes, both written and oral. (RT) 


ED 051 185 SP 007 249 





Other Topics Related to Elementary School 
Mathematics. 
Wisconsin State Dept. of Public Instruction, 
Madison. 
Note—58p.; Bulletin No. 141 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Elementary 
Grades, *Elementary School Mathematics, 
Grade 1, Grade 2, Grade 3, Grade 4, Grade 5, 
Grade 6, *Kindergarten, *Mathematics Cur- 
riculum 
GRADES OR AGES: K-6. SUBJECT 
MATTER: Mathematics. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into several chapters. The central and longest 
chapter, which outlines course content, is further 
subdivided into 15 units, one for each of 15 con- 
tent objectives. This chapter is in list form. The 
guide is offset printed and staple-bound with a 
paper cover. OBJECTIVES AND ACTIVITIES: 
The central chapter lists 15 mathematical con- 
cepts such as numeration systems, ratio and pro- 
portion, size and shape, or measurement. A list of 
related behavioral objectives for each concept at 
each grade level is then presented. No specific 
activities are mentioned, although one short 
chapter gives general guidelines on developing 
problem-solving situations. INSTRUCTIONAL 
MATERIALS: A short bibliography lists several 
references for each chapter. STUDENT ASSESS- 
MENT: A chapter on evaluation and testing gives 
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guidelines for developing tests and choosing ap- 
propriate methods for different grade levels. (RT) 


ED 051 186 SP 007 250 
Henderson, George L. And Others 


matics. 
Wisconsin State Dept. of Public Instruction, 
Madison. 
Note—44p.; Bulletin No. 186 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Grade 6, 
*Grade 7, *Grade 8, *Mathematics Curriculum 
GRADES OR AGES: Grades 6-8. SUBJECT 
MATTER: Mathematics. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into three chapters. The central and longest 
chapter, which outlines course content, is further 
subdivided into = haere. one for each of 17 con- 
tent bjecti pter is in list form. The 
guide is offset printed and staple-bound with a 
paper cover. OBJECTIVES AND ACTIVITIES: 
The central chapter lists 17 mathematical con- 
cepts such as numeration systems, ratio and pro- 
portion, size shape, measurement, and 
Statistics and probability. A list of related 
behavioral objectives for each concept at each 
grade level is then presented. A “summary” list 
for grades K-S5 is also included. No specific activi- 
ties are mentioned, although one chapter gives 
general guidelines on developing problem-solving 
situations. INSTRUCTIONAL MATERIALS: No 
mention. STUDENT ASSESSMENT: Readers are 
referred to the guide for grades K-6 (SP 007 
249). (RT) 


ED 051 187 SP 007 251 
Ayers, ot And Others 
Driver and Traffic Safety Education. Program 


Guide. 
South Carolina State Dept. of Education, Colum- 
bia. 
Pub Date [68] 
Note—43p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Driver Edu- 
cation, *Secondary Grades, Traffic Safety 
GRADES OR AGES: Secondary level. SUB- 
JECT MATTER: Driver education. ORGANIZA- 
TION AND PHYSICAL APPEARANCE: Most of 
the guide is divided into short sections of less 
than one page. An index to the sections is pro- 
vided at the beginning of the guide. A two-page 
section on course content for classroom instruc- 
tion is laid out in two columns, one for objectives 
and one for content. The guide is offset printed 
and edition-bound with a soft cover. OBJEC- 
TIVES AND ACTIVITIES: General objectives for 
the course are outlined in an introductory sec- 
tion. The section on course content correlates ob- 
jectives with general activity descriptions. Sug- 
gestions are also made for scheduling, timing, and 
credits and for incorporating televised instruction, 
simulation, and on-the-road practice into the 
course. INSTRUCTIONAL MATERIALS: The 
guide includes ample forms such as letters to 
parents and agreements with makers of dual-con- 
trol cars and insurance companies. It also con- 
tains a brief bibliography and lists of informa- 
tional bulletins available from the AAA and 
sources of audiovisual materials. STUDENT AS- 
SESSMENT: No mention. (RT) 


ED 051 188 SP 007 252 
= for Teaching Physical Education, Grades 7- 
12. 
South Carolina State Dept. of Education, Colum- 
bia. 
Pub Date 69 
Note—227p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Curriculum Guides, Grade 7, 
Grade 8, Grade 9, Grade 10, Grade 11, Grade 
12, *Physical Education, *Secondary Grades 
GRADES OR AGES: Grades 7-12. SUBJECT 
MATTER: Physical educution, including team 
sports, stunts, tumbling and gymnastics, track and 
field, swimming, individual and dual sports, physi- 
cal education for the handicapped, outdoor edu- 
cation, and rhythmic activities. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into 16 chapters, each of which is straight 
text interspersed with extensive diagrams and il- 
lustrations. It is offset printed and perfect bourd 
with a paper cover. OBJECTIVES AND ACTIVI- 








124 Document Resumes 


TIES: The first three chapters develop a 
philosophy of physical education and outline 
general objectives. The major portion of the 
guide consists of detailed descriptions for activi- 
ties in the above-mentioned categories. Most of 
these descriptions are accompanied by lists of 
teaching suggestions and suggested safety precau- 
tions. A separate chapter on administration gives 
suggestions for time allotments for boys and girls 
at each grade level. INSTRUCTIONAL 
MATERIALS: Appendixes contain a bibliog- 
raphy, a list of sources for records and au- 
diovisual aids, record forms, diagrams on utiliza- 
tion of facilities, and lists of equipment and sup- 
plies needed. STUDENT ASSESSMENT: A 
chapter on evaluation describes types of tests, 
both written and performance, and ways of using 
them. An appendix describes nine standardized 
tests and indicates their availability. (RT) 


ED 051 189 SP 007 253 

Child, Toni, Ed. 

Planning the Elementary Music Curriculum. 
Grades K-6. 

South Carolina State Dept. of Education, Colum- 


bia. 
Pub Date [69] 
Note—37p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Elementary 

Grades, *Kindergarten, *Musical Instruments, 

*Music Education, Vocal Music 

GRADES OR AGES: K-6. SUBJECT 
MATTER: General and instrumental music. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The guide is divided into 16 short 
chapters and several appendixes. Each of these is 
straight text interspersed with illustrations. The 
guide is offset printed and staple bound with a 
paper cover. OBJECTIVES AND ACTIVITIES: 
A philosophy of music education and accompany- 
ing general and specific objectives are developed 
in the first four chapters. Subsequent chapters 
contain general suggestions for activities. Activi- 
ties in the field of instrumental music are divided 
into three sequential levels of increasing difficul- 
ty. INSTRUCTIONAL MATERIALS: The guide 
contains 1) a list of recommended equipment and 
materials for general music, 2) a list of sources of 
classroom instruments and catalogs, 3) a list of 
sources of musical recordings; 4) a list of recom- 
mended music books for children, and 5) a par- 
tial listing of music publishers. STUDENT AS- 
SESSMENT: No mention. (RT) 


ED 051 190 
Child, Toni, Ed. 
Guide for Teaching Kindergarten. 
South Carolina State Dept. of Education, Colum- 
bia. 
Pub Date [69] 
Note—43p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Art Education, *Curriculum Guides, 
Health Education, *Kindergarten, Language 
Arts, Music Education, Number Concepts, 
Physical Education, Reading, Science Educa- 
tion, Social Studies, Speech Skills, Writing 
Skills 
GRADES OR AGES: Kindergarten. SUBJECT 
MATTER: General; includes sections on language 
arts, writing, speaking, reading, number relation- 
ships, social studies, health and safety, art, 
science, music, and physical education. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The guide is divided into 23 short 
sections, each of which is straight text inter- 
spersed with illustrations. It is offset printed and 
staple-bound with a paper cover. OBJECTIVES 
AND ACTIVITIES: Each section on curriculum 
content gives general guidelines for activities 
based on the developmental characteristics of 
kindergarten children and then lists several types 
of activities. Introductory sections list general ob- 
jectives and give suggestions on planning and 
scheduling. INSTRUCTIONAL MATERIALS: 
The guide contains a six-page categorized list of 
equipment and supplies needed and a bibliog- 
raphy of references for the teacher. STUDENT 
ASSESSMENT: A short section on evaluation 
suggests that teachers develop checklists related 
to program goals and use them in daily observa- 
tion. Anecdotal records are also considered use- 
ful. (RT) 
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ED 051 191 SP 007 255 
Child, Toni, Ed. 
Teaching Reading in South Carolina Secondary 
Schools. Curriculum Guide. 
South Carolina State Dept. of Education, Colum- 
bia. is 
Pub Date [68] 
Note—136p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Reading In- 
struction, *Secondary Grades 
GRADES OR AGES: Secondary grades. SUB- 
JECT MATTER: Reading. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into ten chapters and several appendixes, 
each of which is straight text interspersed with 
photographs and illustrations. It is offset printed 
and perfect-bound with a paper cover. OBJEC- 
TIVES AND ACTIVITIES: The first three chap- 
ters outline a philosophy of reading instruction 
and develop related objectives. Five chapters sug- 
gest general types of activities, with some specific 
examples, for basic reading skills and reading in 
the content areas. These chapters also present 
suggestions for planning a comprehensive pro- 
gram, including instructional and organizational 
practices, responsibilities of personnel, and stu- 
dent motivation. INSTRUCTIONAL MATERI- 
ALS: One chapter presents guidelines for select- 
ing, developing, and using instructional materials. 
Appendixes contain extensive lists of materials, 
both print and non-print. STUDENT ASSESS- 
MENT: One chapter gives general guidelines for 
student evaluation, including methods of using 
jardized tests and ways to evaluate the disad- 
vantaged. Appendixes contain samples of several 
reading tests and questionnaires and an extensive 
list of standardized tests and other evaluation 
materials. (RT) 


ED 051 192 SP 007 256 

Help for Children with Speech and Hearing 
Problems. A Handbook for Teachers and 
Parents. 

South Carolina State Dept. of Education, Colum- 


ja. 

Pub Date 68 
Note—78p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Primary 

Grades, *Speech Curriculum, *Speech Han- 

dicapped, *Speech Therapy 

GRADES OR AGES: Primary grades. SUB- 
JECT MATTER: Remedial speech instruction. 
ORGANIZATION AND _ PHYSICAL  AP- 
PEARANCE: The guide is divided into six units 
and several appendixes, each of which is straight 
text interspersed with illustrations. It is offset 
printed and spiral-bound with a paper cover. OB- 
JECTIVES AND ACTIVITIES: The objective of 
the guide, as stated in the introduction, is to pro- 
vide supplementary speech therapy for children 
whose speech “though not defective, is not 
good.” Three units give specific suggestions for 
relaxation exercises, exercises for various parts of 
the speech mechanism, and drill materials for 
practice in producing consonant sounds. IN- 
STRUCTIONAL MATERIALS: Unit 5 lists typi- 
cal symptoms of several types of serious speech 
defects; unit 6 lists hearing and speech services in 
South Carolina; and several appendixes list books 
and articles, categorized by the type of speech 
defect involved. STUDENT ASSESSMENT: No 
mention. (RT) 


ED 051 193 SP 007 257 
Child, Toni, Ed. 


Arts and Crafts for Use with Mentally Retarded 


Students. 
South Carolina State Dept. of Education, Colum- 
bia. 
Pub Date 66 
Note—107p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Art Education, *Curriculum 
Guides, *Handicrafts, *Mentally Handicapped, 
*Retarded Children 
GRADES OR AGES: Mentally retarded chil- 
dren of any age. SUBJECT MATTER: Arts and 
crafts. ORGANIZATION AND PHYSICAL AP- 
PEARANCE: The guide is divided into sections 
according to the material to be used. Section 
headings are: Paper, Fabrics, Wood, Metal, Na- 
ture, Miscellaneous, and Painting. Each section is 
laid out in three parallel columns, one each for 
project illustration, materials, and procedure. The 


guide is offset printed and spiral bound with 
paper cover. OBJECTIVES AND ACTIVITIEs;: 
Introductory sections outline a brief philosophy 
of art education for the mentally retarded and 
develop related general and specific objectives, 
Projects in each section are in order of increasing 
difficulty; no age or grade level is specified. Each 
project description includes a detailed outline of 
procedures to follow. INSTRUCTIONAL 
MATERIALS: A list of materials needed and an 
illustration of the finished product accompanies 
each project description. In addition, a short ap. 
pendix contains recipes for making different types 
of paint, clay, and modeling dough. STUDENT 
ASSESSMENT: No mention. (RT) 


ED 051 194 
Physical Education in 


SP 007 258 
y Elementary 


Schools. 
Kentucky State Dept. of Education, Frankfort. 
Pub Date 68 
Note—122p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 

Grades, Grade 1, Grade 2, Grade 3, Grade 4, 

Grade 5, Grade 6, *Kindergarten, *Physical 

Education 

GRADES OR AGES: K-6. SUBJECT 
MATTER: Physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into ten chapters. Chapter headings are: 
1) Program Foundations; 2) Administration of 
the Program; 3) Facilities, Equipment and Sup- 
plies; 4) Organizing the Program; 5) Implement- 
ing the Program; 6) The Ingredients--The Pro- 
gram; 7) Evaluation; 8) Movement Exploration; 
9) Physical Education for the Atypical; and 10) 
Special Events. The guide is offset printed and 
perfect-bound with a paper cover. OBJECTIVES 
AND ACTIVITIES: General objectives for the 
program are listed in chapter 1. Suggestions for 
activities include both general and specific 
descriptions. A sample daily, weekly, and 
monthly activity chart is presented for each 
grade. Suggestions for teaching methods and 
guidelines for adapting activities for children of 
different ages are included. INSTRUCTIONAL 
MATERIALS: The guide contains a detailed list 
of facilities and equipment needed for primary 
and intermediate levels. In addition, an appendix 
contains a bibliography and a list of sources for 
audiovisual materials. STUDENT ASSESSMENT: 
General guidelines for evaluation and lists of 
specific skills students should possess at the pri- 
mary and intermediate levels are presented in 
chapter 7. An appendix contains sample physical 
fitness tests. (RT) 


ED 051 195 SP 007 259 
Oral Communications in Kentucky Schools. 
Kentucky State Dept. of Education, Frankfort. 
Pub Date 68 
Note—99p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, _Diction, 
Drama, Interpretive Reading, *Oral Communi- 
cation, Public Speaking, Radio, *Secondary 
Grades, *Speech Curriculum, Television 
GRADES OR AGES: Secondary grades. SUB- 
JECT MATTER: Oral communications. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The central portion of the guide is 
divided into five units: public speaking, voice and 
diction, drama, oral interpretation, and radio- 
television. Each unit is in straight text or list 
form. The guide is offset printed and perfect- 
bound with a paper cover. OBJECTIVES AND 
ACTIVITIES: General objectives are developed 
in an introductory section which outlines the his- 
tory, present status, and role of the oral commu- 
nications program. Specific objectives are listed 
in each unit. Activities listed in each unit are cor- 
related with one or more specific objectives. IN- 
STRUCTIONAL MATERIALS: Each unit con- 
tains a short list of references related to that unit. 
In addition, an appendix contains annotated lists 
of teacher and student references. STUDENT 
ASSESSMENT: No mention. (RT) 


ED 051 196 

Martin, Marjorie And Others 

Course of Study for Family Life Education. 

Portland Public Schools, Conn. 

Note—54p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Curriculum Guides, *Elementary 
Grades, *Family Life Education, Grade 1, 


SP 007 260 
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Grade 2, Grade 3, Grade 4, Grade 5, Grade 6, 
Grade 7, Grade 8, Grade 9, Grade 10, Grade 
11, Grade 12, *Kindergarten, *Secondary 
Grades, Sex Education 
GRADES OR AGES: K-12. SUBJECT 
MATTER: Family life education, ORGANIZA- 
TION AND PHYSICAL APPEARANCE: The 
is divided into three sections, one each for 
CS hd 7-8, and 9-12. These sections are 
further subdivided into units, one for each grade. 
Each section is in list form. The guide is mimeog- 
with a paper cover. OBJECTIVES AND 
ACTIVITIES: Each unit begins with a list of 
several objectives, ' which usually involve develop- 
ing an unde ig Or appreciation of certain 
concepts. These _ followed by an outline of 
course content. No specific activities are sug- 
gested. INSTRUCTIONAL MATERIALS: Each 
section contains an extensive annotated list of 
curriculum materials, with emphasis on films and 
other audiovisual materials. There is also a short 
vocabulary list at the end of each unit. STU- 
DENT ASSESSMENT: No mention. (RT) 


ED 051 197 SP 007 261 
Physical Education, Grades K-8. 
Portland Public Schools, Conn. 
Note—12I1p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
Grades, Grade 1, Grade 2, Grade 3, Grade 4, 
Grade 5, Grade 6, Grade 7, Grade 8, *Inter- 
mediate Grades, *Kindergarten, *Physical Edu- 
cation 
GRADES OR AGES: K-8. SUBJECT 
MATTER: Physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into two parts, one each for grades K-4 
and 5-8, each with the same format. The guide is 
xeroxed and spiral bound with a paper cover. 
OBJECTIVES AND ACTIVITIES: General objec- 
tives for physical education are developed in the 
introduction. In addition, there is an extensive list 
of objectives for each grade level, which includes 
both concepts and skills. A general structure of 
activities for each grade level is developed from a 
list of typical characteristics of children at each 
grade level. Charts suggest time allotments for 
each type of activity at each grade level and 
present an ideal plan for organizing the year’s ac- 
tivity at each grade level. INSTRUCTIONAL 
MATERIALS: No mention. STUDENT ASSESS- 
MENT: No mention. (RT) 


ED 051 198 SP 007 263 
Smoking and Health Guide for Elementary and 
Schools. 


Secondary 
Washington Office of the State Superintendent of 

Public Instruction, Olympia. 
Pub Date 69 
Note—89p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Health Edu- 

cation, ‘*Intermediate Grades, *Secondary 

Grades, *Smoking 

GRADES OR AGES: Grades 4-12. SUBJECT 
MATTER: Smoking. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is divided 
into three sections, one each for intermediate 
grades, junior high school, and senior high 
school. Each section is further divided into units 
organized around “conceptual statements.”’ Units 
ave laid out in four columns across two pages. 
Column headings are “objectives,” “outline of 
content,” “sample learning experiences,” and 
“resources.” The guide is mimeographed and 
spiral-bound with a paper cover. OBJECTIVES 
AND ACTIVITIES: Objectives listed for each 
unit are both behavioral and attitudinal. Corre- 
lated with each list of objectives is a wide variety 
of specific suggestions for activities. In addition, 
an appendix contains descriptions of five labora- 
tory experiments which illustrate the properties 
and effects of cigarette ingredients. INSTRUC- 
TIONAL MATERIALS: Each unit contains a list 
of both print and audiovisual materials to be used 
in conjunction with activities in the unit. The ap- 
pendix includes a 14-page list of books, periodi- 
cals, pamphlets, posters, films, filmstrips, slides, 
and guides. STUDENT ASSESSMENT: The ap- 
pendix contains a sample test for intermediate 
grade students. (RT) 


ED 051 199 SP 007 266 

pee Education, Kindergarten Through Grade 
ven. 

Virginia _ Dept. of Education, Richmond. 

Pub Date 


Note—375p. 
EDRS Price MF-$0.65 HC-$13.16 
Descriptors—*Curriculum Guides, *Dance, *Ele- 
mentary School Curriculum, *Games, Grade 1, 
Grade 2, Grade 3, Grade 4, Grade 5, Grade 6, 
Grade 7, Kindergarten, *Physical Education 
GRADE OR AGES: K-7. SUBJECT MATTER: 
Physical education. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide is in five 
parts: 1) “The Place of Physical Education in the 
Elementary School”; 2) “Developing the Physical 
Education Offering”; 3) “Analysis of Skills”; 4) 
“Physical Education Activities”; and 5) “Related 
and Supplementary Materials.” The guide is 
printed, illustrated with photographs, and edition 
bound with a soft cover. OBJECTIVES AND AC- 
TIVITIES: The objectives for the program are 
listed at the beginning of part two. Activities are 
given for primary, middle, and upper elementary 
grades, subdivided into rhythms, games, game 
skill tests, stunts, relays, and, for upper grades 
only, calisthenics. Very precise details, including 
diagrams where necessary, are given for each ac- 
tivity, and there is an extensive bibliography of 
books and records. STUDENT ASSESSMENT: 
Suggested tests are included for the game skills, 
but not for the other activities. (MBM) 


ED 051 200 SP 007 267 
Mathematics Guide, K-7. 
Virginia State Dept. of Education, Richmond. 
Pub Date 68 
Note— 189p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
School Curriculum, ‘Elementary School 
Mathematics, Grade 1, Grade 2, Grade 3, 
Grade 4, Grade 5, Grade 6, Grade 7, Kin- 
dergarten, *Mathematics 
GRADES OR AGES: Grades K-7. SUBJECT 
MATTER: Mathematics. ORGANIZATION AND 
PHYSICAL APPEARANCE: The main section of 
the guide entitled “Mathematical Strands with 
Teaching Suggestions” has the following subsec- 
tions: 1) sets and numbers, 2) numeration, 3) 
operations on whole numbers, 4) rational num- 
bers, 5) geometry, and 6) measurement. Other 
chapters deal with problem solving and program 
objectives. The guide is printed and edition 
bound with a soft cover. OBJECTIVES AND AC- 
TIVITIES: Objectives are listed for each grade 
under the six subsection headings. Activities are 
described in detail in the main section of the 
guide. INSTRUCTIONAL MATERIALS: None 
are listed. STUDENT ASSESSMENT: No special 
provision is made for evaluation. (MBM) 


ED 051 201 SP 007 268 
Elementary School Economics: A Guide for 
Teachers (Revised). 
Virginia State Dept. of Education, Richmond. 
Pub Date 67 
Note—17Ip. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Economics, 
*Elementary School Curriculum, Grade 1, 
Grade 2, Grade $, Grade 4, Grade 5, Grade 6, 
Grade 7, Kindergarten, *Money Systems, 
*Productivity 
GRADES OR AGES: Grades K-7. SUBJECT 
MATTER: Elementary school economics. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The guide has a_ preliminary 
chapter on economic understandings and a 
chapter for each grade. Each chapter has eight 
subdivisions: 1) natural resources, 2) human 
resources; 3) production of goods and services, 
4) distribution of goods and services, 5) con- 
sumption of goods and utilization of services, 6) 
money, 7) taxes, and 8) free enterprise economy. 
The material is presented in three columns-- 
economic understanding, suggested learning ex- 
periences, and suggested resources. The guide is 
printed and perfect bound with a soft cover. OB- 
JECTIVES AND ACTIVITIES: Objectives are 
listed for each grade in the economic understand- 
ing column. Detailed activities are included in the 
column for su learning experiences. IN- 
STRUCTIONAL MATERIALS: Details of books, 
films, other materials, and resource persons are 
given in the column on suggested resources. 
There is also a short bibliography of professional 
books for the teacher. STUDENT ASSESS- 
MENT: No provision is made for evaluation. 
(MBM) 


gc he Dakota State Dept. of Public Instruction, 


Publ Date 67 
Note—78p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, Drafting, Elec- 
tronics, Grade 7, Grade 8, Grade 9, Grade 10, 
Grade 11, Grade 12, Graphic Arts, *Industria! 
Arts, *Junior High Schools, Metals, Power 
Mechanics, *Secondary Education, *Senior 
High Schools, Weodworking 
GRADES OR AGES: Grades 7-12. SUBJECT 
MATTER: Industrial arts. ORGANIZATION 
AND PHYSICAL APPEARANCE: The introduc- 
tory material describes the purpose of the guide, 
defines industrial arts, lists the major objectives, 
gives safety rules, and discusses instructional aids. 
A section of the guide is devoted to each of the 
subjects covered in the course--drafting, electrici- 
ty and electronics, graphic arts, industrial crafts, 
metals, power mechanics, and woodwork. The 
guide is lithographed and spiral bound with a 
hard cover. OBJECTIVES AND ACTIVITIES: 
The objectives are listed at the beginning of each 
section. Only outlines of units are given with no 
detailed descriptions of activities. INSTRUC- 
TIONAL MATERIALS: General information on 
instructional materials is given at the beginning of 
the guide. Additional information on charts, 
pamphlets, films, filmstrips, transparencies, 
books, and es is given at the end of each 
section. STUDENT ASSESSMENT: No provision 
is made for student evaluation. (MBM) 


ED 051 203 SP 007 283 
A Curriculum Guide for Driver and Traffic Safety 
Education in South Dakota. 
South Dakota State Dept. of Public Instruction, 
Pierre. 
Pub Date 67 
Note—101p.; Bulletin Number 71-A 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Driver Edu- 
cation, *Safety Education, *Secondary Educa- 
tion, *Traffic Safety 
GRADES OR AGES: Not specified. (Seconda- 
ry). SUBJECT MATTER: Driver and traffic 
safety education. ORGANIZATION AND 
PHYSICAL APPEARANCE: The guide has four 
main chapters: 1) “Organization and Administra- 
tion of the Program”; 2) “Federal and State 
Regulations”; 3) “Instructional Planning and 
Utilization,” which includes 9 units of classroom 
instruction (the development of the automobile, 
the contributions of the automobile, the traffic 
problem, the driver, habits and attitudes, laws af- 
fecting the driver, city and highway driving, 
pedestrian and cycle safety, and social responsi- 
bilities of the driver), simulation, and in-car prac- 
tice; and 4) “Evaluation Guidelines.” Appendixes 
include suggested record and report forms, and 
diagrams of intersection patterns and model driv- 
ing range. The guide is printed and edition bound 
with a soft cover. OBJECTIVES AND ACTIVI- 
TIES: The general objective of the program is 
described in the introductory material. More 
specific objectives are implicit in the text. The 
material for the classroom units consists mainly 
of discussion on topics which are detailed in the 
guide. The in-car practice section gives informa- 
tion on recommended activities. INSTRUC- 
TIONAL MATERIALS: Selected references in- 
clude teacher preparation texts, safety education 
texts, programed texts, periodicals, and sources of 
materials. STUDENT ASSESSMENT. Student as- 
sessment guidelines are included in the chapter 
on evaluation, which also deals with the program, 
facilities and equipment, and the staff. (MBM) 


ED 051 204 SP 007 284 

A Teaching Guide for Public School Music in 
Oklahoma, Grades K-12. 

=— State Dept. of Education, Oklahoma 

ity. 

Pub Date 67 

Note—113p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, *Elementary 
Grades, *Kindergarten, *Music Education, 
* ‘Grades 
GRADES OR AGES: K-12. SUBJECT 

MATTER: Music. ORGANIZATION AND 
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PHYSICAL APPEARANCE: The guide is divided 
into four straight-text chapters: elementary music 
K-6, general music 7-9, secondary choral music 
7-12, and instrumental music 4-12. It is printed 
and staple bound with a paper cover. OBJEC- 
TIVES AND ACTIVITIES: The first three chap- 
ters on general and choral music contain detailed 
descriptions of numerous activities in several dif- 
ferent categories, such as music reading, rhythms, 
or listening. Each group of activities is correlated 
with a short list of attitudinal and behavioral ob- 
jectives. The fourth chapter contains only general 
guidelines for an instrumental music program, in- 
cluding suggestions for timing and facilities and 
appropriate instruments for different grade levels. 
INSTRUCTIONAL MATERIALS: Materials 
needed for a group of activities are usually listed 
after the activity descriptions. In addition, each 
chapter contains a bibliography of books and 
periodicals. STUDENT ASSESSMENT: General 
guidelines for evaluating and reporting students’ 
progress to parents are included in the second 
and third chapters. (RT) 


ED 051 205 SP 007 285 

Health Education in Oklahoma Elementary 
Schools, Grades K-6. 

Oklahoma State Dept. of Education, Oklahoma 
City. 


Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), ‘Yashing- 
ton, D.C. 

Pub Date 67 

Note—7 Ip. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Curriculum Guides, *Elementary 
Grades, *Health Education, *Kindergarten 
GRADES OR AGES: K-6. SUBJECT 

MATTER: Health, ORGANIZATION AND 

PHYSICAL APPEARANCE: The guide is divided 

into two main sections, one each for primary 

grades and intermediate grades. Each section 
contains seven to eight units on such topics as 
safety, nutrition, dental health, and mental health. 

The guide is printed and staple bound with a 

paper cover. OBJECTIVES AND ACTIVITIES: 

Each unit contains a list of general objectives, 

concepts to be developed, and suggested activi- 

ties. Activity descriptions range from very 
specific and detailed to very general. They in- 
clude classroom discussions, teacher demonstra- 
tions, field trips, and visits by community mem- 
bers such as policemen, firemen, or dentists. IN- 
STRUCTIONAL MATERIALS: Each unit con- 
tains a list of resources, including audiovisual aids 
and printed materials. Annotations are provided 
for films and filmstrips listed. Films are particu- 
larly emphasized in the lower grades. The guide 
also includes a list of sources (with addresses) for 
books, films, filmstrips, pamphlets, posters, and 
records. STUDENT ASSESSMENT: No mention. 
(RT) 


ED 051 206 SP 007 286 

Oklahoma Curriculum Guide for Driver and Traf- 
fic Safety Education. 

Oklahoma State Dept. of Education, Oklahoma 
City. 

PR ss Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. 

Pub Date 69 

Note— 102p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Curriculum Guides, *Driver Edu- 
cation, *Secondary Grades 
GRADES OR AGES: Secondary grades. SUB- 

JECT MATTER: Driver education. ORGANIZA- 

TION AND PHYSICAL APPEARANCE: The 

guide is divided into five chapters. The central 

and largest chapter, which outlines the curricu- 
lum, is further subdivided into 18 units. The 
guide is printed and staple bound with a paper 
cover. OBJECTIVES AND ACTIVITIES: Each 
unit contains a short list of objectives, a content 
outline, and a list of suggested activities. Units 
are organized around specific topics such as con- 
struction and operation of the automobile, rules 
of the road, driving on freeways, and purchasing 
and insuring a car. Each unit integrates classroom 
and behind-the-wheel instruction. Field trips to 
such places as car salesrooms, traffic court, in- 
surance offices, and police stations are 
emphasized. No suggestions are made for timing 
of units. INSTRUCTIONAL MATERIALS: The 
guide includes a short bibliography and a list of 
sources for audiovisual and other aids. STU- 


DENT ASSESSMENT: Each unit contains a short 
list of related questions that teachers can use for 
oral or written quizzes. Brief guidelines for the 
development of final written and skill tests are 
also included. (RT) _ 


ED 051 207 SP 007 287 

Aerospace Education Curriculum Guide (K-12). 

Oklahoma State Dept. of Education, Oklahoma 
City. 

Pub Date 70 

Note—78p. 

EDRS Price MF-$0.65 HC-$3.29 


Descriptors—*Aerospace Technology, *Aircraft 


Pilots, *Curriculum Guides, *Elementary 
Grades, *Secondary Grades 

GRADES OR AGES: K-12. SUBJECT 
MATTER: Ae education. ORGANIZA- 


TION AND PHYSICAL APPEARANCE: The 
guide is divided into two main sections, one each 
for primary and secondary levels. Each section is 
further subdivided into several parts. The guide is 
printed and staple bound with a paper cover. OB- 
JECTIVES AND ACTIVITIES: Activities at each 
level are integrated into other parts of the cur- 
riculum--language arts, arithmetic, music, social 
studies, science, and art at the primary level and 
home economics, social studies, earth science, 
life science, and industrial arts at the secondary 
level. Suggested activities are specific and varied, 
with detailed descriptions given for laboratory ex- 
periments. Each group of activities is preceded by 
a short list of objectives. The guide also contains 
a complete sequence of detailed lesson plans for 
a one-year private pilot ground school course for 

10, 11, or 12. INSTRUCTIONAL 
MATERIALS: Each lesson plan for the private 
pilot ground school course includes a list of 
materials needed. Some of the other units list 
films to be used in the unit. The guide also con- 
tains a bibliography of teacher and student 
references and a list of films, charts and pictures, 
pamphlets, and suppliers. STUDENT ASSESS- 
MENT: No mention. (RT) 


ED 051 208 SP 007 288 


). 

Oklahoma State Dept. of Education, Oklahoma 

City. 
Pub Date 70 
Note—48p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *Elementary 

Grades, *Kindergarten, *Language Arts, 

*Secondary Grades 

GRADES OR AGES: K-13. SUBJECT 
MATTER: Langu: arts. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into four sections, one each for listening, 
speaking, reading, and writing. Each section is 
laid out in two columns: language behavior and 
learning experiences. The guide is printed and 
staple bound with a paper cover. OBJECTIVES 
AND ACTIVITIES: Each section lists about a 
dozen specific objectives, usually behavioral, and 
then suggests a number of activities for each ob- 
jective. Activity descriptions are varied, but very 
general. Activities are not arranged in any 
sequence, and there is no indication of ap- 
propriate grade level for any activity. A short sec- 
tion gives guidelines for integrating language arts 
with other curriculum areas and with out-of- 
school experiences. INSTRUCTIONAL MATERI- 
ALS: The guide contains a bibliography of 
selected references. STUDENT ASSESSMENT: 
Guidelines for methods of evaluating per- 
formance in each area of language arts are in- 
cluded. These include evaluation by the teacher 
and self-evaluation by the student. (RT) 


ED 051 209 SP 007 289 
Modern Grade 12. 

bodega capa Public Schools, Del. 

Pub Date 6 

Note--209p. 


EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Curriculum Guides, Economics, 
*Grade 12, Political Science, *Problems, Social 
Problems, *Social Studies, World Problems 
GRADES OR AGES: Grade 12. SUBJECT 
MATTER: Modern economic, political, and 
sociological problems primarily in the United 
States. ORGANIZATION AND PHYSICAL AP- 
PEARANCE: The guide is divided into six units, 
each of which is laid out in two columns. Column 


are: content and suggested acti 

The guide is mimeographed and peciues none 
with a paper cover. OBJECTIVES AND ACTIV}. 
ES: Each unit begins with a list of specific 

behavioral objectives. Suggested activities. 


definitions. Suggestions for timing of each unit 
are included. The guide states that although the 
first unit should be covered first, other units may 
be studied in any order. INSTRUCTIONAL 
MATERIALS: Materials needed for an activity 
are mentioned in the activity description. STU- 
DENT ASSESSMENT: No specific mention. 
Behavioral objectives are so stated that they may 
be used in testing. (RT) 


ED 051 210 SP 007 290 
~~ Life Education. Resource Guide, Grades 1- 


Wilmington Public Schools, Del. 
Pub Date 69 
Note—195p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 

Grades, *Family Life Education, *Health Edu- 

cation, *Secondary Grades 

GRADES OR AGES: Grades 1-12. SUBJECT 
MATTER: Family life and health. ORGANIZA- 
TION AND PHYSICAL APPEARANCE: The 
guide is divided into six sections: 1) early child- 
hood, 2) middle childhood, 3) late childhood, 4) 
early adolescent, 5) middle adolescent, 6) late 
adolescent. Each part is laid out in two columns; 
column headings are content and activities. The 
guide is mimeographed and spiral bound with a 
paper cover. OBJECTIVES AND ACTIVITIES: 
General objectives are listed for each level. Ac- 
tivities in each section are correlated with 
specific concepts. A variety of activities--includ- 
ing discussions, projects, field trips, films, and 
reading--is presented at each level, with the cur- 
riculum progressing from health education in the 
elementary grades to preparation for marriage in 
grades 11 and 12. The emphasis is on interper- 
sonal relationships, rather than biological facts. 
INSTRUCTIONAL MATERIALS: Most sections 
contain vocabulary lists and bibliographies of 
print and audiovisual materials. The sections on 
early and middle adolescence also contain a list 
of community resources. Materials needed for a 
specific activity are listed in the activity descrip- 
tion. STUDENT ASSESSMENT: No mention. 
(RT) 


ED 051 211 SP 007 291 

Physical Education for the Elementary Schools, 
Kindergarten Through Grade Six. 

Wilmington Public Schools, Del. 

Pub Date Mar 69 

Note—105p. 

EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Curriculum Guides, *Elementary 
Grades, *Kindergarten, *Physical Education 

GRADES OR AGES: K-6. SUBJECT 
MATTER: Physical education. ORGANIZATION 
AND PHYSICAL APPEARANCE: The guide is 
divided into 14 chapters. The major portion of 
the guide, which outlines the curriculum, is di- 
vided into five sections, one each for kindergar- 
ten, and grades 1-2, 3, 4, and 5-6. The guide is 
mimeographed and spiral-bound with a paper 
cover. OBJECTIVES AND ACTIVITIES: Specific 
objectives and skills to be developed are listed at 
the beginning of each section. Numerous activi- 
ties are suggested in each section, with detailed 
descriptions and “hints to the teacher” provided. 
Games are the primary activity in grades 1-3; 
tumbling is added in grades 4-6, and dancing in 
grades 5-6. INSTRUCTIONAL MATERIALS: 
Materials needed for an activity are listed in the 
activity description. A list of record sources and a 
short bibliography of teacher references are also 
included. STUDENT ASSESSMENT: No mention 
is made of evaluating skills. The guide includes 
directions for using the Wetzel Grid for Evaluat- 
ing Physical Fitness, which compares individual 
physical development--height and weight--to stan- 
dard norms. (RT) 


ED 051 212 
Katz, Ted And Others 
Communication: A Creative Approach to 


Teaching English and the Arts. 
Pennsylvania Advancement School, Philadelphia. 
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Pub Date 68 


—137p. 
— * nom~-Poneaywenia Advancement 


School, Fifth and Luzetne Streets, Philadelphia, 

Pa. 19140 ($3.00) 

Document Not Available from EDRS. 
tors—*Communication Skills, *Curricu- 
lum Guides, Dance, Drama, ‘Junior High 
Music, *Nonverbal Communication, 

*Verbal Ability : 

GRADES OR AGES: Junior high school. SUB- 
JECT MATTER: Communication, a creative ap- 
proach to teaching English and the arts. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The guide has 17 lesson series, 
each including objectives, materials, procedures, 
and assignments. There is no time limit on any of 
the lesson series or on the unit, which may be 
taught quickly or interspersed with the study of 

skills or other subjects. Appendix A in- 
cludes lesson plans and activities prepared by 
teachers and students who field-tested the unit. 
The guide is mimeographed, bound with a metal 
fastener, and has a soft cover. OBJECTIVES 
AND ACTIVITIES: The unit is designed to 
stimulate students to communicate openly and 
sensitively with all that surrounds them. The ob- 
jectives for each lesson series are given and many 
activities are suggested. These are to be omitted 
or extended as sensitive interaction develops 
between teacher and students. INSTRUC- 
TIONAL MATERIALS: Full details of all 
resource materials are given for each lesson, but 
the teacher is free to substitute materials of his 
own choosing. Appendix B lists all the materials 
in one bibliography. STUDENT ASSESSMENT: 
Writing is not graded but discussed, and is 
treated only as an effective way of expressing 

reactions to class stimuli and the world 
in general. (MBM) 


ED 051 213 


, Marvin B. 


SP 007 309 


and Listening. 

Pennsylvania Advancement School, Philadelphia. 

Pub Date 71 

Note—39p. 

Available from—Pennsylvania Advancement 
School, Fifth and Luzerne Streets, Philadelphia, 
Pa. 19140 ($1.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— *Consumer Education, *Curriculum 
Guides, Games, Information Dissemination, 
*Junior High Schools, *Language Skills, Listen- 
ing Skills, *Mass Media, Reading Skills, Speech 
Skills, Writing Skills 
GRADES OR AGES: Junior high school. SUB- 

JECT MATTER: A language development unit 

for reading, writing, speaking, and listening. OR- 

GANIZATION AND PHYSICAL AP- 

PEARANCE: The introductory material explains 

the philosophy behind the unit and the way in 

which it should be taught. There are ten lesson 
plans and a short bibliography for teachers of 
books about advertising in the U.S. The guide is 
mimeographed and staple bound with a soft 
cover. OBJECTIVES AND ACTIVITIES: The 

unit is intended to encourage students to use a 

more explicit, descriptive and detailed speech 

, and to increase their understanding of ad- 
vertising techniques so that they will be wiser 
consumers. Activities are suggested for each les- 
son but the teacher is encouraged to adapt them 
to the needs of his own students. INSTRUC- 

TIONAL MATERIALS: Information is given on 

material for each lesson. No formal texts are used 

in the unit. STUDENT ASSESSMENT: No provi- 
sion is made for evaluation. (MBM) 


ED 051 214 SP 007 313 


Bensalam Township School District, Cornwells 
Heights, Pa. 
Note—57p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *High School 
Curriculum, *Psychology, *Secondary Educa- 
tion, *Social Sciences 
GRADES OR AGES: High school (grades not 
specified). SUBJECT MATTER: Psychology. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The course contains 12 units. The 
Material is set out in columns--content, student 
“tivities, time, teacher activity or strategy, 
Materials, and evaluation. The guide is mimeog- 
tphed and spiral bound with a soft cover. OB- 
ECTIVES AND ACTIVITIES: The introductory 


material lists six objectives for the student. 
Details of activities are given for each unit. IN- 
STRUCTIONAL MATERIALS: Page references 
in the basic texts, films, and other reference 
materials are listed for each unit. STUDENT AS- 
SESSMENT: The method of evaluating each ac- 
tivity by quiz, interview, paper, or project, is 
stated, but details are not included. (MBM) 


ED 051 215 SP 007 314 


Sociology. 
Bensalam Township School District, Cornwells 

Heights, Pa. 

Note—34p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Guides, *High School 

Curriculum, *Secondary Education, ‘*Social 

Sciences, *Socio! 

GRADES OR AGES: High school (grades not 
specified). SUBJECT MATTER: Sociology. OR- 
GANIZATION AND PHYSICAL AP- 
PEARANCE: The course contains 13 units. The 
material is set out in columns--content, student 
activities, time, teacher activity or strategy, 
materials, and evaluation. The guide is mimeog- 
taphed and spiral bound with a soft cover. OB- 
JECTIVES AND ACTIVITIES: The introductory 
material lists six objectives for the student. 
Details of activities are given for each unit. IN- 
STRUCTIONAL MATERIALS: Chapter 
references in the basic texts, films, and other 
resource materials are listed for each unit. STU- 
DENT ASSESSMENT: The method of evaluating 
each activity by quiz, interview, paper, or project 
is stated, but details are not included. (MBM) 


/ ED 051 216 SP 007 315 
Muller, Robert M. 

| Adaptive Physical Education. 

Bensalam Township School District, Cornwells 
Heights, Pa. 

Pub Date Nov 70 

Note—46p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Curriculum Guides, *Elementary 
School Curriculum, Handicapped Students, 
*Physical Education, *Physically Handicapped, 
*School Health Services 
GRADES OR AGES: Elementary grades. SUB- 

JECT MATTER: Adaptive physical education. 

ORGANIZATION AND _ PHYSICAL  AP- 

| PEARANCE: The aims and objectives of the pro- 

} gram and the screening procedure are described. 
Common postural deviations are identified and a 
number of congenital and other defects 
described. Details of the modified program are 
given. There is a glossary of terms and samples of 
letters to physicians and parents in connection 
with the program. The guide is mimeographed 


ad a 


| and spiral bound with a soft cover. OBJECTIVES 


AND ACTIVITIES: The objectives are briefly 
| outlined at the beginning of the guide. Specific 
| exercises and activities are listed for the various 

physical deviations. INSTRUCTIONAL MATERI- 
| ALS: There is no information on materials. STU- 

DENT ASSESSMENT: No provision is made for 


L evaluation. (MBM) 


ED 051 217 
Art for Children. A Guide for Creative Ex- 
in the Elementary School. 

Battle Creek Public Schools, Mich. 
Note—128p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Art Activities, *Art Education, 
*Art Expression, *Curriculum Guides, *Ele- 
mentary School Curriculum, Grade 1, Grade 2, 
Grade 3, Grade 4, Grade 5, Grade 6, Kin- 
dergarten 
GRADES OR AGES: K-6. SUBJECT 
MATTER: Art. ORGANIZATION AND PHYSI- 
CAL APPEARANCE: The guide, which is in- 
tended as a basic sequential program, has three 
main sections: 1) Kaleidoscope, described as a 
frame of reference for creative experiences and 
outlining the aims of the program, types of art ex- 
periences, art appreciation, and guidelines for the 
teacher; 2) artistic growth and daily living: grade 
level programs, with suggestions for each grade; 
and 3) the challenge of the media, arranged 
alphabetically according to the medium, process 
or category, with activities in each section ar- 
ranged on the graduated scale of difficulty. The 
guide is lithographed, illustrated, and spiral 
bound with a card cover. OBJECTIVES AND 
ACTIVITIES: Overall objectives are listed at the 
beginning of the guide. More specific objectives 
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are given with the outlined activities for each 
grade. Detailed activities are given in the chapter 
on media. INSTRUCTIONAL MATERIALS: 
Details of materials required are given for all the 
activities in the chapter on media. STUDENT 
ASSESSMENT: No provisions are made for 
evaluation. (MBM) 


ED 051 218 SP 007 317 
Art. Program of Art Instruction in the Secondary 
School. 


Battle Creek Public Schools, Mich. 
Note—SOp. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Art Activities, *Art Education, 
*Curriculum Guides, *Junior High Schools, 
Secondary Education, *Senior High Schools 
GRADES OR AGES: Junior and senior high 
school. SUBJECT MATTER: Art. ORGANIZA- 
TION AND PHYSICAL APPEARANCE: The 
guide has four main sections: 1) “Aims of the Art 
Program”; 2) “Function of the Guide”; 3) “- 
Course iptions”; and 4) “References, 
Source Materials, Aids.” The course descriptions 
in section 3 are arranged in chart form with six 
vertical columns (emphasis, concepts, objectives, 
projects, media, and v ). The guide is 
lithographed and spiral bound with a stiff cover. 
OBJECTIVES AND ACTIVITIES: General objec- 
tives are outlined at the beginning of the guide, 
and more specific objectives are included in the 
course descriptions. The type of activity is in- 
dicated, but no attempt is made to describe the 
activities in detail. INSTRUCTIONAL MATERI- 
ALS: The media used in each type of activity are 
indicated, and section 4 includes a bibliography 
and a listing of unusual, found, scrap, and local 
materials with their sources. STUDENT ASSESS- 
MENT: No provisions are made for evaluation. 
(MBM) 
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Pub Date 69 

Note—12p.; A paper read at the National Coun- 
cil of Teachers of English Convention, Milwau- 
kee, November 30, 1968 


, Journal Cit—Louisiana English Journal; v9 nl pS- 


15 Spr 1969 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adults, *Age Differences, *Ele- 

mentary School Students, *Language Develop- 

ment, *Secondary School Students 

To discover in explicit, definable terms just 
what characteristics distinguish the writing of 
older writers from that of younger ones would 
give teachers a better chance of teaching young 
children more successfully-of helping them ma- 
ture. A passage was presented to hundreds of stu- 
dents in grades 4, 6, 8, 10, and 12. Fifty papers 
were chosen from each grade; these papers were 
equally representative of students with low, mid- 
dle, and high scores on standardized achievement 
or ability tests. Students were told to study the 
passage and re-write it in a better way without 
omitting any information. What every student did 
to every one of the sentences he was told to re- 
write was tabulated. The results of this effort are 
discussed in detail. The writing skills of adults 
were also examined; conclusions concerning their 
level of language maturity are discussed. (CK) 
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tion, *Student Attitudes, Student Teacher Rela- 

tionship 
Identifiers— Project Apex 

Project Apex, an expeimental elective English 
curriculum at Trenton (Michigan) High School, is 
evaluated. The evaluation compares the Trenton 

program with those of two control schools of 
fairly similar size and located in communities of 
approximately the same social and economic 
backgrounds. The evaluation procedure consists 
of various achievement tests, and extensive at- 
titude questionnaire, student interviews, and a 
method of classroom observation with which the 
kind and degree of student participation in the 
classes are measured. Results of the evaluation 
show that: (1) the Trenton faculty is more ex- 
perienced and shows greater involvement in 
professional activities; (2) the Trenton program is 
elective, whereas the programs of the controls are 
essentially standard and required; (3) the Trenton 
curriculum document is more extensively 
developed than are those of the controls; (4) the 
Trenton students respond to materials and 
problems on their own initiative more frequently 
than do the students in the control schools, and 
they also respond to each other more often; (5) 
there are no great diffe: in achie 
among the schools on standardized tests, but it 
appears that the Trenton students learned many 
things that are not measurable by traditional 
achievement tests; their attitudes were con- 
siderabley more positive than those of the control 
students. (DB) 
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Descriptors—Classroom Observation Techniques, 
Expectation, *Secondary School Teachers, 
*Speech Education, *Teacher Interns, Teacher 





Role 
Identifiers— Michigan State University 

A program designed to provide prospective 
secondary speech teachers with intern ex- 
periences in addition to those received during the 
formal student teaching program was initiated at 
Michigan State University. Objectives of the pro- 
gram are to: (1) analyze the classroom situation 
from a communication process point of view, (2) 
observe a variety of classroom situations in one 
school system, (3) clarify expectations of stu- 
dents, their adivsors, and high school teachers as 
to the role of the new teacher, and (4) provide a 
relative standard of comparison on which to form 
an evaluation of teaching as a career. Concurrent 
to enrolling in his regular methods course, the 
communication (speech) education major enrolls 
for four credit hours of independent study; this 
study is a “course” for the intern program. Stu- 
dent evaluation of the program takes place in in- 
dividual conferences with the departmental facul- 
ty and in group discussions during the methods 
course. The responsibilities of the student intern 
are established by the supervising teacher and the 
departmental faculty in terms of the student’s 
perceived competency and needs. The students 
are required to keep daily diaries of their intern 
activities, and these are submitted to their ad- 
visors at the end of the term. The supervising 
teachers evaluate intern performance. (CK) 
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Descriptors— *Behavioral Objectives, *English In- 
struction, *Teacher Attitudes 
The range of teacher opinion concerning the 

worth of behavioral objectives for English is wide. 

The subject has provoked a great amount of 

heated discussion and has resulted in.the resigna- 

— of at least one leading sgudetne: official. 

(CK) 
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Descriptors—*Curriculum Development, *English 
» *Student Attitudes 

Innovations in the English curriculum are more 
talked about than implemented. Curriculum 
changes, some with profound implications, are 
occurring; however, such changes affect only a 
few schools. Student dissatisfaction with current 
course offerings is increasing. (CK) 
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p Behavioral Objectives, *Behavior 

oe *Change Agents, *Educational Ac- 

countability, *English Instruction, Teacher At- 

titudes, * Verbal Ability 

English teachers are too prone to see them- 
selves in an either/or position “vis-a-vis” 
behavioral objectives: either they accept them or 
they don't. Because behavior has always been in 
existence, so have behavioral objectives. Tax- 
payers expect teachers to elicit certain behaviors 
from their offspring concerning language. Also, 
English teachers have been too prone to focus on 
long-range goals at the expense of immediate 
ones. In conclusion, English teachers have a 
responsibility to effect meaningful changes in the 
verbal behavior of their students. (CK) 
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Instruction, *Independent Study, *Student Pro- 
jects, Teacher Role, *Teaching Guides 
The framework for a course in the study of 
man in his relationships with society, with nature, 
and within himself is presented. In this non- 
graded, student-directed course, the areas of in- 
vestigation includ philosophy, art, music, history, 
literature, science, and architecture. Each student 
should produce at least one individual contribu- 
tion and one group contribution each quarter. 
They will be evaluated on their ability to produce 
something creative for the course. Projects may 
include original poetry, student-made films, col- 
lage, musical composition, sculpture, painting, 
dramatic productions, or architectural models. 
The goal of the course is, through an expanded 
knowledge of man, to bring about a change of at- 
titude and behavior in the students, which will 
result in their growth and maturity. Resource 
materials are listed. (DB) 
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Descri i Changing Attitudes, 
*Dialects, pra el Attitudes, *Language 
Usage, *Models, Negroes, *Surveys 
Identifiers—Language Attitude Scale 
The increasingly wide-spread controversy sur- 
rounding the subject of Black English is the sub- 
ject of this document. This presentation consists 
of two parts. The first part reports an experimen- 
tal study undertaken to determine attitudes of 
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some educators toward Black English. Caucasian 
and Negro teachers were administered a Lan. 
guage Attitude Scale to determine their attitudes 
toward the following: (1) the structure of Black 
English, (2) the consequences of using (or not 
using) and accepting (or rejecting) Black English, 
(3) the importance of Black English to the 
speakers of it, and (4) the cognitive and intellec. 
tual abilities of speakers of Black English. Results 
show that language attitudes vary both racially 

and on educational levels. Part II lof this presents. 
tion takes a closer look at these attitudes. Educa- 
tors concerned with the problems of the disad- 
vantaged have, in recent years, encountered an 
increasing amount of failure in trying to carry out 
what they see as their basic task. This failure is 
related to a faulty understanding of the use of 
language and of the attitudes toward language 
use. Two views toward Black English may be 
identified: (1) an older view based on a deficit 
model in which the dialect is considered inferior, 
(2) a more recent view based on a difference 
model which accepts the premise that all dialects 
possess internal validity. It is concluded that the 
educational establishment must come to view 
Black English as another dialect of English. (CK) 
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tion (Thought Transfer), Cultural Differences, 
*Diagnostic Teaching, *Elementary School Stu- 
dents, *Language Development, *Minority 
Groups, *Models 
In trying to minimize the disadvantages of chil- 
dren from minority cultures in their first years of 
elementary school, the usual approach is to em- 
ploy diagnostic tools which yield quantitative 
measures of such children’s inadequacies, and 
then to teach in an attempt to yield higher scores, 
In the area of speech this ap- 
proach focuses on measurement of linguistic 
competence, and then training in language 
acquisition. Since mass education proceeds from 
an assumed common experiential base, the lex- 
icon of children from the majority culture is not a 
compilation of words that children from other 
cultures need to learn so much as they are labels 
for experiences which these other children have 
not had and must acquire. A language acquisition 
approach is based on the speaker-is-valid model 
of communication which results in a focus on 
cognitions and language processes. The described 
multisensory approach is based on the system-is- 
valid communication model, and this results in a 
focus on experiences and communication out- 
comes. (Author) 
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Descriptors—*Curriculum Development, Elemen- 
tary School Teachers, *English Curriculum, 
Teacher Education, Teacher Educators 
Five prospective y s and five 
prospective teacher trainers were introduced to 
the experience of initiating and developing 2 lan- 
guage-centered curriculum. A collection of arti- 
cles, written by the doctoral and master’s can- 
didates in the program, represents significant 
aspects of their experience. The titles of the arti- 
cles are the following: (1) “One Person’s View of 
Language in the Elementary School,” (2) “A 
Unit on Neighborhoods: Grade Two,” (3) ‘“Lan- 
guage Face to Face,” (4) “Introducing In- 
dividualized Reading in First Grade,” (5) “In- 
troducing Free’ Reading Periods,” (6) “Mini 
Courses: Evaluation of a Curricular Innovation at 
Heman Street School,” (7) ‘Working on Writ- 
ing,” (8) “Language Throughout the Integrated 
Day,” (9) “Learning Sight Words,” (10) “‘Repli- 
cation Study: Word Boundaries,” (11) ‘’Action 








SebSSS5SFFSRSSE 


Qs 


Research’ on Spelling Methods in Grade Two,” 
and (12) “Listening and Listening-Reading at 
Two Rates of Presentation by Fifth Grade Pu- 
pils.” (CK) 
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tors—*Composition Skills (Literary), 
*Concept Formation, *Creative Expression, 
Educational Research, Learning Theories, 
*Models, *Perception, Thought Processes 
At its national convention, NCTE questioned 

whether composition can be taught at all. A 
synthesis of some recent research and theory of- 
fers a new perspective from which to analyze the 
problem and to propose some solutions to it. It 
suggests that the composing process can be 
analyzed into its component skills and that these 
skills can be taught according to known princi- 
ples of learning. A statement or a communication 
will result when the composing process is 
finished. Composition means the act of putting 
together in coherent relationship. Composing has 
a perceptual, conceptual and an expressive 
dimension. These three dimensions tend to be 
cyclical. A model shows the in the process 
of composing. The first line of steps in the model 
has a strong perceptual base. Once a focus, how- 
ever broad, has been selected, progress is depen- 
dent upon the individual's ability to perceive ever 
finer discriminations and associations. Almost 
simultaneously with the development of percep- 
tion, a parallel conceptual development must oc- 
cur. In view of the model presented above, com- 
posing is not being taught. Focus on the 
completed whole has led to ignoring the 
prerequisite processes. However, if teachers can 
be led to create appropriate perceptual and con- 
ceptual learning situations, it may become possi- 
ble for composition to be taught. (CK) 
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School Students, ‘*Instructional Materials, 
*Reading Skills, Student Motivation, *Teaching 
Techniques 
It is questioned whether high school students 
need to be taught the reading skills that have 
been identified to be taught in high school. Stu- 
dents who have acquired the basic skills forge 
ahead on their own. If they don’t know the basic 
skills, there’s no guarantee that they'll be learned 
if taught. One study shows college students to be 
antagonistic toward the work they were doing, 
and this resulted in little or no skill acquirement. 
Yet, evidence shows that all high school students 
don’t read with proficiency. Students should 
acquire reading skills through self-paced instruc- 
tion, working only with those skills lacking. 
Packaged learning materials are useful for this 
purpose. A student is pretested until skills needed 
are identified. He then selects from suggested 
materials and activities in a learning package 
those which fit his unique style of learning. 
Behavioral objectives guide him as he learns. 
When he has achieved all the objectives in the 
package, he may proceed to the next skill. Read- 
ing skills necessary for high school students in- 
clude: decoding, interpreting, and applying. For 
best possible results, teachers should teach in- 
directly. Students report liking school better 
when the teacher accepts student responses, asks 
questions, and is encouraging. In short, a curricu- 
lum change is needed in high school reading pro- 
grams. (CK) 
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Descriptors—*Changing Attitudes, *Freedom of 
Speech, Hypothesis Testing, *Speech Educa- 
tion, *Student Attitudes, *Teaching Techniques 
The hypothesis that lessons which demand stu- 

dent involvement through leading a short discus- 
sion of required reading would result in greater 
attitude change in a liberal direction than would 
lessons taught by the lecture/discussion method 
was tested. Using members of four sections of a 
university course in communication, three sec- 
tions received lessons about freedom of speech 
while the fourth section served as a control 
group. Two of the experimental groups were as- 
signed to the lecture/discussion method, and one 
was assigned to a reports on readings by stu- 
dents/discussion method. Two of the experimen- 
tal groups and the control group were pretested 
as to attitudes concerning free speech issues, and 
all four groups were posttested. As in a previous 
study, all three experimental groups who had par- 
ticipated in free-speech lessons showed attitude 
shifts in a liberal direction. The report/discussion 
group had the highest posttest mean. All experi- 
mental groups showed more permissive attitudes 
than did the control group. An appendix presents 
the questionnaire used to measure the students’ 
attitudes. (DB) 
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Descriptors—*Communication (Thought 
Transfer), *Mass Media, *Rhetoric, *Rhetori- 
cal Criticism 
A report of the Committee on Rhetorical Criti- 
cism, presented at the Pheasant Run Conference 
of the Developmental Project on Rhetoric, May 
14, 1969, is discussed. Some specific recommen- 
dations made by the committee with regard to 
critical practice and pedagogy are given. (DB) 
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Descriptors—* Audiovisual Aids, *English Instruc- 
tion, *Films, *Instructional Aids 
The importance of film in the English class- 

room and its vitality in the English curriculum are 

discussed. Articles that comprise this issue of the 
bulletin are: The Trouble with Film Teaching by 

James E. Cutts; “You Ain’t Heard Nothin’ Yet” 

or Send Your Students to the Flicks Tonight by 

Bob Haskett; It’s the Reel Thing: The Verite of 

Cinema Is That It Does Belong in the Classroom 

by Neil W. Elverson; A Visual and Auditory 

Composition by Henry Pilote; Using “‘Magic Mo- 

ments” Films in Elementary School by Carolyn 

Onstott, Lynne Newcomb, and Klaire Pirtle; 

Science Fiction, Movies, and Freshman English: 

All for One, and One for All by Edward E. Wal- 

dron; Film Study for the Very Young by Richard 

Mechling; S.W.1.F.T. Organizes; Organizing a 

Film Study Association by Edward J. Cryer; The 

Silent Movie--Untapped Potential for the Class- 

room by Brother Bonaventure J. Neidlinger; Go 

Underground! by James Quick; Film and the En- 

glish Class by Charles P. Kendall; The Film Was 

Very Fun-damental by Mildred M. Jeranko; What 

Films Are Worth Seeing? What Books about Film 

Are Worth Reading? by Kenneth L. Donelson; 

and Cyrano Pointed the Way: A Brief Retrospec- 

tive Journey Through the 60’s by Leo Hartke and 

Millan Freeman. (DB) 
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ry School Curriculum, *English Programs, *In- 
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Identifiers— Baltimore County, Maryland 
As an outcome of a pilot in-service training 
course in newer approaches to English- 
teaching, an EPDA Basic Studies Project for in- 
service training in elementary language arts was 
begun in Baltimore County Schools. The people 
who were involved in a cooperative effort in- 
cluded college consultants, administrators, staff 
supervisors and instructors, and teachers. (DB) 
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Descriptors—*Creative Teaching, *Creative Writ- 
ing, *Disadvantaged Youth, Language Arts, 
*Poetry, *Teaching Techniques 
A teachers experience in teaching disad- 

vantaged children to write creatively is described. 
Conclusions drawn are that teachers must learn 
to accept the language of the children; children 
should be allowed to invent the language by 
which they manage their own world; no arbitrary 
limits should be placed on the range of ex- 
perience and language used in the classroom; and 
writing must not be estranged from the other arts 
such as acting, music, drawing, and dance. (DB) 
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guage Rhythm, *Poetry, *Teaching Guides, 


The role of elementary school teachers in en- 
couraging children in poetic composition is the 
focus of this handbook, one of a series that offer 
suggestions for teaching. With the assumption 
that given proper guidance, all children are capa- 
ble of poetic composition, this teachers’ guide in- 
troduces poetic composition in three interdepen- 
dent stages: the evocative, the language precision, 
and the sharing. The evocative stage gives prima- 
ry attention to stimulating the child’s appreciation 
of his own language ability; the language preci- 
sion stage has as its primary goal versitility in or- 
ganizing language and form, to improve ways of 
stating ideas and feelings; and the sharing stage 
involves the search for appropriate means to help 
the children share their poetic selection with 
others. The handbook is comprised of the follow- 
ing chapters: Uncovering Children’s Poetic Com- 
position; Recognizing the Nature of Poetic Com- 
position; Espousing Values of Poetic Composition 
to Children; Organizing Conditions for Poetic 
Composition; Starting the Poetic Composition 
Process; Writing Out of Experience; Writing Into 
Experience; Using Language Poetically; Arrang- 
ing Extemporaneous Poetic Patterns; Introducing 
Predesigned Verse Forms; Dignifying Children’s 
Poetic Compositions; and Sharing Poetic Com- 
position. (DB) 
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Descriptors—*Listening Skills, *Tests 
The effects of rate of presentation on scores 
for listening tests for three different types of in- 
formation were examined. The three tests used 
demanded that subjects recall facts, ideas, and in- 
ferences, respectively. Conclusions are listed. 
(CK) 
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Descriptors—*Changing Attitudes, *Hypothesis 
Testing, *Verbal Communication 
Five hypotheses are tested concerning the at- 

titude changes occurring in subjects informed of 

research findings that conflict with their pre-ex- 

perimental attitudes. Results are discussed. (CK) 
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One aspect of reference group theory, racial 
identification, was studied, and the effects of this 
identification on the acquisition of knowledge 
and the formation of attitudes were examined. 
Three hypotheses were investigated: (1) Children 
who perceive an instructional tape narrator to be 
a member of their own race. will score signifi- 
cantly higher on a retention test than will chil- 
dren who perceive a narrator to be a member of 
a different race; (2) Children who perceive the 
narrator to be a member of their own race will 
rate that narrator higher on the various dimen- 
sions of source credibility and will also rate as 
more acceptable the content the narrator 
discusses than will subjects who perceive the nar- 
rator to be of a different race; (3) The effects an- 
ticipated in the first two hypotheses will be 
greatest among students who are low achievers 
and least among students who are high achievers. 
Eighth grade students served as subjects; 40% 
were Negro; the balance were white. All 256 sub- 
jects were exposed to a sound-slide presentation; 
then subjects were given three successive tests. 
All criterion measurements were subjected to 
analysis of variance. Statistical data from the ex- 
periment were inconclusive. Though subjects 
clearly identified with members of their own race, 
this difference in reference groups had no signifi- 
cant effect on interaction between race of sub- 
jects and narrator when other criteria were in- 
volved. (Author/CK) 
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Two experiments were performed to evaluate 
the effects of modeling and small group activities 
on language and cognitive change in samples of 
young, low socio-economic status (SES) children. 
Experiment I involved children attending two 
preschool centers for aid to dependent children. 
Experiment II took place in the context of a 
research preschool for low SES Mexican-Amer- 
icans. The Experimental groups were exposed 
twice weekly for six weeks to a 10-12 minute live 
modeling session. This was immediately followed 
by a 20 minute small-group lesson on the task 
which had been demonstrated in the modeling 
session. Tasks dealt with size, color, number, spa- 
tial relations, similarities and differences, and 
concept categorization. The small group activity 
for Control Ss was the same as for the Experi- 
mental Ss except that these Ss did not observe a 
modeling session. The Comparison group Ss had 
no treatment other than the activities planned by 
their teachers. Five dependent variable measures 
were employed. Each measure was individually 
administered before and after the six week ex- 
perimental period. In both experiments the three 
group comparison yielded significant F-ratios on 
the ITPA-VE subtest. Experimental Ss had the 
highest means and Comparison Ss the lowest 
means. It is suggested that oral language func- 
tions were more affected than general cognitive 
functions by the experiment. (Author/CK) 
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Evaluation 
This study was designed to examine the reada- 
bility levels of the fourth, fifth, and sixth grade 
textbooks of four of the most recent language 
arts textbook series. Readability scores were ob- 
tained for each textbook as a whole, for each 
chapter in each textbook, and for presentation of 
content and student exercises material within 
each textbook. The Powers, Sumner, and Kearl 
1958 recalculation of the Dale-Chall readability 
formula was used to determine the readability 
levels. Fifty percent of the textbooks had been 
given appropriate grade placements by the 
publishers. Of the remaining 50 percent, 16.7 
percent were too difficult, and 33.3 percent were 
too easy. Eight of the books had some sections 
that were too difficult for the assigned grade 
levels. All of the textbooks had language arts top- 
ics written on several grade levels. Three topics-- 
speaking, social conventions, and book reviews-- 
were consistently low in readability level; four 
topics--poetry, library skills, dictionary skills, and 
word building and vocabulary study--tended to be 
consistently high in readability level. Only one 
textbook progressed from easy to difficult read- 
ing, but two progressed from difficult to easy. In 
general, content material was more difficult than 
exercise material. (Author/DB) 
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A study was made to determine the relation- 
ship of the words in each spelling series studied 
to the frequency of word usage as found in recog- 
nized studies of adult and child vocabularies, and 
other factors of interest to a textbook committee. 
The spelling list, for grades 2-8 inclusive, in the 
eight series of spellers approved for use in the 
Idaho public schools were combined with the 
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vocabulary lists of various studies and then tabu- 
lated according to the frequency group in which 
each word was found. These tally marks were 
counted and the numerical values placed in tables 
to show the various comparisons of one series of 


frequency 
group of the Horn, McKee-Fitzgerald, and Rin- 
sland studies might appear to indicate that the 
authors had reached some measure of agreement 
as to the percentage of total words which were to 
be taken from each frequency group, and would 
indicate that the choice of a series of texts would 
need to be based upon some criteria other than 
the word list itself. (Author/CK) 
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This study was undertaken to compare the ef- 
fectiveness of two basic approaches to the train- 
ing of auditory discrimination and to assess the 
effect of training upon language functioning and 
acquisition. Subjects were 42 culturally deprived 
Negro preschoolers. A receptive training group, 
an expressive training group, and a control group 
were used. The expressive group was presented 
with 15 tape recorded lessons of 16 one-syllable 
word pairs similar to those found on the WADT. 
Subjects were told to indicate whether the two 
words presented were the same or different 
words. The expressive group used the same word 
pairs, but subjects were required to repeat each 
word verbatim. In order to control for familiarity 
with tape recorded material, the control group 
spent equal time listening to recorded stories. 
Both training groups improved significantly in 
WADT performance as a result of training, while 
the control group did not. Both training groups 
impoved on all tests following training. Com- 
parison of the Cloze Test scores taken after train- 
ing and after language instruction indicated that 
all groups had improved equally. Conclusions are: 
(1) Receptive and expressive methods of auditory 
discrimination training do not differ significantly 
in their effectiveness in producing auditory dis- 
crimination performance; (2) Auditory dis- 
crimination training employing an expressive 
response may result in improved expressive lan- 
guage functioning; (3) Auditory discrimination 
training does not necessarily improve language 
acquisition skills. (Author/CK) 
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Biography upon the Com- 
and Appreciation of Poetry. 


This study investigated whether the inclusion of 
biographical material about a poet contributes to 
or detracts from the comprehension and ap- 
preciation of poetry. Twenty randomly selected 
poems were presented to two tenth grade 
average-ability English classes. The control group 
listened to an audio-recording of each poem 
while it concurrently read a mimeographed copy 
of the text. The experimental group heard a bio- 
graphical sketch of each poet before it heard the 
recording and read the poem. After each poem 
had been presented, the subjects took a three- 
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item comprehension test over the main idea of 
the poem; then they ranked the poem on five se- 
mantic differential scales, used as measures of ap- 
preciation. Composite mean comprehension 
scores for the two groups were not significantly 
different, whereas appreciation scores were. It is 
concluded that the inclusion of biographical in- 
formation about the authors of the poems used in 
this study made no significant difference in the 
subjects’ comprehension of the poems, but it did 
contribute greatly to their appreciation of the 
poems. (Author/CK) 
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National results for writing, one of the three 

subject areas assessed during the first year of data 
collection by National Assessment, are presented 
in this volume. National results for the other two 
subjects, science and citizenship, are presented in 
separate volumes. The purpose of this project is 
to explore whether an assessment of educational 
outcomes is possible, and, if so, to develop the 
plan and methods for conducting it. The Educa- 
tional Testing Service (ETS) of Princeton, N.J., 
developed the objectives and exercises in writing, 
working with subject matter experts and others 
concerned with educational planning. Four broad 
objectives were defined: (1) write to commu- 
nicate adequately in a social situation, (2) write 
to communicate adeq' ly in a busi or voca- 
tional situation, (3) write to communicate 
adequately in a scholastic situation, (4) ap- 
preciate the value of writing. Examples of types 
of behaviors expected at each of the four age 
levels (ages 9, 13, 17 and adults) are spelled out. 
The percentage of respondents who were able to 
complete each writing task successfully is shown. 
A number of writing tasks were given at more 
than one age and thus allow comparisons 
between ages. Results of these comparisons are 
given. The exercises reported here show what 
people at four age levels know, what they can do, 
and what their attitudes are in one subject area, 
writing. Five appendices are included. For related 
document, see TE 002 475. (CK) 
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Research and Development (DHEW/CE), 
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National results for writing, one of the subjects 
assessed by National Assessment during 1969-70, 
were reported in November 1970. In the present 
report, results are presented by age (9, 13, 17 
and young adults between 26 and 35) and by 
three classifications: (1) sex, (2) region: 
southeast, central, west, and (3) size of communi- 
ty: big cities, urban fringes, medium-size cities 
and smaller places. The data are examined for 
evidence of patterns of performance--for exam- 
ple, in general, how do males and females com- 
pare in percentage of successful performance? 


How does each region compare with the nation 
as a whole? How does each size of a community 
compare with the nation as a whole? The general, 
or typical, behavior is described, and then exer- 
cises on which a group performed much above or 
much below its own typical level are described 
and discussed. The general findings are: (1) 
Females perform better than males at all four 
ages, but their advantage is greater for 17s and 
adults than for 9s and 13s; (2) The northeast and 
central regions typically are above the nation as a 
whole; (3) The urban fringe typically performs 
above the nation as a whole, and the advantage is 
greater at ages 17 and adult than at ages 9 and 
13. Three a ices are attached. For related 
document, see TE 002 474. (CK) 
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Act Title Ill 
A proposal to present to all the students of a 
rural county, live performance in music, ballet, 
drama and opera will support an existing project. 
Although planned for all elementary and secon- 
dary students, very young children are given spe- 
cial consideration in a small audience situation, 
where they can hear, see, and talk with the 
artists. Three performances a year for all grades 
will be given by professional groups, students 
from the creative arts departments of colleges 
and universities, and local artists. Included are 
presentations by ethnic groups. (Author/CK) 
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A unit on existentialism is suggested to coun- 
teract the indifferent attitude that students have 
toward much of the literature with which they are 
presented. The key to a successful literature unit 
is immediate and total student involvement. Top- 
ics, authors, and works which may be used to 
arouse student interest are presented. (CK) 
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Research has been conducted regarding the lin- 
guistic structure of children’s language usage. 
There has not, however, been an attempt to re- 
late children’s knowledge of vocabulary to their 
teachers’ use of vocabulary. The purpose of this 
study was to examine the relationship between 
the vocabulary used by teachers and the propor- 
tion of that vocabulary known by the children in 
their classrooms. Eight kindergarten and eight 
first grade teachers from seven schools in a 
north-central Florida community volunteered to 
participate in the study. Language samples were 
tape recorded for each of the teachers during 
their normal working day. The samples were used 
to construct word lists and children were then 
tested for their knowledge of words from these 
lists. Congruence scores were derived on the 
basis of words particular teachers used and the 
percentage of those words their children knew. 
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The high frequency words used by teachers are 
on the Thorndike-Lorge list. The independent 
variable contributing most to differences in con- 
gruence scores was socio-economic background. 
The recommendation was made that no efforts 
towards replication of the study be made because 
the time required seemed excessive for the results 
obtained. The word lists resulting from this study 
appear to be sufficiently reliable that they can 
serve as a base for subsequent testing of children. 
(Author) 
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The purpose of this publication is to inspire an 

interest in research and encourage art teachers at 

all levels to seek more information and try this 

methodology (descriptive research in art educa- 

tion) in their own teaching environment. There 

are some who see art and science as quite 

distinctly different approaches to reality. Another 

view is that art and science come together at the 

point of active discovery. This presentation is 

made with two observations in mind: (1) Many 

art educators distrust science generally; (2) Many 

tend to be wholistic in personality. The document 

is divided into five sections. It is concluded that 

art educators trained in research methods are 

relatively few and their combined number cannot 

provide the descriptive data that is needed. It is 

hoped that more interest and active involvement 

in gathering descriptive material will come from 

teachers and supervisors working in the schools 

and colleges. Five appendices are attached. (CK) 
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The development of a prototype computerized, 
criterion-referenced test of certain nonper- 
formance musical behaviors for administration to 
entering students in music education at a state 
university was undertaken. After the formulation 
of statements of competencies to serve as con- 
ceptual bases for the formulation of test items, 
items were constructed for 12 subtests. Four sub- 
tests were selected for programming. The test was 
programmed sequentially for the IBM 1500 In- 
structional System. The students’ score for each 
subtest was the number of items actually an- 
swered correctly plus the number of items for 
which a correct answer was assumed. The com- 
puterized test was administered to 32 undergrad- 
uate music education students. A parallel conven- 
tional version of the test was given to 28 other 
students, and a comparative analysis was made. 
The tests were not shown to be equivalent. Quan- 
titative inadequacies may be explained by the dis- 
crepancies between estimated orders of item dif- 
ficulty and the true orders of item difficulty for 
the particular students tested. From a qualitative 
standpoint, the computerized test performs 
adequately. With refinement, it could provide a 
convenient, rapid assessment of students in re- 
gard to certain expected nonperformance musical 
competencies. (Author/CK) 
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The effect of a structured program of musical 
training on the musical abilities of preschool chil- 
dren from disadvantaged environments was in- 
vestigated. It was hypothesized that, if the musi- 
cal abilities of such children could be improved 
sufficiently, they might then be able to enter ele- 
mentary school on a level commensurate with 
that of their more fortunate peers. The project 
was conducted in three phases: pretest, instruc- 
tion, and posttest. During the pretest phase, each 
child was given an individual musical concept 
performance test to determine his initial level of 
musical ability. The disadvantaged children were 
also given an individual Stanford-Binet Intel- 
ligence Test. Four groups of children were em- 
ployed: two advantaged and two disadvantaged. 
One of the advantaged and one of the disad- 
vantaged groups served as control groups, and 
the other two were exposed to a 20-lesson serics 
of musical concept instruction. After the training 
phase, the same test as used in the pretesting 
phase was employed for posttesting. A two factor 
A x B design was employed for the analysis of the 
simple, main, and interaction effects. Marching, 
clapping, and rhythm echo games were effective 
techniques for teaching rhythm concepts. The 
results suggest that such a structured program ef- 
fectively raises the level of musical ability of both 
disadvantaged and advantaged _ children. 
(Author/CK) 
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A new test for auditory perception (Auditory 
Analysis Test) was given to 284 kindergarten 
through grade 6 children. The instrument, con- 
sisting of 40 items, asks the testee to repeat a 
spoken word, then to —— it again without cer- 
tain specified ph ts--such as a 
beginning, ending or medially positioned sound. 
Seven categories of item difficulty were proposed. 
Test results varied, both within and between class 
groups. Performance tended to improve with age 
and grade placement. Pearson Product Moment 
Correlations of individual AAT scores with Stan- 
ford Achievement Test reading scores yielded sig- 
nificant relationships (p <.01) ranging from .53 
(grade 1) to .84 (grade 3). Analysis of errors 
supported the validity of test item difficulty and 
provided direction for the design of a treatment 
approach to auditory perceptual dysfunction. 
(Author) 
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The ways in which public funds have been used 
to support activities dealing with the arts in 
general education and the creative and perform- 
ing arts are examined. Topics covered include: 
(1) the Elementary and Secondary Education Act 
of 1965, (2) teacher education under NDEA, 
NFAHA, and EDPA, (3) other OE-administered 
legislation with limited applicability, and (4) pro- 
grams administered by other agencies which sup- 
port arts-in-education activities. The conclusions 
show that large sums of federal funds have been 
directed toward supporting the arts in education, 
including the creative and performing arts. The 
great bulk of this support came from Titles I and 
Ill of the Elementary and Secondary Education 
Act. (CK) 
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The results of the national assessment of 

progress in educational art objectives are given. 

Topics covered are procedures for developing art 

objectives and art objectives, per se. Appendices 

and names of organizations affiliated with the 
evaluation effort are included. (CK) 
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Stochastic approximation algorithms for least 

square error approximation to density and dis- 

tribution functions are considered. The main 

results are necessary and sufficient parameter 

conditions for the convergence of the approxima- 

tion processes and a generalization to some time- 

dependent density and distribution functions. 

(Author) 
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A general method for estimating the unknown 

coefficients in a set of linear structural equations 

is described. In its most general form the method 

allows for both errors in equations (residuals, 

disturbances) and errors in variables (errors of 

measurement, observational errors) and yields 

estimates of the residual variance-covariance 

matrix and the measurement error variances as 

well as estimates of the unknown coefficients in 
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the structural equations, provided all these 
parameters are identified. Two special cases of 
this general method are discussed separately. One 
is when there are errors in equations but no er. 
rors in variables. The other is when there are er. 
rors in variables but no errors in equations. The 
methods are applied and illustrated using artifi- 
cial, economic and psychological data. (Author) 
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*Stochastic Approximation 

This paper deals with a stochastic process for 
the approximation of the root of a regression 
equation. This process was first suggested by 
Robbins and Monro. The main result here is a 
necessary and sufficient condition on the iteration 
coefficients for convergence of the process (con- 
vergence with probability one and convergence in 
the quadratic mean). (Author) 
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New York Univ., N.Y. Inst. for Developmental 
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Washington, D.C. 

Report No—Rep-3A 
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Note—36p. 
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Descrip Achievement Tests, Aptitude Tests, 
Comparative Analysis, Comparative Testing, 
Curriculum Research, Data Analysis, Disad- 
vantaged Youth, *Early Childhood Education, 
*Educational Programs, Educational Testing, 
*Enrichment Programs, Grade 1, Individual 
Differences, Kindergarten Children, *Measure- 
ment Instruments, Negro Students, Nonverbal 
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Identifiers—*Early Childhood Inventories Project 
(ECIP), Head Start, IDS Enrichment Program, 
New York City Public Schools 
The Early Childhood Inventories Project 

(ECIP) was initiated to originate ap- 

titude/achievement type inventories which could 

assess very specific behaviors of youn children, 
particularly disadvantaged hild 

these inventories are “nomepecific® type 

criterion-referenced measures. This first aspect of 

the project involved the comparison of three edu- 
cational programs, the IDS “enrichment” pro- 
gram, a Head Start program, and regular New 

York City Board of Education programs. Sample 

populations were randomly drawn _ from 

preschool, kindergarten, and first grade classes. 

Six instruments developed for this purpose by the 

ECIP staff were employed in the gathering of 

data. Preliminary analysis of the pretest data ap- 

peared to indicate that such enrichment programs 
produce significant positive effects in the educa- 
tional development of young inner-city, low 
socio-economic status Negro children from New 

York City. The data showed a general trend for 

children in the IDS enrichment program to obtain 

higher scores on these measures than the Head 

Start group who in turn, obtained higher scores 

than children in the regular New York City 

Board of Education progr in- 

clude: A list of thirteen sub-tests on the possible 

range of scores; score sheet; tables of means, 
standard deviations, and standard errors of the 
means squared; and a summary table of critical 
ratio levels of significance for group differences. 
(PR) 
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tors—*Attitude Tests, Factor Analysis, 
Factor Structure, *Grade 1, Nonverbal Tests, 
Pictorial Stimuli, *Questionnaires, *School At- 
titudes, *Student Attitudes, Student Teacher 
Relationship, Visual Measures 
Identifiers—ASQ, *Attitude to School Question- 


naire 

These appendices to ED 043 919 contain the 
test instrument itself, which was wot included 
with the original announcement. The Attitude to 
School Questionnaire (ASQ) is designed to mea- 
sure first graders’ attitudes toward school. ASQ is 
a group-administered, paper and pencil, nonver- 
bal, paced test. The child listens to a description 
of a situation while looking at a series of 
drawings depicting the situation. He then reacts 
by selecting an appropriate face--happy, neutral, 
or unhappy. Separate forms, with appropriate 
drawings, are available for boys and girls. No spe- 
cial training or equipment is needed to administer 
the test. Administration is in two sessions, each of 
about 20-25 minutes. The teacher’s script for ad- 
ministering the questionnaire is included as a 
manual of instructions. No psychometric data is 
reported. See ED 043 919 for a survey of the 
literature concerning the relationship between at- 
titudes and achievement in the elementary 
school; the conclusions derived therefrom which 
led to the development of the ASQ; an account 
of the field testing of earlier forms; a discussion 
of the factor analysis, which yielded eight first- 
order factors--attitude toward school, schoolwork, 
non-threatening authority, authority, show and 
tell, peers and play, mathematics, and reading; 
and suggestions for further revision and research 
on the ASQ. (GS) 
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Bayesian Statistics. 
Pub Date Feb 71 
Note—I1p.; Paper presented at the Annual Meet- 
ing of the American Educational Research As- 
sociation, New York, New York, February 
1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— *Bayesian Statistics, *Data Analysis, 
Decision Making, *Mathematical Models, 
Research Design, *Research Methodology, 
Research Problems, Sampling, *Statistics 
Bayesian statistical methodology and its possi- 
ble uses in the behavioral sciences are discussed 
in relation to the solution of problems in both the 
use and teaching of fundamental statistical 
methods, including confidence intervals, sig- 
nificance tests, and sampling. The Bayesian 
model explains these statistical methods and of- 
fers a consistent model which ties together expec- 
tation of results, design of studies, analysis and 
predictions of future observations. A unique fea- 
ture of the Bayesian approach is pre-posterior 
analysis in which one predicts what is likely to 
happen if a certain sample size is employed and 
then the expected gain of information is com- 
pared with the cost of taking the sample. Finally, 
this model forces a modeling of the decision mak- 
ing process employed in design and analysis. 
(PR) 
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*Educational Research, *Evaluation 
Techniques, Performance Tests, Predictive 
Ability (Testing), Research Criteria, Test Relia- 
bility, *Tests, Test Selection, Test Validity 
Fundamental problems in the collection and 
use of data, in particular the need to develop and 
use criteria for data, are discussed. Specific ex- 
amples of the use and misuse of data related to 
teachers and children in the public schools are 
presented. Two methods of data collection-- 
manifest techniques and formal response instru- 
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ments--are evaluated in terms of advantages and 
disadvantages, as well as ‘Teliability and validity. 
Additional consideration is given to criteria for 
pre-collection data phases, and test selection (a- 
bility and wchieenaied tests). (AE) 
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struction. 
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Note—23p.; Paper presented at the Annual Meet- 
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Deseciptars—Academie eens Classifica- 
tion, Data Analysis, *Data Collection, 
Making, Educational Rac eso *Evaluation 
Methods, *Formative Evaluation, *Instructional 
Materials, Measurement Goals, *Program Im- 
provement, Student Characteristics, Summative 
Evaluation, Teacher Characteristics, Teaching 
Methods 
Current thinking and research on the nature of 
formative evaluation of replicable forms of in- 
struction are summarized. Mi ap- 
propriate for other evaluation roles (e.g. summa- 
tive) are shown to be often inappropriate for the 
formative role. This paper attempts to classify 
sources of information concerning the merit of 
educational materials and to suggest appropriate 
methodologies of formative evaluation. The data 
sources are of three broad types: external 
sources, internal sources, and contextual sources. 
Several types of data under each heading are ex- 
ined to illustrate the classification system. 
(Author) 


ED 051 264 





Ratings T 
Toronto Board of Education (Ontario). Research 


Dept. 
Pub Date [70] 
Note—60p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Performance, Achieve- 
ment Rating, Achievement Tests, *Compara- 
tive Analysis, Correlation, Creativity, Grade 3, 
Grade 6, Intelligence Quotient, Longitudinal 
Studies, Predictive Ability (Testing), * Predictor 
Variables, *Rating Scales, *Standardized Tests, 
Student Adjustment, ‘*Student Evaluation, 
Teacher Attitudes 
Identifiers—Metropolitan Achievement Test, 
*Teachers Rating Questionnaire 
The relationships between teacher ratings and 
standardized achievement tests as measures of 
student progress are investigated. Initial teacher 
ratings of pupils in grade 3 and subsequently in 
grade 6, were contrasted to scores obtained on 
the Metropolitan Achievement Test (MAT). It 
was found that a teacher’s rating does not 
vide the same information about the pupil’s level 
of achievement as do the MAT scores. Although 
a relationship between the two measures was 
found, the degree of relationship depended upon 
what areas the teachers had rated. An examina- 
tion of the data revealed a consistent pattern in 
the relationship between various subsections of 
the Teacher Rating Questionnaire and the MAT, 
the discrepancy scores, and the I.Q. scores. 
Teacher ratings of performance were much more 
closely related to these measures than were their 
ratings of pupil adjustment and creativity. Despite 
differences among teachers and among classes, as 
well as the development in the pupils’ charac- 
teristics from grade 3 to grade 6, there was a 
reasonable level of agreement among teachers’ 
ratings of student performance. The data supports 
the conclusion that teachers’ ratings of academic 
achievement are an important and dependable 
adjunct to the use of standardized achievement 
tests. The development of the instrument is 
described briefly and copies of two versions are 
appended. (Author/AG) 
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dents. Final Report. 

Arizona State Univ., Tempe. Dept. of Educa- 
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Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
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The relative effectiveness of client-centered, ra- 
tional-emotive, and desensitization in 
reducing test anxiety among high school students 

i i . The sample was drawn from 


administered 
Inventory (STAI). Thirty-three subjects with high 
Sento: curiae Sek Snes. 65 -Ene. Te eee 
were selected. Each student was counseled from 
cant te dates ties ete ee ae 
by advanced graduate students. Each student was 
to one of four groups, i.e. 
-emotive, desensitization. 


hogalvanic skin 

and heart rate (HR) response measures. 

were no signi it differences between the four 
groups in the STAI; bat significant differences at 
<.0: mangle aap Amr pips ty 
between group treatments controls on 
criteria of GSR and HR. lie sain a 
closed significance for the desensitization treat- 
ment group on GSR, and the rational-emotive 


treatment 

revealed ‘nao only 

tive treatment group and controls on H.R. 
(Author/PR) 
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Available from—McGraw-Hill Book Company, 
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($2.95) 

Document Not Available from EDRS. 

Descriptors— Analysis of Variance, *Autoinstruc- 
tional Aids, Correlation, Data Collection, Pre- 
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Textbooks, True Scores, *Validity 

This text was developed on an autoinstructional 
basis to familiarize the reader with the various in- 
terpretations of reliability and validity, their mea- 
surement and evaluation, and factors influencing 
their measurement. The text enables those with 
prior knowledge of statistics to increase their un- 
derstanding of variance and correlation. Review 
exercises and references to other texts are pro- 
vided for those who have no statistical 
background. Upon completion of the book, the 
student should be capable of studying the con- 
cepts of validity and reliability at more advanced 
levels, and of evaluating the reported reliabilities 
and validities of commercial or standardized tests 
in terms of their adequacy and relevance for his 
purposes. A bibliography and indexes are in- 
cluded. (CK) 
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Descriptors—Adult Education, *Attitude Tests, 
Citizenship, Creativity Tests, Cultural Dif- 
ferences, Educational In 


Secondary 
*Social Attitudes, *Student Attitudes, Visual 
Measures 
Identifiers—Educational Quality Assessment, 
Pennsylvania 
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The Pennsylvania Questionnaire combines in 
one document elementary and secondary attitu- 
dinal items which are intended to measure six of 
the ten goals of quality education for the state. 
Item groups include understanding others, in- 
terest in learning, citizenship, creativity, apprecia- 
tion of human accomplishments, and preparation 
for the demands of a changing world. Each group 
of items in the questionnaire is accompanied by 
directions and is designated by a goal number, by 
“Elementary,” “Secondary,” or both, and by a 
brief definition of the subject area. Elementary 
items are designed for Sth graders and secondary 
items for 11th graders. Those items designated as 
both Elementary and Secondary are administered 
at both grade levels. A variety of supporting data 
is available on request, including reliabilities, 
validity, item and factor lyses, and p tile 
distributions. (Author/LR) 
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Descriptors— Algorithms, Computer Programs, 

Factor Analysis, Factor Structure, *Goodness 

of Fit, Mathematics, *Oblique Rotation, 

*Orthogonal _ Rotation, *Transformations 

(Mathematics) 

Procrustes rotation involves fitting a factor pat- 
tern matrix to a specified target matrix in factor 
analysis. These rotations are useful for the in- 
vestigator who wishes to see how well his data 
can be made to fit a hypothesized factor pattern 
matrix. The mathematical problems involved in 
these transformations are outlined and computer 
algorithms for both oblique and orthogonal solu- 
tions are presented. (CK) 
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*Personality Tests, Response Mode, *Response 
Style (Tests), Scores, Scoring Formulas, *Test- 
ing Problems 

Identifiers—Gumpgookies 
During early attempts to interpret factors 

represented in scores on the Gumpgookies test, 

an instrument designed to tap motivation to 

achieve in young children, the factors identified 

by ordinary factor-analytic techniques were found 

to be confounded by the subjects’ response sets. 

This paper proposes a method for defining objec- 

tively irrelevant item response tendencies. A 

procedure for deriving independent factor scores 

from a set of items in which scores are also inde- 

pendent of irrelevant item trait responses is 

developed. The stages involved in the investiga- 

tion are discussed and all steps of statistical com- 

putation are included. (Author/PR) 
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Descriptors— *Correlation, Educational Research, 
Hypothesis Testing, *Mathematical Models, 
*Multiple Regression Analysis, *Research 
Methodology, *Statistical Analysis 

Identifiers— Beta Index, *Causal Theory 
A set of mathematical consistencies that forms 

conditions of inequality in a theorem is sum- 

marized, and a strategy for its application with 

real data is presented. The theorem and strategy 

are suggested for immediate use by the practi- 

tioner seeking cause-effect relationships in a 

system of variables to cut down guess work and 

time in analysis and interpretation, especially in 

light of the masses of data dealt with in the large- 

ly nonexperimental or correlational world of edu- 

cation. See also ED 048 362. (Author/AG) 
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The Measurement of Satisfaction in Work and 
Retirement: A Strategy for the Study of At- 
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Document Not Available from EDRS. 
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Concept, Sex Differences, Validity 
Identifiers—JDI, *Job Descriptive Index, RDI, 
Retirement Descriptive Index 
A strategy for studying attitudes is developed 
by analyzing the nature of satisfaction, and, the 
requirements for its scientifically adequate mea- 
surement. A comprehensive set of requirements 
for sound measurement, rather than just one or 
two elements, is emphasized. For the academi- 
cians, this book serves as an impetus to further 
research on the nature and correlates of satisfac- 
tion. For the practitioner, the Job Descriptive 
Index (JDI) and the Retirement Descriptive Index 
(RDI), are provided. Stratified norms along vari- 
ous demographic dimensions, particularly useful 
in score interpretations, are included for both in- 
struments. It is suggested that this text has value 
for students of industrial and organizational 
psychology since it clearly demonstrates the 
processes of scientific inquiry in its description of 
the development of the JDI. (CK) 
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Descriptors--Community Involvement, Curricu- 
lum Development, *Curriculum Evaluation, 
*Decision Making, Educational Improvement, 
*Educational Innovation, *Educational 
Planning, Evaluation Techniques, *Models, 
Program Evaluation 
The adversary principle, as used in law 

proceedings for judging merits of cases involving 
opposing parties, is considered as an aid to edu- 
cational evaluation and decision-making. Its use 
in education is suggested as an alternative way of 
interpreting, synthesizing, and reporting evidence. 
Potential uses discussed include 1) exploring 
values inherent in a new or existing curriculum, 
2) estimating the congruence between an innova- 
tion and the existing school system, 3) revealing 
how various group representatives interpret the 
same data, 4) informing educators of the ad- 
vantages and limitations of a project, 5) resolving 
disputes regarding the fulfillment of performance 
contracts, and 6) arriving at actual decisions to 
be implemented. The relevance of the use of ad- 
versary proceedings to three widely discussed 
evaluation models is shown. A trial hearing con- 
ducted at the Hawaii Curriculum Center to ex- 
plore the practicality of the technique is 
described in detail. Advantages and limitations of 
the adversary principle as a strategy for educa- 
tional evaluation and decision-making are fully 
discussed. (Author/AG) 
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The Communication Program of the Far West 
Laboratory for Educational Research and 
Development is creating a self-contained train 
package on Instructional Planning for administra. 
tors, teachers, and others who plan, select, 
manage, and evaluate instructional programs. The 
training package consists of three sequential 
units: Problem Analysis, Goal Setting, and Objec- 
tives and Evaluation. The training units are being 
revised on the basis of preliminary field a 
results, which showed that the units partially 
achieved their objectives of improving attitudes, 
knowledge, and skills relevant to instructional 
planning. The Problem Analysis unit is discussed 
in depth to illustrate the research and develop- 
ment cycle used to develop the training package. 
(Author/AG) 
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Change, Curriculum Enrichment, *Demonstra- 
tion Centers, Demonstration Programs, Educa- 
tional Change, Educational Finance, *Educa- 
tional Innovation, Evaluation Techniques, 
*Gifted, *Information Dissemination, Instruc- 
tional Innovation, Program Effectiveness, *Pro- 
gram Evaluation, Questionnaires, Rating Scales, 
School Personnel, Teacher Attitudes, Teaching 
Techniques 
Identifiers—* Illinois Gifted Program Evaluation 
The effectiveness of demonstration centers in 
education as a means of near. school person- 
nel to adopt new modes of beh (meth 
gy) and/or new materials (curriculum) is evalu- 
Gras. Data was collected through the use of an 
observation schedule, two questionnaires, and a 
structured interview. Demonstration varies in ef- 
fectiveness depending on the criterion of success. 
Results show: 1) A vast majority (80%) of visi- 
tors to a center say they would like to implement 
activities they have observed, 2) A_ limited 
number (30%) tually try thing new in 
their class or school as a result of the visit, 3) 
10% of teachers in the target schools attribute 
substantial help in the development of their pro- 
grams to demonstration center personnel (and 
not to the visit itself), 4) 2% of the districts adopt 
demonstrated programs in total. The viewers are 
inclined instead to adopt parts rather than the en- 
tire demonstration activity. The implications of 
this evaluation report are extensive for those edu- 
cators who intend to use the concept of demon- 
stration as a means of disseminating innovations. 
(Author/GS) 
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Identifiers—Guttman Theorem 
Guttman’s “rank-reduction” theorem is em- 
ployed to demonstrate how most of the algebra 
and computational work for standard correla- 
tional and analysis of variance methods can be 
examined within a single matrix system. Analyses 
of both correlational and experimental data are 
illustrated with an easy-to-use computer program. 
This application and the corresponding discussion 
emphasize distinctions and qualifications needed 
for appropriate interpretations of both types of 
data. Since this theorem was initially presented 
within the framework of factor analysis, it is in- 
tended that this paper will contribute to a better 
understanding of relationships among factor 
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analytic, general correlational, and experimental 
design caethods. (Author/CK) 
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titudes, Televised Instruction, Test Reliability, 
*Test Validity 
Identifiers—CAQ, Class Activities Questionnaire 
The Class Activities Questionnaire (CAQ) was 
used to compare a Canadian high school par- 
ticipating in a research project employing an in- 
formation retrieval system with another not in- 
volved in the project. This paper evaluates the 
validity of the CAQ as a measurement instrument 
for this study. The CAQ was administered to 
1831 students, 806 Science and 1025 English stu- 
dents, from the two high schools in Ottawa. A 
principal components factor analysis with a 
varimax rotation confirmed the earlier results of 
Steele, the developer of the instrument, that the 
cognitive and behavioral dimensions of instruc- 
tion can be assessed and described using the 
CAQ. Although additional items are recom- 
ded to imp the measurement charac- 
teristics of the CAQ, results indicate that it is suf- 
ficiently reliable and valid for experimental use. 
Caution is advised against its use for routine 
classroom purposes. (Author/LR) 
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ry 

The Barclay Classroom Climate Inventory, an 
instrument designed to measure self-competency 
skills, peer evaluations, vocational awareness, and 
teacher judgments of elementary school children 
is outlined. A brief review of the literature is 
presented, with a discussion of the parts of the in- 
strument and the methods whereby the scores 
derived from independent sources (self, peer 
group, and teachers) are converted into a unique 
narrative report about the child which interprets 
the data more effectively than human analysis. 
The instrument provides information concerning 
the behavioral and social skills of individuals in 
the classroom, and the group characteristics of 
the classroom which foster a learning environ- 
ment. (Author/TA) 
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Observation Techniques, Communication 
Skills, Curriculum Development, Elementary 
Grades, Group Behavior, *Identification, In- 


dividual Characteristics, Interpersonal Com- 
petence, ‘Intervention, Peer Relationship, 
*Problem Children, Psychometrics, ‘*Self 
Evaluation, Student Evaluation 
Identifiers—*Barclay Classroom Climate Invento- 


ry 

The Barclay Classroom Climate Inventory was 
employed to identify the psychometric charac- 
teristics of reticent and disruptive children. The 
BCCI utilizes self-competency judgments, peer 
nominations, vocational interests and teacher ad- 
jectival ratings in an effort to measure the various 
expectations which interact in the elementary 
classroom. A narrative summary of the charac- 
teristics of individuals as seen by themselves, by 
others, and by the teacher and a report on 
characteristics of children in the classroom are 
presented. Chi Square Analysis, Analysis of Vari- 
ance and Step-wise regressions were obtained for 
339 elementary school children. These findings 
are related to the development of the narrative 
computerized reporting system of the BCCI and 
the use of learning team consultants for planning 
curricular or intervention strategies. (Author/TA) 
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Pub Date Feb 71 
Note—39p.; Paper presented at the Annual Meet- 
ing of the American Educational Research As- 
sociation, New York, New York, February 
1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Cluster Analysis, Correlation, 
Criteria, *Discriminant Analysis, Factor Analy- 
sis, *Mathematical Models, Mathematics, 
*Multiple Regression Analysis, *Predictor Vari- 
ables, Research Methodology, *Statistical Anal- 
ysis, Tests of Significance 
This study was concerned with various schemes 
for reducing the number of variables in a mul- 
tivariate analysis. Two sets of illustrative data 
were used; the numbers of criterion groups were 
3 and 5. The proportion of correct classifications 
was employed as an index of discriminatory 
power of each subset of variables selected. Of the 
four p d using indices that order the vari- 
ables with respect to contribution to discrimina- 
tion, the (forward) stepwise procedure yielded 
the best results. Of the two schemes involving 
dimensional analysis, that which uses correlations 
of scores on variables with high maximum 
likelihood factor loadings against discriminant 
scores appeared more attractive. (Author) 
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Pub Date Feb 71 
Note—18p.; Paper presented at the Annual Meet- 
ing of the American Educational Research As- 
sociation, New York, New York, February 
1971 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Action Research, *Educational 
Development, Educational Improvement, *Edu- 
cational Research, *Interaction, Interaction 
Process Analysis, Models, *Research 
Methodology, *Research Problems, Research 
Utilization, Video Tape Recordings 
This inquiry was conducted to develop in- 
digenous research methodology aimed at 
minimizing the gap between educational research 
and practice. The intent was not to produce a 
final or complete solution to the problem, but 
rather to suggest a procedure which would pro- 
vide partial closure. Alternative methods, includ- 
ing various types of linkage systems, as well as in- 
ductive and deductive approaches, were ex- 
amined. From this examination, a process was 
developed which combined th ical-deducti 
and empirical-induction with a procedure which 
had its derivation in symbolic interactionist 
theory and methodology. The resulting combina- 
tion, referred to as “Indigenous, Interactional 
Research,” was designed to maximize interaction 
between the researcher and a practitioner in 
analyzing educational experiences. In a field test 
of this process, groups of adult learners were 
videotaped in: (a) individualized programmed in- 
struction, (b) group process instruction, and (c) a 
combination of the two. Inductive and deductive 
interactional analysis of the taped data resulted in 
the generation of decision and conclusion 
oriented hypotheses. Such a methodology can 
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generate indigenous hypotheses and theories rele- 
vant to the improvement of both educational 
research and practice. (Author/DG) 
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Clark, Phillip 1. And Others 


The Use, Misuse, and Abuse of Tests. 
New England Association for Measurement and 
Evaluation in Guidance. 
Spons Agency—Harcourt Brace Jovanovich, Inc., 
New York, N.Y.; Rhode Island State Agency 
for Elementary and Secondary Education, 
vidence 


Pro ‘ 
Pub Date May 70 
Note—35p.; Report on the First Annual 
NEAMEG Conference on Measurement in 
Education, Newport, Rhode Island, May 14-15, 
1970 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Computer Oriented Programs, 
*Conference Reports, Confidentiality, Criterion 
Referenced Tests, *Educational Accountability, 
Educationally Disadvantaged, Federal Pro- 
grams, *Measurement, National Programs, 
Norms, Relevance (Education), State Surveys, 
*Testing, *Test Interpretation, Tests 
Identifiers—Jensen Report, *National Assessment 
The New England Association for Measure- 
ment and Evaluation in Guidance (NEAMEG) 
Conference on Measurement in Education was 
designed to (1) provide a forum for the examina- 
tion and discussion of vital issues related to mea- 
surement and evaluation; (2) facilitate communi- 
cation among educators from various disciplines 
and levels of education within the New England 
region, and to encourage their active involvement 
in “attacking” current identified problems and 
concerns relating to the use of tests and other 
evaluative devices; and (3) stimulate the develop- 
ment of a series of position papers stating the 
views of the professional members of the 
NEAMEG as a group, which may serve as 
guidelines for education. The proceedings in- 
clude: “Innovative Test Usage for Individual 
Pupil Growth,” Philip I. Clark; “‘National Assess- 
ment,” Thomas R. Knapp; “State Testing Pro- 
grams,” Paul B. Campbell; “Testing the Disad- 
vantaged,” Lenore A. DeLucia; ““Computeriza- 
tion in Relation to Testing and Evaluation,” 
James R. Baker; “Testing and its Relevancy to 
the Seventies,” Thomas Burns; “Federally 
Funded Programs,” Thomas Burns; “Disclosure 
of Test Results,”” Thomas P. Nally; “Norms: Fact 
or Fancy,” Walter N. Durost; “Tests: Who or 
What is Being Evaluated,” C. Thomas Skoggs; 
and “The Jensen Report,” Paul B. Campbell. A 
summary of the discussion by the reactors to 
each presentation follows each paper. (DG) 
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Allendoerfer, Carl B. 
An Experiment in the Evaluation and Revision of 


Note—279p. 

Available from—Professor Carl B. Allendoerfer, 
Department of Mathematics, University of 
Washington, Seattle, Washington 98105 

Document Not Available from EDRS. 

Descriptors—*Behavioral Objectives, *College 
Mathematics, *Elementary School Teachers, 
Evaluation Methods, *Mathematics Materials, 
Tests, Textbook Content, *Textbook Evalua- 
tion, Textbook Preparation, Undergraduate 
Study 
Behavioral objectives and related test items 

were used as a means of evaluating and revising 
text materials for an undergraduate mathematics 
course. The textbook under consideration was “- 
Principles of Arithmetic and Geometry,” 
designed to be used on the college level to 
prepare prospective elementary school teachers 
in mathematics. The purpose of the experiment 
was to evaluate the preliminary edition of this 
book, and to determine the extent to which the 
use of behavioral objectives was helpful in finding 
deficiencies in it and in suggesting ways in which 
they could be remedied in a revised version. It is 
concluded that this method of evaluation and 
revision has substantial merit ard it is recom- 
mended to other authors of undergraduate 
mathematics textbooks. The behavioral objectives 
and test items are included. (CK) 
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Coller, Alan R. 

A Taxonomy of Programmatic Tasks in an Educa- 
tional Evaluation Facilitation and Coordination 
System (Revised). 

Cooperative Educational Research Lab., Inc., 
Northfield, Il. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date Jul 70 

Contract—OEC-3-3061391-3061 

Note—44p. 

EDRS Price MF-$0.65 HC-$3.29 P 

Descriptors—Data Collection, Decision Making, 
Educational Coordination, Educational 
Development, *Evaluation Criteria, Evaluation 
Needs, *Evaluation Techniques, Information 
Dissemination, Information Utilization, Pro- 
gram Coordination, *Program Development, 
Program Evaluation, *Task Analysis, Task Per- 
formance, *Taxonomy 

Identifiers—Evaluation Task Development Pro- 
ject 
A taxonomy of programmatic tasks in an edu- 

cational evaluation and facilitation coordination 

system which encompasses tasks appropriate for 
evaluators, members of an evaluation unit, and 
members of facilitation and coordination units is 
proposed. In this comprehensive approach to the 
evaluation process, the taxonomy classifies and 
specifies tasks to effect evaluation, facilitation 
and coordination. It is suggested that such a con- 
ceptualization of the evaluation process differs 
from that of Owens and Stufflebeam, in that the 

more rig and necessitates 
the identification and performance of additional 
tasks. (Author) 
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Bartos, Bruce B. 

A Review of Instruments Developed to be Used in 
the Evaluation of the Adequacy of Reported 
Research. 

Phi Delta Kappa, Bloomington, Ind. 

Report No—OP-No-2 

Pub Date Feb 69 

Note— 11p.; Paper presented at the Annual Meet- 
ing of the American Educational R h As- 
sociation, Los Angeles, California, February 
1969 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— *Educational Research, *Evaluation 
Criteria, Evaluation Techniques, *Research 
Reviews (Publications), *Technical Reports, 
*Test Reviews 
Three sources of information useful in evaluat- 

ing the adequacy of reported research are 

discussed: articles, checklists, and rating scales. 

The chronological and genealogical relationships 

among some of these sources, their 

proach, and some considerations for their use are 

indicated. A bibliography of 42 sources is pro- 

vided. (DG) 
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Edwards, Daniel W. 

The Development of a Questionnaire Method of 
Measuring Exploration Preferences. 

Spons Agency—National Inst. of Mental Health 
(DHEW), Bethesda, Md.; Public Health Ser- 
vice (DHEW), Washington, D.C. 

Pub Date 70 

Note—9p.; From symposium, “Copying Styles 
and the High School,” at the Annual Meeting 
of the American Educational Research As- 
sociation, New York, New York, February 
1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Environmental Influences, Grade 8, 
Grade 9, Grade 11, High School Students, *In- 
dividual Differences, *Interpersonal Com- 
petence, Item Analysis, *Measurement, Peer 
Relationship, *Questionnaires, Self Concept, 
Social Change, ‘Socialization, Student 
Behavior, Suburban Schools, Test Reliability, 
Test Validity, Urban Schools 

Identifiers— * Exploration Questionnaire 
The development of one instrument from a 

multi-method battery to assess exploration 

preferences, a questionnaire of individual 
preferences, is described. The objectives of the 
study in which it was employed and the concept 

of exploration are briefly outlined. Over 1000 

questionnaire items relevant to high school stu- 

dents’ social desirability were initially developed. 

Based on an item analysis, 153 items were 

selected to form the first version of the question- 











naire. Extensive validity and reliability studies 
were conducted and three revisions were made 
on the basis of further item analyses. The 
questionnaire was administered to eighth, ninth, 
and eleventh graders to obtain standardization in- 
formation. The present and final form consists of 
two 30-item parallel forms, matched for content 
and psychometric properties. The items cover a 
wide range of preferences from social participa- 
tion to risk taking and change activities, and are 
grouped into four content categories labeled self, 
classes, adults, and jobs. Results of different stu- 
dies confirm the validity and reliability of the in- 
strument. They also indicate that the question- 
naire has high discriminating power among in- 
dividuals in the suburban schools, but less so in 
urban schools. (LR) 
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Lord, Frederic M. 

A Theoretical Study of the Measurement Effective- 
ness of Flexileve! Tests. 

Educational Testing Service, Princeton, N.J. 
Spons Agency—Office of Naval Research, 
Washington, D.C. Psychological Sciences Div. 

Report No—RB-71-6 
Pub Date Feb 71 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Ability, *Comparative Analysis, 
Guessing (Tests), *Item Analysis, *Measure- 
ment Techniques, Mental Tests, Probability, 
*Psychometrics, Scores, Scoring, Test Con- 
struction, *Test Reviews 
Identifiers—*Flexilevel Test, Item Difficulty 
A flexilevel test is found to be inferior to a 
peaked conventional test for measuring ex- 
aminees in the middle of the ability range, superi- 
or for examinees at the extremes. Throughout the 
entire range of ability, a flexilevel test is much su- 
perior to any conventional test that attempts to 
provide accurate measurement at both extremes. 
See also ED 042 813. (Author) 
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Educational Testing Service, Princeton, N.J. 
Spons Agency—Office of Naval Research, 

Washington, D.C. Psychological Sciences Div. 
Report No—RM-71-2 
Pub Date Feb 71 
Note—32p. 

EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Ability, Computer Pro- 
grams, Guessing (Tests), *Item Analysis, 

Mathematical Models, *Mental Tests, Proba- 

bility Theory, *Psychometrics, Sampling, 

Scores, Scoring, *Statistical Analysis, Test Con- 

struction, *Testing 
Identifiers—Item Difficulty, Stochastic Approxi- 

mation, *Tailored Testing 

Some stochastic approximation procedures are 
considered in relation to the problem of choosing 
a sequence of test questions to accurately esti- 
mate a given examinee’s standing on a psycholog- 
ical dimension. Illustrations are given evaluating 
certain procedures in a_ specific context. 
(Author/CK) 
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Educational Testing Service, Princeton, N.J. 

Spons Agency—Department of Labor, Washing- 
ton, D.C. 

Report No—PR-68-5 

Pub Date Dec 68 

Note—143p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Attitude Tests, Culturally Disad- 
vantaged, *Disadvantaged Youth, Dropout At- 
titudes, Dropout Programs, Factor Analysis, 
Job Skills, Job Training, Minority Groups, 
*Nonverbal Tests, Occupational Aspiration, 
Oral Communication, *Program Effectiveness, 
Rating Scales, Sex Differences, Test Bias, Test 
Construction, Verbal Ability, Visual Measures, 
*Vocational Interests, Vocational Training 
Centers, Youth Opportunities 

Identifiers—*Neighborhood Youth Corps 
This study represents an initial phase in the 

development and application of a battery of mea- 

sures for research and evaluation with disad- 


vantaged adolescents in a youth-work training 
program. The paper-and-pencil instruments 
devised attempt to compensate for deficiencies in 
currently available tests by shaping content, for. 
mat and administration to the academic level and 
cultural background of the intended respondents, 
A battery of 13 test booklets, incorporating such 
characteristics as relatively low verbal levels, oral 
presentation and, in many cases, pictorial for. 
mats, dealt with areas of vocational orientation 
(plans, aspirations, knowledge and interests); at- 
titudes (toward self, authority and social values) 
and job-related reasoning skills. Based upon 
analyses of item characteristics, reliability esti- 
mates, validity (against proficiency ratings), fac- 
tor analysis of the battery and research-related 
findings, a number of the measures were shown 
to possess a pattern of psychometric charac- 
teristics that warrants further research on their 
refinement and application. (Author) 
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Note—16p.; Paper presented at the Annual Meet- 
ing of the American Educational Research As- 
rasa New York, New York, February 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Disadvantaged Youth, *Linguistic 
Competence, Linguistic Performance, Lin- 
guistic Theory, Listening Comprehension, Pic- 
torial Stimuli, *Preschool Children, *Sentence 
Structure, Socioeconomic Status, Test Reliabili- 
ty, Tests, *Test Validity, Transformations (Lan- 
guage), *Visual Measures 

Identifiers—* Project Head Start 
Twenty children (10 from a Day Care Center 

and 10 from a Head Start Center) were ad- 

ministered a 28-item, parallel form language com- 
prehension task. The method utilized concrete 
materials (i.e., puppets and other familiar objects, 
spoon, flower, ball) which subjects manipulated 
when presented with sentences of 7 different 
grammatical constructions. There were 2 main ef- 
fects, that of sentence type (active versus passive 
voice) and that of different preschool groups 

(Head Start Center versus Day Care Center), 

with no significant interaction. The reliability 

coefficient of Form A versus Form B was signifi- 
cant at the .001 level. (Author) 
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t i II Findings: 
The Pennsylvania Plan. 
Pennsylvania State Dept. of Education, Har- 
risburg. 
Pub Date May 70 
Note—10p.; Section 1 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Achievement, Data Col- 
lection, Educational Environment, *Educa- 
tional Objectives, *Educational Quality, 
Evaluation Techniques, Grade 5, Grade 11, 
Program Development, Program Effectiveness, 
*Program Evaluation, *Public Schools, School 
Community Relationship, *State Surveys 
Identifiers—* Pennsylvania Plan 
The Pennsylvania Plan, a statewide educational 
quality assessment program, first formulated ten 
educational goals to serve as bases of evaluation 
and program development. Two of the plan's 
three phases have been completed. Phase | in- 
volved organizing a Bureau of Quality Assessment 
to establish a working evaluation plan, including 
the development of measurement instruments and 
procedures for collecting data, hypotheses con- 
cerning pupil achievement, and computer analytic 
techniques. Phase II was designed to provide pat- 
terns of student performance on each of the ten 
educational goals, reconfirm hypotheses concern- 
ing the relationships between pupil achicvements 
and school and community variables, and, based 
on these relationships, provide regression weights 
for use in subsequent phases, and establish the 
adequacy of the measuring instruments. Phase Ill 
is characterized by four analysis and reporting 
procedures: prediction of expected school means, 
comparison of school means, comparison of stu- 
dent distributions, and evaluation of studcnt 
responses to key items. This data should enable 
school personnel to use the tools and techniques 
developed in Phases I and II. See also TM 000 
609-612. (PR) 
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risburg. 
Pub Date Oct 70 
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Descriptors—*Data Collection, *Educational 
Quality, *Evaluation Methods, Personnel Data, 
*Questionnaires, Research Methodology, 
Sampling, School Personnel, *State Surveys 
suaioa “atanahoas Quality Assessment, 
"oietvenia Plan 
Procedures for implementing the Pennsylvania 
Plan (see TM 000 608) are detailed, and the 
method of achieving representative sampling is 
described. Functions of school representatives in- 
volved in the data collection are listed, and their 
training is outlined. Procedures for collecting 
school and teacher information, and administer- 
ing tests and questionnaires are presented. The 
School Information Form (TM 000 610) and 
Teacher Questionnaire (TM 000 611) are in- 
cluded in the appendices. (PR) 
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School Information Form. 
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risburg. 
Pub Date Oct 70 
Note—2p.; Section 2 
Available from— Not available separately; see TM 
000 609 
Document Not Available from EDRS. 
rs—*Community Characteristics, *Edu- 
cational Quality, *Evaluation Criteria, Person- 
nel Data, *Questionnaires, Research Tools, 
School Holding Power, School Personnel 
Identifiers— * Pennsylvania Plan 
The School Information Form was developed in 
conjunction with the Pennsylvania Plan (see TM 
000 608) to provide | data for assessment of edu- 
cational quality in P public school 
The form was completed by a maou representa- 
tive or staff member at the sample school. Items 
provide such information as the size of school 
population, the number and type of school per- 
sonnel, housing characteristics of the community, 
library facilities, and holding power of the school. 
(PR) 
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Pennsylvania State Dept. of Education, Har- 
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Document Not Available from EDRS. 
Descriptors—Community Characteristics, Educa- 

tional Quality, Personnel Data, *Question- 

naires, Rating Scales, Research Tools, *School 

Demography, *Teacher Attitudes, *Teacher 

Background, *Teacher Characteristics 
Identifiers— * Pennsylvania Plan 

The Teacher Questionnaire was developed in 
conjunction with the Pennsylvania Plan (see TM 
er 608) to evaluate the educational quality of 

ylvania public schools. The questionnaire 

was completed by at least three teachers in the 
sample schools. Questions pertain to biographical 
data, teachers’ attitudes toward teaching as a 
profession, toward teaching in their particular 
school, and toward new educational practices. 
Both multiple-choice and rating scale questions 
are employed. (PR) 


ED 051 294 T 000 612 

Toole, Patrick F. And Others 
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Pennsylvania State Dept. of Education, Har- 
risburg. 

Pub Date Aug 70 
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Descriptors—*Educational Quality, *Measure- 
ment Instruments, Questionnaires, Reliability, 
*State Surveys, Statistics, *Test Reliability, 
*Test Validity, Validity 

Identifiers— * Pennsylvania Plan 
Section 3 of Phase Il of the Pennsylvania Plan 

is concerned with the adequacy of the educa- 
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tional quality assessment instruments. An overall 
discussion of reliability--content, criterion related, 
and construct--is presented. Reliability coeffi- 
cients for the assessment inventories are provided 
and empirical studies of validity are described. 
(PR) 
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Tests. 
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Descriptors—Behavioral Objectives, Examiners, 
Learning Processes, Measurement, *Measure- 
ment Techniques, ‘Standardized Tests, 
*Teacher Education, *Test Construction, *Test 
Interpretation, Tests, Transfer of Training 
A significant role of the testing specialist can 

be to assist teachers in becoming better test- 
makers and users. The first step in improving 
teachers’ assessment instruments and techniques 
is to try to get them to become articulate about 
their objectives and to state them in concrete 
behavioral terms. Then the teacher needs to ex- 
amine his own test exercises to see if they encom- 
pass a realistic range of transfer of learning and 
reflect the educational goals of the course or pro- 
gram. The specialist must help the teacher find a 
middle ground where this transferability is tested 
at several points over a range of generalization 
and application within the broadly defined boun- 
daries of the subject area. Finally, the specialist 
can give suggestions on item writing and editing. 
In the area of test use, the problem is to bring 
both the skeptics and the unqualified acceptors 
into a unity of tempered and qualified ac- 
ceptance. Perhaps the most important service 
that could be performed is to get every test user 
to take a good hard look at the test, the test 
manual, and the test norms. The specialist should 
try to develop in teachers an attitude of watchful 
skepticism toward all assessments of pupils from 
whatever source. (DG) 
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Descriptors—*Computer Oriented Programs, 
Decision Making, *Educational Objectives, Ele- 
mentary Education, Individual Development, 
Individual Differences, *Individualized Instruc- 
tion, ‘Instructional Innovation, Learning 
Processes, Longitudinal Studies, Measurement 
Techniques, Occupational Guidance, Per- 
formance Criteria, Programed Materials, Pro- 
gramed Units, Program Evaluation, Role Per- 
ception, Secondary Education, *Systems Ap- 


proach 
Identifiers—(PLAN), *Program for Learning in 

Accordance with Needs 

Component aspects of Program for Learning in 
Accordance with Needs (PLAN), a systems ap- 
proach to individualized education on the ele- 
mentary and secondary school levels, are 
discussed. PLAN, which has been in operation in 
twelve selected school districts in California and 
in the northeastern U.S. since 1966, focuses on 
assisting the individual to learn about educa- 
tional, occupational, avocational, and social roles 
and activities, and to plan his development to 
utilize his potentialities in ways maximally satisfy- 
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matics as well as the student-centered individual 
development program. PLAN is considered in 
terms of: (1) specific educational objectives, (2) 


ing the 1967-70 academic year and individual 
evaluation of the program by the teachers in- 
volved in it are noted. It is concluded that the 
availability of such a comprehensive system for 
scabidieliioed canton oes aoc acess ae oe 
fectiveness in the classroom but remains a func- 
tion of the interaction between student, teacher, 
and administrator. (AE) 
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Pub Date May 70 

Note—12p.; Special Report, v1 n4 1970 

Available from—National Council on Measure- 
ment in Education, Office of Evaluation Ser- 
vices, Michigan State University, East Lansing, 
Michigan 48823. $2.00 per year (4 issues); Sin- 
gle issues 0.25 each in quantities of 25 or more 

EDRS Price MF-$0.65 HC Not Available from 
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Descri t Tests, Audiovisual 
Aids, Grade Equivalent Scores, *Information 
Dissemination, Measurement, Models, Norms, 
Parent School Relationship, *Public Relations, 
School Community Relationship, *Scores, Stu- 
dent Grouping, Test Bias, rig Programs, 
*Test Interpretation, *Test Results 
The major elements of a test interpretation 

model which would assist school personnel in 

presenting standardized test information to the 
public are presented. The model is a prototype 
based upon the testing program used in the 

Oakland, California Public Schools. An outline 

and sequence of the test score presentation are 





as they reflect school needs, and a selection of 
questions frequently asked by parent and commu- 
nity groups are provided. Consideration is given 
to uses of test scores, questions in interpreting 
test results, types of tests given in schools, test 
norms on comparison groups, types of test scores, 
summary statistics, and data for presen- 

tation. Statistical illustrations are provided. (AE) 
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Available from—National Council on Measure- 
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vices, Michigan State University, East Lansing, 
Michigan 48823. $2.00 per year (4 issues); sin- 
gle issues 0.25 each in quantities of 25 or more 
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Descriptors—Adults, *Attitudes, *Changing At- 
titudes, Citizenship, Data Collection, Evalua- 
tion, Evaluation Techniques, *Knowledge 
Level, Longitudinal Studies, Measurement 
Techniques, Multiple Choice Tests, *National 
Surveys, Sciences, *Skills, Standardized Tests, 
Test Construction, Young Adults, Youth 

Identifiers—Item Difficulty, *National Assessment 
National Assessment is a data gathering project 

designed to provide information, in ten subject 

areas, about knowledge, skills, wu 

and attitudes of young people in this country, and 

to assess changes in these variables over time. 

The data is collected and reported at the item 

level. Each exercise was developed with emphasis 

on content validity, and is geared to sample a 

specific objective within a subject area. A striking 

feature of the first National Assessment report is 
that there are no scores or norms with which to 
compare results. Instead the individual exercises 
with the percent choosing or producing each 
response (p-values), both correct and incorrect, 
are given. This technique allows the reader to 
evaluate results and draw inferences for himself 
rather than just review an average or summary. 
Also, by looking at the P-values of wrong respon- 
considerable light may be shed on commonly 
i Generalizations discussed 
are based on exercises from the subject areas of 
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Science and Citizenship, with only partial Na- 
tional Assessment results available for the latter, 
and are drawn by looking at the exercises as a 
total set of exercises, not as a total score. They 
are not to be construed as representing the Na- 
tional Assessment’s viewpoint, as the selection of 
these generalizations, rather than others that 
might be drawn from the data, is a personal one. 
(Author/CK) 
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Available from—National Council on Measure- 
ment in Education, Office of Evaluation Ser- 
vices, Michigan State University, East Lansing, 
Michigan 48823. $2.00 per year (4 issues); Sin- 
gle issues 0.25 each in quantities of 25 or more 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Anxiety, ‘*Criterion Referenced 
Tests, Educational Innovation, Educational Ob- 
jectives, Effective Teaching, Learning, *Learn- 
ing Theories, *Models, Programed Instruction, 
*Test Construction, Testing, *Tests, Transfer 
of Training 

Identifiers—Item Difficulty, *Mastery Learning, 
Mastery Testing 
The historical background of mastery learning 

is discussed and related to the use of the tradi- 

tional normal curve and to the nature of curves 
which express more adequately the mastery learn- 
ing concept. It is suggested that the mastery 
model calls for strategies that: inform students 
about course expectations; set standards of mas- 
tery in advance; use short diagnostic tests for 
each unit of instruction; prescribe additional 
learning for those who do not demonstrate initial 
mastery; and provide additional learning time for 
those who need it. These strategies for mastery 
learning and testing can benefit the student who 
experiences test anxiety. Suggestions for the con- 
struction of mastery tests include defining the ob- 
jectives to be measured, items written to sample 
the content and behavior domains of those objec- 
tives, average item difficulty ranging from 85% or 
higher, and absolute performance interpretation. 

Proposals for the application by teachers of the 

principles suggested, techniques for test construc- 

tion, test use, and grading, are presented. (CK) 
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National Council on Measurement in Education, 
East Lansing, Mich. 

Pub Date Jan 70 

Note—12p.; Special Report, v1 n2 1970 

Available from—National Council on Measure- 
ment in Education, Office of Evaluation Ser- 
vices, Michigan State University, East Lansing, 
Michigan 48823. $2.00 per year (4 issues); Sin- 
gle issues 0.25 each in quantities of 25 or more 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Achievement, Achievement Tests, 
Comparative Analysis, Correlation, *Norms, 
Performance, *Profile Evaluation, Raw Scores, 
*Scores, Statistical Analysis, Student Records, 
*Test Interpretation, Test Results 
The interpretation of test profiles, graphic 

devices which indicate the overall performance of 

an individual or group of individuals, is discussed. 

Some uses of profiles are presented, together with 

a three step profile analysis procedure for in- 

terpreting test results. Because profiles are rela- 

tively simple to construct and appear to be easily 
interpreted, considerable emphasis is placed upon 
possible errors in profile use. (AG) 
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ing of the National Council on Measurement in 
Education, New York, New York, February 
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EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Academic Achievement, 
*Adolescents, Age Differences, Caucasian Stu- 


dents, College Students, *Cultural Differences, 
Cultural Factors, *De y,  *Ethnic 
Groups, Grade Point Average, Group Behavior, 
High School Students, Hypothesis Testing, 
Measurement Instruments, Mexican Americans, 
Negro Students, Peer Relationship, Question- 
naires, Racial Differences, Role Conflict, Sex 
Differences, Socioeconomic Status, *Student 
Alienation 
This study, based on cultural stereotypes, seeks 
to determine the demographic characteristics 
which differentiate among young people and cor- 
relate with their levels of alienation. A prelimina- 
ry version of an experimental scale, designed to 
determine the existence and extent of alienation 
manifested by in-school adolescents, was 
developed in a pilot oo. The experimental in- 
strument consisted of forty-seven forced-choice 
items written to reflect Seeman’s five dimensions 
of alienation: normlessness, meaninglessness, 
powerlessness, self-estrangement, and social isola- 
tion. Seventy-five lower division college students 
completed the pilot version, and for validity and 
reliability purposes, also completed the Rotter I-E 
Scale. Then, adolescent groups from five ethnic 
backgrounds were studied by means of their 
responses to a demographic questionnaire and the 
revised experimental instrument. Variables sug- 
gested by the literature as relevant were sex, age, 
number of hours of weekly employment, grade- 
point-average, socioeconomic status, transiency 
and stability of family, parental approval of 
friends, solidarity with peers, and marital status of 
parents. Hypotheses involved relationships 
between these demographic variables and scores 
on the measure. Eleven hypotheses, related to the 
variables, findings relevant to them, and support- 
ing statistical data are given. Mixed findings in- 
dicate the need for further exploration of the dif- 
ferences between groups with regard to such 
items as: number of hours of work outside of 
school, socio-economic status, and family stabili- 
ty. (LR) 
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The Effect of Differential Weighting of Individual 
Item Responses on the Predictive Validity and 
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Pub Date 71 

Note—1 Ip. 
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Descriptors—Computer Oriented Programs, Item 
Analysis, Measurement Techniques, *Multiple 
Choice Tests, Predictive Measurement, *Pre- 
dictive Validity, *Scoring, Scoring Formulas, 
*Test Reliability, Tests, Test Validity, 
*Weighted Scores 
A procedure for scoring multiple-choice tests 

by assigning different weights to every option of a 
test item is investigated. The weighting method 
used was based on that proposed by Davis, which 
involves taking the upper and lower 27% of a 
sample, according to some criterion measure, and 
using the percentages of these groups marking an 
item option to obtain the weight for that option. 
These percentages were then used to enter a 
weighting table to derive the appropriate option 
weight. Weights assigned to one item need not be 
similar to those of another item; an incorrect 
response to a difficult question may carry more 
weight than the correct response to an easier 
question. Weights for scoring the Iowa Algebra 
Aptitude Test were determined by computer by 
the use of achievement tests and the IAAT itself 
given to two groups of ninth grade algebra and 
two groups of ninth grade modern mathematics 
students. Correlations between the pairs of 
weights were used as measure of the reliability of 
the choice weights. The data suggests that more 
than 1,000 examinees would be required to pro- 
vide reliable scoring weights for the distracters in 
this test. The cross-validation of the weights in- 
dicates a limited increase in both predictive 
validity and reliability. It is suggested that the 
main utility of the technique may be to increase 
reliability where greater reliability of measure- 
ment is nveded. (DG) 
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Descriptors—Behavior Change, Correlation, Data 
Collection, Development, *Developmental 
Tasks, Interviews, Norms, *Preschool Children, 
*Questionnaires, Rating Scales, Scores, Sex 
Differences, *Test Reliability, *Test Validity 

Identifiers—Bentler Interview Developmental 
Scale (BIDS) 

A multifactor instrument, the Bentler Interview 
Developmental Scale (BIDS), was used to mea- 
sure developmental changes in children from 
birth to age 7. The device consisted of 115 age 
related items to which the mother responded. 
Data was gathered through interviews of the 
mothers of sample children throughout the 
United States. Reliability of the instrument was 
.83 for girls and .81 for boys. The internal con- 
sistency coefficient, based upon 4754 interviews 
of girls and boys, was found to be .90 and .89 
respectively. The BIDS instruction booklet, both 
girls’ and boys’ versions of the instrument, relia- 
bility tables, growth data, preliminary norms, and 
summaries of 12 validity studies are included in 
appended tables. (CK) 
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Washington, D.C. Bureau of Research. 
Bureau No—BR-0-F-008 
Pub Date Jan 71 
Grant—OEG-6-70-0006( 509) 
Note—46p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Affective Behavior, *Attitude Tests, 
Changing Attitudes, Cognitive Development, 
Conservation (Concept), Curriculum Planning, 
*Developmental Tasks, *Discriminatory At- 
titudes (Social), Emotional Kin- 
dergarten Children, Measurement "Techniques, 
Perception, Perceptual Development, Racial 
Attitudes, *Role Playing, Sex Differences, *So- 
cial Discrimination, Social Relations, Test 
Validity, Visual Measures 
Identifiers— Attitude Story Test, Peabody Picture 
Vocabulary Test (PPVT), Piaget 
This study attempted to develop a valid instru- 
ment for the assessment of attitudes in kindergar- 
ten children and to evaluate two potential cur- 
riculum procedures for facilitating attitude 
growth. One experimental treatment evolved 
from role-theory and emphasized perceptual 
awareness and the ability to put oneself in the 
place of another; the other emphasized training in 
Piagetian operations such as conservation and 
spatial perspective. A third control treatment of 
traditional kindergarten activities was 
The major dependent variable was an attitude 
preference test requiring the children to choose 
among pictures of black and white people and to 
apply a positive or negative adjective to the pic- 
tures. Subjects were also administered six Piage- 
tian developmental tasks. Results indicate that 
kindergarten children possess marked, measura- 
ble, racial preferences and the significantly 
reduced racial attitude scores resulting from both 
role-playing and Piagetian training suggest the 
feasibility of educational intervention. Descrip- 
tions of the procedures and materials used in the 
Piaget Training Tasks and the Role-Playing 
Tasks, directions for the Attitude Story Test and 
for the administration of Four Perspective Tasks 
are contained in the appendices. (Author/CK) 
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Educational Testing Service, Princeton, N.J. 
Head Start Test Collection. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C 

Pub Date Apr 71 

Note—11p.; Test Collection Report 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—* Annotated Bibliographies, Attitude 
Tests, *Early Childhood Education, Grade |, 
Grade 2, Grade 3, Personality Tests, 
*Preschool Tests, *Self Concept, *Self Concept 
Tests, Self Evaluation, Testing, Test Reliability, 
Test Selection, Test Validity 

Identifiers—*Project Head Start 
Twenty-seven instruments appropriate for mea- 

suring self-concept in children from the preschool 

level through the third grade are listed. Informa- 

tion concerning the purpose of the instrument, 

nature of the materials, groups for which it is in- 





tended, administration, scoring, interpretation, 
and standardization are included when available, 
together with the source from which the instru- 
ment may be obtained. The bibliography is seen 
as an initial screening device in the search for ap- 
propriate tests. (AE) 
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Bates, Devon And Others 
The Evaluator Development Program. 
Cooperative Educational Research Lab., Inc., 
Northfield, Il. 
Report No—Work-Pap-10 
Bureau No—BR-6-1391 
Pub Date 15 Jun 67 
Note—117p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Curriculum Development, *Educa- 
tional Programs, Evaluation Criteria, Evalua- 
tion Methods, Evaluation Needs, *Evaluation 
Techniques, Instructional Materials, Job Analy- 
sis, *Models, Performance Criteria, *Per- 
formance Specifications, Program Descriptions, 
Program m Evaluation, School 
Personnel, Skill Analysis, *Task Analysis, Task 
Performance 
This paper proposes an Evaluator Development 
to meet the need for improvement and 
development in educational evaluation. The ob- 
jective is to enhance effective evaluation 
in elementary, secondary, and higher 
education through the institutionalization of 
evaluator roles within differential settings. The 
program involves the development of the educa- 
tional middleman, or evaluator, and consists of 
two major components: (1) the Evaluator Task 
Development Project and (2) the Position 
Development Project. The first mentioned is 
designed to identify and select evaluative tasks; to 
identify skills and competencies necessary for 
performance of these tasks; to design relevant in- 
structional materials and processes; and to field 
test these materials with persons assigned evalua- 
tion positions in various educational settings. The 
Position Development Project is designed to in- 
stitutionalize the tasks identified and developed in 
the first stage into positions within educational 
settings. The Program is outlined, the Task 
Development Project is described in detail, and 
activities related to the Position Development 
Project are summarized. (CK) 
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Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Report No—R-103 
Bureau No—BR-6-1610 
Pub Date May 71 
Grant— OEG-2-7-061610-0207 
Note—25p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Factor Analysis, Factor Structure, 
Females, Males, Occupational Choice, Occupa- 
tional Guidance, *Occupational Tests, *Per- 
sonality Assessment, Personality Tests, *Per- 
sonality Theories, Typology, *Vocational 
Counseling 
Identifiers—Configural Analysis, SDS, ‘Self 
Directed Search 
A sample of 358 men and 360 women took the 
Self-Directed Search (SDS), a _ vocational 
guidance tool developed by Holland based on his 
theory of vocational choice. Holland had found 
that in the occupational domain the factor 
loadings on the Realistic, Investigative, Artistic, 
Social, Enterprising, and Conventional scales fit a 
hexagonal paradigm where adjacent types usually 
had similar loadings and distant types usually had 
divergent loadings. Data from this sample was 
subjected to factor and configural analysis in an 
attempt to verify the relationships among Hol- 
land’s personality types, to clarify the charac- 
teristics of each type, and to extend the hex- 
agonal model to new domains of assessment. The 
results of the analyses offer strong empirical sup- 
port for the hexagonal arrangement of the per- 
sonality types, and also support the organization 
of the SDS and Holland’s occupational classifica- 
tion. (Author/DG) 
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Lincoln Univ., 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Bureau of Research. 
Bureau No—BR-0-B-003 
Pub Date Nov 70 
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Note—116p. 
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Descriptors—Age Differences, Caucasian Stu- 
dents, Comparative Statistics, Elementary 
School Students, High School Students, 
Identification (Psychological), Negro Students, 
Psychological Needs, *Racial Differences, *Self 
Concept, *Self Esteem, Self Evaluation, *Sex 
Differences, *Student Attitudes 
A cross-sectional study of self-image and racial 
and sexual differences in self-attitude in a fully 
integrated public school system is reported. The 
subjects were all students in the kindergarten, 
3rd, 6th, 9th, and 12th grades. The instruments 
chosen for the study were the Self-Social Symbols 
Tasks, Gough Adjective Check List, Edwards 
Personal Preference Schedule, a form of the Se- 
mantic Differential, and a subjective paragraph 
describing present self and ideal self. The major 
findings are as follows: Over the range of grades 
measured there is no significant racial difference 
in self-esteem, but black self-esteem appears to 
be lower than that of whites at the kindergarten 
level and higher than that of whites at the 12th 
grade level. Female self-esteem tends to be higher 
than that of males. Blacks have less esteem for 
and tend to identify less with father, teacher, and 
friends than do whites. The teacher has relatively 
low esteem for and lack of identification with all 
subgroups. Black students show greater individua- 
tion and less social interest than whites. An 
abasement-succorance- jon need pattern is 
observed at the 3 higher grade levels for all sub- 
groups. Detailed findings, including means, stan- 
dard deviations, black/white comparisons, and 
male/female comparisons on all the scales of all 
the instruments, are provided. The study con- 
cludes with recommendations for remedial action. 
(DG) 
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Descriptors— Ability, *Cognitive Processes, Com- 
parative Analysis, Decision Making, Expecta- 
tion, *Information Processing, *Information 
Theory, Mathematical Models, Predictor Varia- 
bles, Rating Scales, *Self Concept, ‘*Self 
Evaluation, Student Evaluation 

Identifiers— Significant Other 
Six alternative models of the ways in which in- 

dividuals accept and organize information from 

potential sources are p . Parameter esti- 

mates were obtained from experiments testing the 

effect of evaluations of performance upon an in- 

dividual’s conception of his own, and others’, 

ability to perform specific tasks. Then the models 

were tested against data from an independent set 

of experiments. Results of the tests favor a simple 

additive model. Possible application of the 

models to extensions of this experimental situa- 

tion and to natural settings are discussed. Two 

results with implications for education are: (1) it 

is the perceived ability of the evaluator which 

determines his effectiveness and (2) evaluators 

with perceived low abilities tend to be more ef- 

fective at lowering self-evaluation than at raising 

it. (DG) 
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Note— 102p. 
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Descriptors—Cognitive Development, 


Major social studies concepts taught to fourth 
graders in Madison, Wisconsin, were identified by 
examining the schoo] district course of study and 
social studies textbooks and by consulting central 
office supervisors and teachers. The concepts 
identified in this manner fell into three major 
categories: Geographic Region, Man and Society, 
and Map and Globe Study. Ten concepts were 
randomly selected from each category for inclu- 
sion in rests of concept attainment. Each of the 
selected concepts was analyzed to determine its 
constituent teachable elements. The analysis of a 
concept formed the basis for writing items to test 
its attainment. Analyses of all selected concepts 
and illustrative examples of test items are 
presented in the paper. (Author) 
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Available from—Robert R. Knapp, Publisher, 
P.O. Box 7234, San Diego, California 92107 
($4.95) 

Not | Available — EDRS. 

Science Research, Cannan Creativity, Data 

Analysis, *Educational Research, *Evaluation, 

Evaluation Techniques, Graduate Students, 

Guides, Hypothesis Testing, *Measurement, 

Reliability, Research Design, Research 

Methodology, Research Proposals, Statistical 

Analysis, *Statistics, Technical Reports, Testing 

Problems, Tests, Validity 

This book contains a collection of principles, 
methods, and strategies useful in the planning, 
design, and evaluation of studies in education and 
the behavioral sciences. It is not « technical, 
detailed study, but an overview, a summary of al- 
ternatives, an exhibit of models, and a listing of 
strengths and weaknesses, useful as a checking 
and comparing aid for researchers. Because only 
highlights, outlines, and essentials to achieve 
emphasis, clarity, and brevity are presented, the 
user should supplement this document with more 
complete information from other qualified 
sources. The guide contains sections on common 
errors, planning research and evaluation studies; 
research designs, methods, and strategies; instru- 
mentation and measurement, statistical 
techniques and the analysis of data; and criteria 
and guidelines for planning, preparing, writing, 
and evaluating the research proposal, report, the- 
sis, or article. Coverage includes historical, 
descriptive, developmental, case and field study, 
correlational, causal-comparative, true experi- 
mental, quasi-experimental, and action research. 

Author and subject indexes and statistical tables 

for significance levels are provided. (DG) 
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Descriptors—Bias, Bibliographic Citations, 
*Bibliographies, Cultural Differences, Cul- 
turally Disadvantaged, Culture Free Tests, 
Economically Disadvantaged, Employment 

tions, *Minority Groups, *Personnel 

Selection, *Social Discrimination, *Test Bias, 
Testing Problems, Test Interpretation 
This bibliography, which lists selected articles, 

research reports, monographs, books, and 

reference works related to test bias, is limited to 

material which deals directly with the question of 
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test bias--such as research reports or commenta- 
ries. References listed cover the period from 
1945 to the present, and are grouped under two 
main headings: General Educational References 
and Employment References. (CK) 
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Educational Testing Service, Princeton, N.J. 
Pub Date Jun 71 
Note—67p. 
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Academic Achievement, Behavioral 
Objectives, *Conference Reports, ‘Criterion 
Referenced Tests, *Educational Accountability, 
Educational Finance, Educational Improve- 
ment, Educational Objectives, Educational 
Planning, *Educational Quality, Evaluation, 
*Instructional Programs, *Performance Con- 
tracts, Performance Criteria, Develop- 
ment, Public Education, School Community 
Relationship, Teacher Responsibility, Teaching 
Quality 
The philosophy, strategies, and pitfalls of edu- 
cational accountability, and information on the 
development and implementation of accountabili- 
ty programs are outlined in this conference re- 
port. Educational accountability is a term used in 
connection with activities such as assessment, 
evaluation, auditing, and performance contacting. 
The speakers’ papers include: “The Means and 
Ends of Accountability” (Erick L. Lindman); “‘Is- 
sues in Implementation I" (Mark R. Shedd); “‘Is- 
sues in Implementation II" (Francis Keppel); “- 
Public Expectations” (James E. Allen, Jr.); “The 
Role of Evaluation” (Henry S. Dyer); and “The 
Future of Accountability” (Edythe J. Gaines). 
(AG) 
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Educational Testing Service, Princeton, NJ. 
Pub Date Mar 71 
Note—208p. 
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Descriptors— Admission Criteria, College Admis- 
sion, College Students, Developmental 
Psychology, Economic Opportunities, *Educa- 
tional Change, Educational Opportunities, Edu- 
cational Planning, *Educational Research, 
Equivalency Tests, *Evaluation, *Higher Edu- 
cation, Income, Infants, Learning Motivation, 
Measurement, Minority Groups, Negro Stu- 
dents, *Racial Integration, School Community 
Relationship, State Surveys, Teacher Role, Tui- 
tion Grants 
Identifiers— Open Education 
These invitational papers submitted by ETS 
staff members to the Select Education Subcom- 
mittee discuss various aspects of educational 
change and improvement, planning and evalua- 
tion. Papers include: “Open Education: Changing 
Schools for Children,” (Edward A. Chittenden); 
“Planning for New Students to Higher Education 
in the 70’s,” (K. Patricia Cross); “The 
Desegregation/Integrati Dilemma in Higher 
Education: Implications for Research from 
Minority Student Experiences,” (Junius A. 
Davis); “Statewide Assessment: Its Future and 
Potential for Educational Reform” (Henry S. 
Dyer, Robert J. Solomon); ‘“‘Mass Higher Educa- 
tion and the Economic Benefits of a College 
Degree,” (Rodney T. Hartnett); “Learning to 
Learn in Infancy: The Development of Com- 
jon,” (Michael Lewis); “- 
Teaching in the Knowledge Society,” (Frederick 
J. McDonald); “Credit by Examination and the 
External Degree,” (Robert J. Solomon, John R. 
Valley); and “Meeting the Measurement Needs 
of Education,” (William W. Turnbull). Most of 
the papers include bibliographical references. 
(CK) 
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Descriptors—Activism, African American Stu- 
dies, Attitudes, *Classroom Environ- 
ment, Cultural Differences, Curriculum 
Development, Ethnic Studies, *Human Rela- 
tions, Identification (Psychological), Institutes 
(Training Programs), Intergroup Relations, 
Negro Attitudes, *Race Relations, Racial At- 
titudes, Self Concept, *Student Attitudes, 
*Teacher Attitudes, Teacher Behavior, Teacher 
Ed 


lucation 

This bibliography on human relations in the 
classroom contains references to published books, 
documents, journal articles, and unpublished 
documents which are in the ERIC system, or are 
in process. The books, documents, and journal 
articles cited deal with such issues as: race rela- 
tions, racial attitudes, racial recognition, self-con- 
cept, psychological identification, social in- 
fluences, cultural differences, cross cultural train- 
ing, ethnic studies, Afro-American studies, cur- 
riculum development, classroom environment, 
human relations, intergroup relations, interper- 
sonal relationships, student-teacher relationships, 


training 

and violence. Citations for documents are fol- 
lowed by an abstract edited to suit the purposes 
of the bibliography; eg eee oe ae 

accompanied by subject headings which help 
prac A em arcley: na Ayman 
in many instances — brief annotations. Docu- 
ment citations cover the period November 1966 
through March 1971; journal articles, January 
1969 through April 1971. (RJ) 
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Descriptors—Data Analysis, Models, *Occupa- 
tional Aspiration, *Occupational Mobility, *So- 
cial Factors, *Social Mobility, *Social Systems 
Part of the program of the Center for Social 
Organization of Schools at Johns Hopkins Univer- 
sity is one which examines how a student's educa- 
tion affects his actual occupational attainment, 
and how education results in different vocational 
outcomes for blacks and whites. This report 
comes out of such a context. Properties of mea- 
sures and models of social mobility are analyzed 
in relation to the conceptualization of mobility. 
Two main objectives of mobility research are 
identified. One is the study of determinants of oc- 
cupational achievement; the other is the study of 
mobility as a characteristic of social systems. It is 
shown that the realization of both objectives is 
hindered by a failure of commonly used models 
and measures of mobility to separate out the vari- 
ous individual and structural factors responsible 
for mobility. (Author/JW) 
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Responses to Assertive Behavior in Small 


Groups. 

Stanford Univ., Calif. School of Education. 

Spons Agency—National Science Foundation, 
Washington, D.C. 

Report No—TR-6 

Pub Date Apr 71 

Note—187p. 

ape Price MF-$0.65 HC-$6.58 

*Aggression, *Group Behavior, 

oe Dynamics, Group Relations, Junior High 
School Students, *Negro Students, *Race Rela- 
tions, *Racial Attitudes de 
This study analyzes data collected in the 

summer of 1970. Fifty-seven groups, composed of 


white assertives. The hypotheses, however, were 
not confirmed by the results. The study neverthe- 
less suggests that more cooperative tasks should 
be used in situations where interpersonal relations 
are important. In integrated classrooms, a cur- 
riculum including © 


document, some pages will not be 
completely legible when reproduced. } 
(Author/JW) 
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Bryant, M. Howard e 

On Expanding Access to Education for Financially 
Students. 


Disadvantaged 
— Univ., Charlottesville. School of Educa- 


Sesame No—4Qccas-Pap-3 

Pub Date Apx 71 

Note— 1 5p. 

Available from—Editor, Occasional Papers, 164 
mia Road, Charlottesville, Va. 22903 
($1.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—College Bound Students, *College 
Students, *Disadvantaged Youth, *Economi- 
cally Disadvantaged, ‘Financial Problems, 
*Financial Support 
ae ee a ee ee 

practical measure for financial aid disad- 
vantaged college students through an pele x 
and new involvement in the distribution to stu- 
dent financial aid funds to more students in need. 
Useful to a discussion of a revamped approach to 
aid distribution will be a review of who the disad- 
vantaged are, to what extent they are enrolled in 
higher education, and, in particular, what mea- 
sure will identify them. It is suggested that new 
procedures which would improve the chances for 
further education of needy and deserving students 
be explored. Equal access to higher education 
will move toward a new reality with adequate 
funds from federal, state, and private resources 
and with the introduction of responsibility in the 
high school. (Author/JW ) 
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A Human Relations Model for a Desegregated 


Group. 
Virginia Univ., Charlottesville. School of Educa- 


tion. 

Report No—Occas-Pap-4 

Pub Date Apr 71 

Note—12p. 

Available from—Editor, Occasional Papers, 164 
Rugby Road, Charlottesville, Va. 22903 
($1.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Group Discussion, Human Rela- 
tions, Integration Methods, *Race Relations, 
Racial Attitudes, *Racial Integration, *School 
Integration 
The human relation model discussed in this 

booklet serves the dual purpose of facilitating the 

development of equal human relations and the 
myriad aspects associated with desegregation. 

This is not ~ tame a scientific report, but a 

guide to group discussion. Although the model 

presented is based on the most advanced findings 
from interaction in teaching and the systems ap- 
proach in communication, there is not an attempt 
here to declare it as the final answer to problems 
in this area. The human relations model is 
presented as a flow-chart which indicates the 
phases through which a bi-racial group passes to 
reach a tensionless condition conducive to a con- 
sideration of delicate race problems. A face-to- 
face commitment of a few people to work 
together is a first somiaiel The acknowledgement 
of equal human status and a concession by each 
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it is unaware of concepts held by 
next two stages. Then, a con- 


nd in which there would be little potential 


between ethnic components of the 
group. The atmosphere thus generated will permit 
in-depth consideration of all desegregation 
problems. (Author/JW) 
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Reading and Math in PS 133, New 


York City. A Report. 
Center for Urban sy ang New York, N.Y. 


Available from—Center for Urban Education, 
105 Madison Avenue, New York, N.Y. 10016 
$1.50) 

ERs Price MF-$0.65 HC-$3.29 

Descriptors—*Color, *Elementary School Mathe- 
matics, Elementary School Students, *Experi- 
mental Curriculum, Experimental Programs, 
*Reading Programs, Test Results 


tion” of each child are urgently needed. 


(Author/JM) 
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Pupils in the Dade County 
Public Schools. 1969-70. 
Dade County Public Schools, Miami, Fla. 
Pub Date Feb 70 





A Ad ‘ee Dept., 
Room 201, seamen Hopkins Ba ilding, Dade 
County Public Schools, Miami, Fla. 33132. 
(Free of charge) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Annual Reports, Attendance 
Records, *Bilingual Education, Bilingual Stu- 
dents, English (Second Language), Immigrants, 
Language Programs, Population Growth, 
*School Demography, *Spanish Speaking, Spe- 
cial Programs, Student Characteristics, Teacher 
Characteristics 
There has been a continuous countywide 

growth in the Spanish-speaking school popula- 

tion. By September 1969, the total number was 

46,552, i.e. 30,140 Cuban = ar gos and 

16,412 from countries in Central 

America, Mexico, and Pts cis thers 10.5 

percent of total school membership in 1965, the 

by the schools increased to 13.5 





Kdentifiers—*Gattegno (Caleb), Metropoli 

Achievement Test 

This booklet describes the program in Harlem 
(PS 133) which is based upon Dr. Caleb Gat- 
tegno’s reading and mathematics in color. The 
program was primarily intended to test the 
teaching of Gattegno’s methods and materials. PS 
133 was considered to be a good site for the pro- 


perienced teachers and a principal who was 
— be a dedicated, competent administra- 
earn im reading program, color is used 

the purpose of introducing words, and 

are mastered, color is discarded. The 


tters with the identical sound are 
same color. Thus the “‘o”’ in 

“though” belong to the same 

in the mathematics program, Gattegno 


answers to problems. The evaluation of the pro- 
gram used data from the Metropolitan Achieve- 
ment Test scores; the results tended to indicate 
general impro in ding and mathematics 
among the experimental group. “(Author/JW) 
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Malnutrition and Learning. 
Michigan State Univ., East Lansing. Center for 
Urban Affairs. 
Report No—RR-5 
Pub Date [71] 
Note—12p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Breakfast Programs, Early Ex- 
perience, *Educational Problems, Food Stan- 
dards, Health Needs, *Hunger, Individual 
Development, Learning Difficulties, *Learning 
Disabilities, Lunch Programs, Neurologically 
Handicapped, *Nutrition, Perceptually Han- 
dicapped, *Prenatal Influences, Socioeconomic 
Status 
The characteristics of malnourished children 
bear a striking resemblance to a number of the 
known characteristics of “disadvantaged chil- 
dren,” e.g. apathy, irritability, sickliness, and a 
teduced attention span. The combination of mal- 
nutrition and the other negative effects of poverty 
perpetuates a cycle of illness, educational failure, 
and more poverty. If the aim of compensatory 
education is to break this cycle, then it is impera- 
tive that social scientists and educators become 
aware of the negative impact of malnutrition on 
the development of the child. Perhaps most 
Specific to education is the demonstration of 
delayed neurointegrative development in children 
who have grown because of malnutrition. 
Inadequacies of intersensory development can 
Place the child at the risk of failing to establish 


reported 
percent in 1967 ond 19.1 percent in 1969. An 
analysis of Attendance Department records 
reveals that much of the increase in the Spanish- 
speaking segment of the school population has 


specific definition of “Spanish-speaking 

the 1969 survey. Nevertheless, there has been 
considerable growth. Special instructional pro- 
grams have grown in response to their unique 
educational needs. Almost 20 percent are par- 
ticipating in classes in English as a second lan- 
guage; almost one-third are participating in a pro- 
gram designed to maintain or develop the lan- 
guage skills in their native language. This year 
some 90 schools are offering one or both of these 
programs. (Author/JM) 
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Desegregation, 

Dade County Public Schools, Miami, Fla. 

Report No—RR-3 

Pub Date Nov 69 

Note—94p. 

Available from—Administrative Research Dept., 
Room 201, Lindsey Hopkins Building, Dade 
County Public Schools, Miami, Fla. 33132 
(Free of charge) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Annual Reports, Caucasian Stu- 
dents, Comparative Statistics, Elementary 
School Students, *Employment Patterns, In- 
tegration Studies, Negro Students, *Racial 
Composition, Racial Distribution, Racial In- 
tegration, *School Integration, School Person- 
nel, Secondary School Students 

Identifiers—Dade County Public Schools, 
*Florida 
Contents of this annual study of the status of 

desegregation in the Dade County Public Schools 

include: Introduction; Ten years of desegregation; 
status of desegregation, September 1969; Tables 

(Basic Data)--Distribution of racial and ethnic 

groups, pupils and school employees, Elementary 

school centers, Secondary school centers, 

Special school centers; racial distribution of em- 

ployees--Central Administration at Lindsey Hop- 

kins Building, District Offices, and 

Services at other locations; Racial distribution of 

students and employees, Adult Education pro- 

grams; Tables (Analytic)--Summary, distribution 
of racial and ethnic groups, pupils and school em- 
ployees, K-12 program; Number and percent of 
schools with desegregated, Negro, or white stu- 

dent body and selected employee groups, K-12 

program, Sept 1969; Percent of schools with 

desegregated, Negro, or White student body and 
K-12 program, com- 
distribution 
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parison, 1969 versus 1968; and, Number and per- 
cent of Negro pupils in schools which were white 
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Settings. 
Illinois Univ., Urbana. Center for Instructional 

Research and Curriculum Evaluation. 

Spons Agency—lllinois State Office of the Su- 
perintendent of Public Instruction, Springfield. 

Report No—WP-2 

Pub Date [69] 

Note—1 Ip. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Decision Making, *Educational En- 
vironment, Individual Characteristics, In- 
dividual Development, ‘Individual Power, 

*Negro Students, Peer Acceptance, Self Con- 

trol, Social Development, Social Experience, 

Socialization, Social Maturity, *Student Par- 

ticipation, *Student School Relationship 
Identifiers— Rotter (Julian B) 

A perception of limited autonomy in the en- 
vironment of the low socioeconomic black child 
has important implications for educators. Firstly, 
since the educational setting is challenging and 
often fear-provoking for disadvantaged students, 
it would seem desirable to reduce the generalized 
expectancy of powerlessness that is characteristic 
of many of these children. A way to reduce some 
of the disastrous effects that the American school 
has often had on the disadvantaged child is to in- 
crease his perception of his personal responsibili- 
ty in the outcomes of his education. Secondly, 
educational administrators would do well to strive 
to employ as many well-qualified black teachers 
as possible in order that black students could 
have a choice of teachers in terms of race. A 
third implication of the concept of internal-exter- 
nal control for education concerns the social re- 
jection and isolation of black students by white 
students and teachers in desegregated schools. 
Rejection and isolation is largely seen by the 
black student as out of his control. (Author/JM) 
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79p. 
Available from—Quadrangle Books, Inc., 12 East 
Delaware Place, C’ tl. 60611 ($2.45) 
Document Not Available EDRS. 
Descriptors—*Black Power, Cross Cultural Stu- 
dies, Ghettos, Negro Culture, Negro Education, 
Negro Employment, Negro History, Negro In- 
stitutions, *Ne; ip, *Race Relations, 
Racial Attitudes, *Racial Discrimination, Ra- 
cial Segregation, Social Change, *Social Dis- 
crimination 
Contents of this book comprises: Introduction-- 
A decade of change; (1) Race and its con- 
sequences: Beliefs and acts; (2) Race relations in 
different societies: A comparative perspective; 
(3) Implementing discrimination: the institutional 
impact of prejudice; (4) Leaders in change: A set 
of profiles; and (5) Options facing Americans: 
Pathos to Separatism or Integration. Section (1) 
includes: “Chinese have bigger brains than 
whites--are they superior?” Robin Fox; “Jensen- 
ism, n-the theory that I.Q. is largely determined 
by the genes,” Leed Edson; and, “They are not 
so much anti-Negro as Pro-Middle Class,” J. F. 
and L. H. Scott. Section (2) includes articles by 
“What place for the White 
2”, Joseph Lelyveld; and James 
Michener. Section (3) includes articles by C. Eric 
Lincoin, “The absent father haunts the Negro 
family”; Herman P. Miller; and Herbert J. Gans. 


Roy Harris, and articles by Martin Ar- 
nold, Harvey Swados, and Walter Rugaber. Sec- 
tion (5) includes articles by Reese Cleghorn; 
Nathan Glazer, W. Arthur Lewis, and Bayard 
Rustin. (JM) 
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Program Plan for Improved Human Relations, 
1970-1971. 

Dade County Public Schools, Miami, Fla. 

Pub Date Oct 70 


Note—26p. 
EDRS. Brine SEP-40,65 9C-63.29 
ip ity Problems, Educational 
sa *Human Relations Programs, In- 
terschool Communication, *Problem Solving, 
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Program Development, *School Cadres, School 

Community Relationship, School Integration, 

*Social Change, Student Problems, Student 

Teacher Relationship, Team Administration 
Identifiers—Dade County Public Schools, 

*Florida 

Rapid social change has brought with it con- 
flicts which are manifest in the institutions of the 
community, particularly the school system, which 
latter has become a focal point for social, politi- 
cal, and judicial action. Mechanisms for problem 
solving must be established at all levels 
throughout the school system. A system of com- 
munications must be organized to provide for 
input from and feedback to all concerned groups. 
The county staff has identified a broad approach 
and specific application which it is prepared to 
recommend. In each school the principal and a 
small group of key personnel identified by the 
faculty and selected by the principal should be 
trained to use  problem-identification and 
problem-resolution techniques. The training is to 
be directed specifically to the needs of the school 
system. The training should be accomplished 
through short two- and three-day workshops fol- 
lowed up by periodic single-day sessions. The 
building of the cadre in each school should take 
place over an extended period, but it can begin 
to be a problem solving or reducing mechanism 
after initial training. The county staff, particularly 
the Title IV (Civil Rights Act) Human Relations 
Team, will provide support resources to schools 
in developing and implementing the cadre ap- 
proach. (Author/JM) 
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gram. Sample Teaching Units Through Cultural 
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Pub Date [Apr 70] 
Note—8Ip 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—American Indians, Class Activities, 
Cultural Awareness, *Cultural Education, Cur- 
riculum Development, *Curriculum Guides, 
Educational Objectives, *Elementary Educa- 
tion, Instructional Materials, *Intercultural Pro- 
grams, *Mexican Americans, Social Studies 
Units, Unit Plan 
Identifiers— Bernalillo Public Schouls, New Mex- 
ico 
Contents of this book, designed to give the cer- 
tified personnel of the Bernalillo Public Schools 
(Dade County, N.M.) an idea of what can be 
done in their teaching areas to meet with the 
philosophy of that school system, include units 
on: Social Studies, grades one to six; “‘We Three 
and Our Home”; “About me”; “‘My family”; “*My 
father”; “My mother”; “Things I can do by 
myself”’; “‘My house and things we have at home 
and activities”; “Food”; “Indian Leaders”; “*My 
playmates”; “‘People I see, know, and like”; “*- 
Music”; “‘Art’’; “Introduction to poetry”; ““Biolo- 
gy”; “Use of flowering plants”; “Mathematics”; 
“Measurement”; “Cost of operating an automo- 
bile”; “Cost of operating a car, word problems”; 
“Word problems in mathematics--taking the three 
cultures into consideration”; “‘Literature’’; “Early 
American Literature”; and, “American folklore.” 
Each unit includes information on objectives, ac- 
tivities, materials, resource persons, and evalua- 
tion. (JM) 
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Tri-Cultural Sensitivity In-Service Training Pro- 
gram Report. 

Bernalillo Public Schools, N. Mex. 

Pub Date [30 Jan 70] 

Note—259p. 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—American Indian Culture, Cultural 
Awareness, Curriculum Development, *Human 
Relations Programs, *Inservice Teacher Educa- 
tion, *Intercultural Programs, Mexican Amer- 
icans, Relevance (Education), School Cadres, 
Sensitivity Training, Teacher Workshops 

Identifiers—Bernalillo Public Schools, ‘*Civil 
Rights Act Title IV, New Mexico 
The Tri-Cultural Sensitivity In-Service Training 

Program, funded by the Federal government 

under the provisions of Title IV, Public Law 88- 

352 (Civil Rights Act) of 1964, was developed in 

response to the results of a system-wide stitvey of 

the staff in 1967. Eighty-five percent -of the 

teachers granted that a deficiency in knowledge, 

understanding, and the know-how of communica- 


tion among the cultures of Mexican Americans, 
Indians, and Anglo Americans could be the 
reason for failure to meet the needs of the stu- 
dents. Among the objectives of the program 
were: to conduct training for the professional 
staff, the student population, the community, and 
non-certified personnel with regard to human 
values by means of in-service programs geared to 
the specific needs of each respective group; to 
conduct highly concentrated beginning-of-the- 
year orientation in-service sessions according to 
the individual needs of the staff; and, to p 
long-range sequential procedures, which will lead 
to a balanced curriculum and provide for relevan- 
cy in the instructional pro; , so that students 
will get more meaning by being able to relate 
their home environment to their school environ- 
ment, at least partially. (Author/JM) 
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Pub Date Apr 71 
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EDRS Price MF-$0.65 HC-$3.29 
Descri i Bilingual Education, 
Bilingual esr Cultural Pluralism, Educa- 
tional Problems, *Immigrants, *Political In- 
fluences, Puerto Ricans, Social Relations, So- 
cial Systems, Spanish Americans, *Spanish 
Speaking, *Urban Schools 
Identifiers—*New York City 
As the size and diversity of the Hispano-Amer- 
ican population of New York City has increased, 
a new tripartite pluralistic cultural situation based 
upon categories both physical and cultural has 
been emerging. A politicization of ethnicity is 
being played out in New York City schools. 
While Puerto Ricans are legal citizens of the 
United States, free to enter and leave New York 
City at will, the legal status of the “others” is 
precarious; many have illegally by-passed U.S. 
immigration laws. Their presence has important 
consequences not only for them but also for the 
nature of the interaction between the entire 
“other Hispano” segment and the American 
society. Even when political units acknowledge 
that Puerto Ricans are but one segment of the 
Hispano group, they are of necessity forced to 
recognize the Puerto Ricans as the political 
spokesmen for the larger Hispano segment. The 
Hispano often fails to make a permanent commit- 
ment to immigrate to the United States, thus 
further modifying the patterns of assimilation and 
acculturation taking place. [Due to the quality of 
the print of the original document, some parts, 
including tables, will not be clearly legible when 
reproduced.] (Author/JM) 
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Center for Urban Education, New York, N.Y. 
Program Reference Service. 

Spons Agency—National Center for Educational 
Communication (DHEW/OE), Washington, 
D.C.; Office of Education (DHEW), Washing- 
ton, D.C. 

Report No—PRS-008 

Pub Date Nov 70 

Note—32p. 

Available from—Center for Urban Education, 
105 Madison Avenue, New York, N.Y. 10016 
($1.50) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Ability Grouping, Administrative 
Policy, Administrator Attitudes, * Administrator 
Characteristics, *Administrator Role, *Educa- 
tional Philosophy, Educational Planning, Parent 
Participation, *Principals, *Program Descrip- 
tions, Reading Programs, Self Concept, 
Teacher Administrator Relationship, Teacher 
Education, Urban Schools 
This is the report of an observation of the Fin- 

ley elementary school in central Harlem, New 
York City. Its reading program is projected by 
the principal as the instructional leverage for the 
organization of the school. The program is 
described in detail, including how parents are 
described and how the program is used to foster 
self-esteem for pupils within the traditional public 
school setting. Emphasis is placed on how, the 
principal views and executes her function, taking 
seriously her role as head teacher, and making 
the “executive” functions of principalship secon- 
dary to her role as educator. (Author/DM) 
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Center for Urban Education, New York, N.Y. 
Program Reference Service. 

Spons Agency—National Center for Educational 
Communication (DHEW/OE), Washington, 
D.C.; Office of Education (DHEW), Washing. 
ton, D.C. 

Report No—PRS-006 

Pub Date Feb 71 

Note—35p. 

Available from—Center for Urban Education, 
— Avenue, New York, N.Y. 10016 
($1.50) 

EDRS Price MF-$0.65 HC-$3.29 

*Community Involvement, Demon- 
stration Programs, Educational Development, 
Educational Facilities, *Educational Planning, 
Elementary Schools, *Political Issues, Program 
Descriptions, School Integration, School Or. 
ganization, Summative Evaluation 

Identifiers— * Providence, Rhode Island 
This report describes the successful planning, 

development, and operation of a desegregated 
public elementary school in Providence, Rhode 
Island. Planning involved school system personnel 
and all segments of an ethnically mixed commu- 
nity. Physical structure and operation of the 
school were determined in response to educa- 
tional needs and desires expressed by the commu- 
nity. This school has provided a model for other 
public schools in the area, which have adopted 
elements of the and p d of the 
school. (Author/DM) 
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Center for Urban Education, New York, N. a 
Spons Agency—Research for Better Schools, Inc., 
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Note—24p. 
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Descriptors—Bus Transportation, Educational 
Development, Educational Facilities, Educa- 
tional Finance, *Educational Planning, Elemen- 
tary Schools, Equal Education, Exceptional 
Child Education, High Schools, Program 
Descriptions, Program Proposals, Public 
Schools, *School Integration, Statistical Data, 
*Student Distribution, *Teacher Orientation 
Identifiers— * Pennsylvania 
This is the report of a five-year plan to reor- 
ganize the Harrisburg public schools, designed to 
achieve the goals of educational excellence, racial 
balance, equity, stability, and economy if 
properly implemented. For example, the plan in- 
cludes special centers from pre-kindergarten 
through second grade, and an educational plaza 
for grades 6 through 8, involving team teaching 
and flexible scheduling. High schools would be 
comprehensive, yet provide more specialized 
facilities and services for individual students. Staff 
and students would be equalized and all groups 
would be transported to schools equally. Interim 
steps for school personnel and parents are also 
spelled out in the report. (Author/DM) 
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Educational Research Committee. 

Spons Agency—New York City Board of Educa- 
tion, Brooklyn, N.Y.; New York State Educa- 
tion Dept., Albany. Office of Urban Education. 

Report No—R-E-012e 

Pub Date Nov 69 

Note— 196p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Data Analysis, Depressed Areas 
(Geographic), Educational Disadvantagement, 
Educational Objectives, Elementary Schools, 
Enrichment Programs, Evaluation Criteria, 
*Evaluation Techniques, Exceptional Child 
Education, Language Programs, *Program 
Descriptions, Statistical Data, *Summative 
Evaluation, *Summer Schools, Urban Areas 

Identifiers—*New York City 
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isa rt which describes and evaluates a 
ous Day Elementary School (SDES) pro- 

conducted in 1969 and involving 153 ele- 
pacar schools in New York City. For six 
weeks, 37,502 children from disadvantaged areas 


attended voluntarily for a half day. Services pro- 
vided included: (1) reading and arithmetic (Basic 
Component); (2) enrichment for the academi- 
cally or talented (Gifted and Enrichment 
Component); (3) continuity for the mentally re- 
tarded (CRMD Component); and, (4) instruction 
in English as a second language (ESL Com- 

t). The extensive evaluation disclosed vari- 
ous strengths and weaknesses of all components. 
The major changes suggested were: (1) separate 
levels of i for children at or near grade 
level and those well below grade level; (2) im- 
proved communication in the CRMD Com- 
ponent; (3) more consistent selection of qualified 
teachers in the ESL Component; and, (4) year 
round commitment of staff, and early commit- 
ment of funds for significant improvement in the 
success level of the summer program. 
(Author/DM ) 


ED 051 334 


Expand and Improve ... A Critical Review of the 
First Three Years of ESEA Title I in New York 
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City. 
dun for Urban Education, New York, N.Y. 
Spons Agency—New York City Board of Educa- 
tion, Brooklyn, N.Y. 
Pub Date Jul 70 
Note—202p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—Depressed Areas (Geographic), 
Early Childhood Education, Educational 
Development, Educational Finance, Educa- 
tional Objectives, Educational Planning, 
Evaluation Criteria, *Evaluation Techniques, 
Exceptional Child Education, *Federal Pro- 
grams, Guidance Programs, Language Pro- 
grams, *Program Descriptions, *Summative 
Evaluation, Teacher Education 
Identifiers—*Elementary Secondary Education 
Act Title I, ESEA Title I, New York City 
This evaluation report covers all ESEA Title I 
projects in the New York City Public Schools. 
Background material includes a descriptive over- 
view of the school system; sources, purposes, and 
legal functions of funding; eligibility and selec- 
tions of participants; overall objectives of the pro- 
grams; and, planning and administration of pro- 
grams. Each type of program (or component) is 
examined and eval d--including cl and 
special programs, teacher training, and communi- 
ty participation. Future goals and services of Title 
I are discussed. The role of evaluation and 
problems associated with evaluating Title I pro- 
grams are presented, together with a new evalua- 
tion model. (Author/DM) 
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Kdentifiers— Berkeley Unified Elementary School 
District, *California 
This study is an evaluation of the Berkeley 

Unified Elementary School District, which was 

completely desegregated using a strategy of two- 

Way, cross-town bussing. It presents documenta- 

tion for tentative answers to two fundamental 

seg (1) what is to be gained by eliminating 
school systems? And, (2) what is the cost to 
be paid for desegregation? Of all the factors in- 
ed, the most important is Berkeley's attention 
to the politics of change. The conclusion reached 
from this study is that the cost of massive school 
gregation is not neariy so great as its critics 
have predicted. (Author/DM) 
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*School Integration, Southern Schools 

Identifiers—Louisiana, *New Orleans 
This study focuses on the reasons why one city, 

which seemingly was ready to be a leader in ra- 
cial matters, became instead a center for re- 
sistance to school integration. When integration 
began, the reaction of extremists was so intense 
and prolonged that the city suffered a near catas- 
trophe. The city’s most serious problem was a 
lack of leadership. Not one of New Orleans’ 
leaders had attempted to prepare the community 
for desegregation, believing that they would never 
have to desegregate. Politics had been pulverized 
in New Orleans by a series of developments and 
conditions dating back to the rise of Huey Long, 
resulting in a passive reform mayor and elite. The 
research conducted used both the reputational 
technique and the issue analysis in order to clari- 
fy this study of community power. (Author/DM) 
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Descriptors—* Background, Cultural Background, 
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Title I Program, ESEA Title I Programs, *New 


Document Resumes 143 


Descriptors—Art Activities, Art Education, 
Career Ladders, *Changing Attitudes, *Crea- 
tive Activities, Creative Writing, On the Job 
Training, Painting, *Self Concept, Self Esteem, 
Self Expression, Sensory Experience, *Teacher 
Aides, Visualization 

Identifiers—*New Careers Program 
The development of a positive self concept 

through various art forms provides the foundation 

for an exploratory course presented to a group of 
enrolless in the New Careers Program. The stu- 
dents, whose work is here presented, are receiv- 
ing on-the-job training in child development cen- 
ters while receiving classroom instruction to 
prepare them as preschool assistant teachers. The 

New Careers seeks to create a category 

of jobs in the human service field which will pro- 

vide a “career” ladder through which individuals 
of low income and minimal education can 

progress from an entry level position up to a 

professional rank if educational requirements are 

met. Exercises centering on the creative arts can 
be designed to modify the self concept and self 
esteem of students. The quality of the environ- 
ment provides the raw materials upon which chil- 
dren can project themselves: art, poetry, dra- 
matics, and choice of books. Genuine liking and 
respect for children is considered shown by offer- 
ing such opportunities for the development of in- 
dividuality. (Author/JM) 
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grams, Mental Retardation, Nutrition, Political 
Influences, Retarded Children, Rural Areas, 
Urban Areas, Welfare Problems 
For millions of Americans, hunger is an 
everyday fact of life. Hunger destroys a man 
physically and mentally so that he is incapable of 
achieving a meaningful and productive place in 
society. Although many politicians and laymen 
state that the poor and hungry are shiftless and 
lazy, and that feeding them will destroy their self- 
reliance, a recent Health, Education and Welfare 
Department survey revealed that out of seven 
million on welfare in 1968, only 50 thousand 
were able-bodied, able-brained men. The rest 
were children, mothers, elderly people, and in- 
valids. Seventy-five percent of the mentally re- 
tarded are found in areas of rural and urban 
poverty. A child born with brain damage in these 
circumstances is beyond the help of any such 











York City, Urban Education Quality I 

Program 

This is the final report of an in-depth study of 
the use of paraprofessionals in the New York 
City public schools, conducted in the 1969-70 
school year under an agreement with the Bureau 
of Educational Research of the Board of Educa- 
tion of the City of New York. The paraprofes- 
sionals studied were those funded with E.S.E.A. 
Title I and New York State Urban Education 
Quality Incentive i ga funds and employed in 
“district decentralized” projects. The overall con- 
cept guiding the study was that paraprofessionals 
are certain kinds of people who perform certain 
tasks and have an impact on certain people 
around them. Out of this concept came the three 
tasks set for the study: to develop a profile of 
paraprofessionals giving background charac- 
teristics related to the pu s of the program 
and to the impacts paraprofessionals are intended 
to have; to survey the nature of paraprofessional 
work, determining what specific activities they 
carry out, in what kinds of schools, in what physi- 
cal locations, and on what time schedule; and, to 
determine the impact paraprofessionals have on 
the paraprofessional himself, pupils, teachers, the 
school principal, and parents. (Author/JM) 
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programs as Head Start. Seventy per- 
cent of the poor do not receive food stamps. 
Two-thirds of the children eligible for free school 
lunches are still not getting that lunch. Adminis- 
tration of these programs varies widely. In one 
district, only fatherless children get free lunches. 
In another, only one child per family can eat free. 
As a result, some families send children to school 
on a rotation basis to be sure that each one gets a 
chance to eat. Public opinion has not yet been 
mobilized on behalf of the health problems of the 
poor. (Author/JM) 
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Differences, Socioeconomic Status, Transfer of 
Training 

Identifiers—British Intelligence Scale, Canada 
Contents of this symposium comprises: In- 

troduction (W. B. Dockrell); The Genetics of In- 

telligence (Sir C. Burt); Structuring Mental Acts 

(P. R. Merrifield); A “Piagetian” Test of Cogni- 

tive Development (R. D. Tuddenham); The 
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British Intelligence Scale (R. W. Warburton); In- 
telligence (P. E. Vernon); Hierarchical Theories 
of Mental Ability (A. R. Jensen); Intelligence, 
Transfer, and Problem-Solving (G. T. Evans); 
and, Summary of Discussions at the Toronto 
Conference on Intelligence (H. J. Butcher). (JM) 
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tion, *Self Esteem, Socialization, 
Socioeconomic Status 
Contents of this book include: (1) The Con- 
cept of Race-Black, Negro, Afro-American, 
Colored?; Social versus Biological Definitions of 
Race; and Confounding Race and Social Class; 
(2) Intelligence-Black-White Differences in IQ: 
age and sex differences, the genetic explanation, 
the environmental explanation, family correlates 
of 1Q, and a personal view; stability of the IQ: 
t errors, change in IQ among young 
black children under natural conditions, attempts 
to produce IQ gains, and correlates of IQ change; 
and, Primary Mental Abilities; (3) Scholastic Per- 
formance-race, sex, and age differences; 
scholastic performance and IQ level; family cor- 
relates of scholastic performance; the effects of 
school desegregation; teachers’ expectations; and, 
teachers’ views of their children; (4) Self-Esteem- 
The Traditional View; A Reconsideration of the 
Traditional View; and, Three Empirical Studies, 
(5) Rage and Aggression-Channeling Black Ag- 
gression (Hortense Powdermaker); Is the Black 
More Aggressive than the White; and, Two Em- 
pirical Studies; (6) Psychopathology-The in- 
cidence of Behavioral Disturbances among 
Blacks; The Significance of the White Man’s Per- 
spective; and, Treatment; (7) Socialization and 
the Family-Origins of Black Families: A Post- 
Slavery Phenomenon; Family Structure; and, So- 
cialization Techniques; and, (8) Leadership and 
Education. (JM) 
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ing Improvement, Urban Schools, *Voluntary 
Agencies, Volunteers, Volunteer Training 
This is the report of a three-year demonstration 

program designed to explore the potentials and 

limitations in the use of volunteers in inner-city 
education. Four centers in Chicago supplied sites 
for training and research. Program emphasis was 
on one to one tutoring at least once a week for 
predominantly black and poor primary school 
children no more than one and one-half years 
below grade level academically; academic groups 
were combined with leisure, some auxiliary ser- 
vices, and cultural activities. The research design 
compared d t in be- 
fore and after tutoring, a as $s measured by the Gates 
Reading Tests. Participants and control groups 
were tested. Reactions of tutors and coordinators 
were gathered, as well as a community study to 
gather factors affecting organizational stability of 
centers. Among the findings, one of the major 
handicaps in the development of volunteer work 
was the lack of ability on the part of professionals 
to relate effectively to non-professionals and to 











help them develop effective skills. [This docu- 
ment is reproduced from the best available copy. 
Chapter X and appendixes 1-5, although listed in 
the table of contents, were missing from the 
original document.} (Author/DM) 
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The main thesis of this paper is that innovative 
changes in both urban metapolicy and in urban 
education are needed to meet present and future 
urban problems. Metapolicy deals with policies 
on policymaking, including the characteristics of 
the policymaking system and basic policy 
frameworks and postures. Unless urban metapol- 
icy is improved, no meaningful improvements are 
possible in concrete policies on specific issues. 
Required changes in urban metapolicy include: 
(1) development of urban policy sciences 
knowledge; (2) invention of new urban policy 
tools; (3) explicit strategy determination; (4) new 
policy-contributing institutions and/or policy 
research organizations; (5) improvement of urban 
policymaking personnel; and, (6) advancement of 
citizen participation. This analysis has important 
implications for urban educators. On one hand, 
similar improvements in the urban education pol- 
icymaking subsystems are needed for better 
urban educational policies. On the other hand, 
some radical changes in urban education are 
needed to meet the needs of better urban 
metapolicies. These include: (1) education of 
adults for more active roles in urban policymak- 
ing; (2) preparation of children for even more ac- 
tive future roles in urban policymaking; (3) train- 
ing and retraining of urban policy practitioners 
for new patterns of urban policymaking; (4) 
training of new types of urban policy profes- 
sionals; and (5) development of policy scientists. 
(Author) 
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This report covers a Federal review of the 
operation of the ESEA Title I Program in New 
Jersey, concentrating its local review in Camden. 
The State educational agency reported that new 
methods for teaching the disadvantaged had been 
developed, achievement had improved, and chil- 
dren had developed a feeling that their parents as 
well as school officials were genuinely interested 
in their needs. However, the General Accounting 
Office believes that a substantial part of Cam- 
den’s program has provided general aid to public 
and private school systems rather than aid to edu- 
cationally deprived children, as prescribed in the 
Act. Corrective recommendations are included in 
the report. (Author/DM) 
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Community Relationship 

This report describes an experimental project 
called the New York City Interaction Umbrella 
Project, which puts into action communities’ 
creative response to educational problems. The 
46 pilot programs operating between schools and 
their communities are grouped into four catego. 
ries, each being controlled by an Umbrella Board, 
The particular focus of this report is on Umbrella 
Five, which deals with the lack of meaningful 
communication between educators and laymen. 
Umbrella Five contains eight of the 46 com. 
ponents of the Program: a school-community 
neighborhood center, handbooks and supple- 
ments, parents’ resource center, student progress 
reporter corps, after school referral center, bilin- 
gual and cultural program, Sas. and 
operation reach-out. (Author/DM) 
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This book is a joint venture by 13 scholars, and 
is a systematic and exhaustive study of a crucial 
problem. The nature of poverty and the social 
aspects of health and illness place health and wel- 
fare in a sociological framework. In this book the 
many ramifications of the poverty-health complex 
are examined and analyzed. Two chapters assess 
current efforts to ensure medical care to all seg- 
ments of the population. An appendix sums up 
methodological problems of obtaining reliable 
health data on different social classes. The 
authors conclude by describing the critical health 
deficit characteristic of the American poor and 
present a concrete plan for nationwide organiza- 
tion of health services. Each chapter is based on 
a data summary and critical evaluation of previ- 
ous research and demonstration work. (Edi- 
tors/DM) 
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The problem under investigation in this report 
was the low achievement level of some students 
in the ESEA Title I Schools in Kansas City, Mis- 
souri. It was felt that part of this low achievement 
was due to a negative feeling among some 
teachers regarding the ability of the children to 
achieve. Kansas City mental health professionals 
and educators sought to prove the hypothesis that 
negativism might be reduced if the teachers had 
an improved awareness of themselves and the 
inner city community and children. The research 
design included participating and non-participat- 
ing teacher groups, a principal's group, and a su- 
pervisory personnel group. A _ semantic dif- 
ferential type of instrument was used for pre- and 
post-testing. Participants tended to be more posi- 
tive toward concepts tested than did nonpartici- 
pants; and post-test scores tended to be more 
positive than did pre-test scores. Limitations, and 
recommendations for future research of this na- 
ture are included. (Author/DM) 
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This is the report of a 1970 followup (to a 
similar one conducted in 1968) study, the pur- 
poses of which were to: (1) determine whether or 
how the attitudes of Kansas City respondents 
resembled or differed from attitudes of black 
youth in other parts of the United States, and (2) 
determine whether or how much change had oc- 
curred in the attitudes of Kansas City youth in a 
two-year period. Despite problems, data was col- 
lected in five cities in various parts of the United 
States. Major generalizations of the study in- 
cluded the following: (1) attitudes of black youth 
were relatively uniform from city to city; (2) 
mts tended to have little contact with 
whites but tended to reject separatism & 
violence; (3) youth in larger cities with larger 
tended to be more fatalistic and 
alienated; and, (4) widespread support exists for 
the NAACP, the Black Panthers, and active local 
organizations. (Author/DM) 
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The “assimilation perspective” on minority 
group relations in America distort empirical reali- 
ty because of two hidden assumptions. First, 
divergence or difference is recognized at an earli- 
er point--only to be corrected by equalization of 
opportunity. The second tends to view the “new 
world”--the assimilated--as homogeneous. The cu- 
mulative effect of the Civil War was to lead to a 
legal perception of the black man as a person, 
while the social perception of him as property 
persisted with behavior tending toward the latter. 
The second world, however, would have emerged 
apart from this discrepancy--in part because 
black men came to the U.S. in chains. Every 
black family must teach its young and help them 
to develop a strategy to cope with being black in 
America. It is clear now that strategies of culture 
deprivation Pp y education, Head Start, 
Upward Bound, etc.--are doomed to fail. The 
failure comes as a result of the belief that the at- 
titudes, feelings, and behaviors of blacks are 
pathological deviations from a superior white life 
style. The emergence of a “black life style’’ is, 
however, a result of social reality. Deviance and 
deprivation are misleading constructs, implying 
that blacks can be something they cannot be, 
namely white. [Because of the print quality of the 
original, this document will be only marginally 
legible in microfiche and xerox hard copy.] 
(Author/JM) 
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Identifiers—New York City, *Quality Incentive 
Programs 
Section 3602 of the New York State Education 

Law provides supplementary means of improving 

the teacher-learning situation for those students 

having special educational needs associated with 
poverty. Funds are provided on an annual basis, 

1970-71 being the third one for receipt of such 

funds by New York City. This bulletin contains 

summaries of only those proposals that have been 
approved and implemented. Monies are allocated 
by the State on a formula basis, and the Board of 

Education similarly suballocates the major por- 

tion of its allotment. New York City’s total allo- 

cation was 48,029,740 dollars for fiscal year July 

1, 1970-June 30, 1971. Community districts were 

advised that their allocations could be ap- 

propriated as they wished, for Quality Incentive 

Programs and/or Community Education Center 

Programs. A total of 33,335,473 dollars was al- 

located by Districts to Quality Incentive Projects. 

These are planned by professional and communi- 

ty representatives to correct educational, motiva- 

tional and/or cultural deficiencies of the target 
population. No program may become operative 
until the proposal has been approved by the State 

Division of Urban Education. The budgets as in- 

dicated in the summaries are the amounts that 

were budgeted when the proposals were sub- 
mitted. (Author/JM) 


ED 051 351 UD 011 620 


Grade 1 and Grade 2, Curriculum Bulletin 
1970-71 Series, Number 3. 

New York City Board of Education, Brooklyn, 
N.Y. Bureau of Curriculum Development. 

Pub Date 70 

Note—268p. 

Available from—Board of Education of the City 
of New York, Publications Sales Office, 110 
Livingston Street, Brooklyn, N.Y. 11201 
($5.00) 


EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*African American Studies, African 
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lum, *Social Studies 
The bulletin is divided into four main sections. 
The first section presents an introduction, objec- 
tives, and a list of the major themes from the So- 
cial Studies courses of study for Grades Kin- 
dergarten through Two. The remaining three sec- 
tions are composed of suggested materials and 
activities for each of the respective grades. A 
bibliography for all of the grades is found after 
the suggested learning activities. The introduction 
and the objectives should be read before using 
the materials so that the purpose of the bulletin is 
clearly understood. The suggested materials and 
activities may be used as presented or adapted to 
enhance pupil learning. Learning activities are 
found under the appropriate themes for each 
grade. As the teachers introduce each theme in 
the Social Studies program, they should refer to 
this Black Studies bulletin for materials and ac- 
tivities to further enhance those concepts and un- 
derstandings which the pupils are developing. 
[Many photographs have been deleted from the 
materials and activities section of this document, 
as they will not reproduce.] (Author/JM) 
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Identifiers—*School for the Seventies 
This book is a comprehensive staff report ad- 

dressed to the United Teaching Profession as a 

basis to improve America’s schools. Contents in- 

clude: Section 1, The setting: a note of urgency; 
are schools to blame? the traditional role of edu- 
cation; the fruits of success; the new focus of 
change: humaneness in education; and, barriers 
to humane school. Section 2, The Humanistic 
School: the system; Problems: who’s in charge 
here? the reaction to centralization; reemerging 
constituencies; action toward solution: diffusion 
of governance; the problems of power sharing; 
and, school must respond. The instructional pro- 
gram; Problem: an irrelevant curriculum--student 
needs, parent concerns; action toward solution: a 
relevant program; Problem: Classroom organiza- 
tion--individual differences, the uniform environ- 
ment; action toward solution: evaluation for diag- 
nosis--evaluation vs. grading; new concepts for 
evaluation; implications of diagnostic evaluation 
for the schools; strategies for action; The Hu- 
mane Program; the teachers; Problems: the lack 
of appropriate teacher control, etc.; the students; 

Problems: cultural and ethnic differences, etc.; 

school finance. Section 3, The United Teaching 

Profession Acts, and epilogue. (JM) 
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Descriptors—American English, *Dictionaries, 
Language Patterns, Language Role, Language 
Styles, Language Usage, Lexicography, *Negro 
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ists 
The speech habits of the most oppressed --and 

the largest-- segment of the black population in 
the United States did not spring solely from an 
inability to handle acceptable forms of spoken 
English, nor mainly from the limitations caused 
by the particular stock of words known to the 
speaker. Black slang stems from a somewhat dis- 
seminated rejection of the life-styles, social pat- 
terns, and thinking in general of the Euro-Amer- 
ican sensibility. The rejection is necessarily dif- 
fused because it is impossible for any combina- 
tion of ethnic groups to endure the kind of close 
sociocultural contact--despite the well-known in- 
equity--endured by black and white in North 
America without showing the effects of the usual 
exchange and conflict. American slang in general 
is largely black American slang in origin. This is a 
book of the words and phrases used by black 
people irrespective of their origin, however. This 
so-called private vocabulary of black people 
serves the users as a powerful medium of self- 
defense against a world demanding participation 
while at the same time laying a boobytrap-net- 
work of rejection and exploitation. It is a lan- 
guage unconsciously designed to pave a way 
toward positive self-images. Afro-American slang 
is created out of the will to survive on black 
terms. (Author/JM) 
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Contents of this report on the development of 

the civil rights movement include: (1) Introduc- 
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tion--the economic and social status of Negroes 
in 1952, Negro movements for civil rights, the Ku 
Klux Klan; (2) Racial desegregation in education, 
1954-57; (3) The Little Rock Crisis, 1957-59; (4) 
Continued desegregation in education, 1958-64; 
(5) Measures to end racial segregation in public 
amenities, 1954-63, including: court rulings, 
1952-55; administrative measures, 1953-55; anti- 
integration moves in southern states, 1957; 
Supreme Court rulings, 1958-60; cut in Negro 
welfare services in Louisiana; Federal counter-ac- 
tion; and, continued desegregation of public 
facilities, 1961-63; (6) The Civil Rights Acts of 
1957, 1960, and 1964--Civil Rights Commission’s 
reports--Federal action on Civil Rights; (7) The 
Civil Rights movement and urban riots, 1960-65; 
(8) The Voting Rights Act of 1965--other civil 
rights legislation and developments, 1966-68; (9) 
Further agitation by Civil Rights movement, 
1966-68; and, (10) The death of Martin Luther 
King, Junior. (JM) 
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The contents of the second edition of this book 
on “metropolitanism” include: (1) Metropolitan 
schools and social structure: three schools of the 
metropolis, social mobility, etc.; (2) Urban and 
metropolitan development: the city in an essen- 
tially rural society, new definitions of metroplis, 
etc.; (3) Socioeconomic and racial stratification 
in metropolitan areas: the socioeconomic ratio, 
effects of socioeconomic and racial stratification 
and segregation in the schools, etc.; (4) Schools 
in the metropolitan area: socioeconomic charac- 
teristics of schools in the metropolitan area, the 
urban-community schools, etc.; (5) Suburban 
schools in the evolving metropolitan area: 
problems in financing suburban education, and 
suburban schools in the metropolitan system of 
education; (6) Urban renewal, metropolitan 
planning, and the schools: new directions in 
urban renewal, education in metropolitan 
development, etc.; (7) Schools and the Black 
Revolution: urbanization of blacks; equality of 
opportunity or equality of achievement? etc.; (8) 
Teachers in metropolitan schools: social origins 
of metropolitan area teachers, the career line of 
metropolitan educator, etc.; and (9) School 
systems and other social systems in the 
metropolitan area: goals of metropolitan develop- 
ment, social system defined, inter-system 
cooperation, intra-system functioning, and paths 
to metropolitanism. The First Edition of this book 
appeared in RIE under ED 013 268. (JM) 
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Document Not Available from EDRS. 
Descriptors—Doctoral Programs, _ Doctoral 
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The purpose of this study was to ascertain the 
extent to which the allocation of federal, state, 
and local financial resources for vocational and 


technical education was sufficient to finance the 
training and placement of an adequate number of 
graduates to meet the training needs in Missouri 
as indicated by the distribution of the work force 
and labor market trends. Data concerning expen- 
diture, enrollment, and placement of vocational 
graduates and manpower development trainees 
were secured from the Missouri State Department 
of Education and Division of Employment Securi- 
ty. Major findings and recommendations include: 
(1) A serious imbalance exists between funds ex- 
pended for vocational education and manpower 
needs of the state, (2) There is a need for more 
state funds to support vocational education, (3) 
A more adequate guidance and placement service 
should be established, and (4) More students 
should receive training in the trade and industrial, 
business and office, distributive, technical, and 
health occupations. (AS) 
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EDRS Price MF-$0.65 HC Not Available from 
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The 1969 hired farm working force (HFWF) 

consisted of about 2.6 million persons 14 years of 

age and over who did some farmwork for cash 
wages during the year. This drop of 12 percent 
from the 2.9 million in 1968 reflects further 
utilization of farm labor-saving technology. Mem- 
bers of the 1969 HFWF were mostly young 

(median age 23), white (77 percent), male (74 

percent), persons living in non-farm places (74 

percent). They earned an average of $837 in cash 

wages, or $10.75 a day for 78 days of farm wage 
work. Only 21 percent were engaged chiefly in 
farm wagework. Of these, 301,000 were year- 
round workers, who were the most fully em- 
ployed and highest paid, averaging 319 days of 

farm wagework and earning $3,485. About 60 

percent including housewives and students were 

not in the labor force most of the year. About 

257,000 were domestic migratory workers. This 

group declined at about the same rate as all hired 

farmworkers, thus continuing to comprise about 

10 percent of the total. A related document con- 

taining 1967 statistics is available as MP 000 795. 

(Author/GB) 
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This study investigates the effects of manage- 
ment expectations on the occupational success of 
disadvantaged workers. In five organizational ex- 
periments, supervisors were informed that certain 
workers out of groups of disadvantaged workers 
had superior abilities. However, these workers 
were chosen randomly, so that any differences in 
performance between these workers and the con- 
trol group would be due only to supervisory ex- 
pectations. The results, which confirm the 
hypothesis regarding the significance of super- 
visor attitudes, have implications for the super- 


visor’s role in breaking the vicious circle of low 
performance by disadvantaged workers. (BH) 
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catalog for hard copy price) 
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Evaluation, Technological yy mess 
Vocational Adjustment, Work Attitudes 
This study was undertaken to provide sug. 
gestions for developing an optimum system of 
training in the apprenticeable trades. Data were 
obtained from personal interviews and from 
roughly 9,000 questionnaires which were 
returned by apprentices, journeymen, instructors, 
employers, union officials, teacher educators, 
counselors, training coordinators, and high school 
students. Recommendations were made with re- 
gard to philosophy, recruiting, training, adminis- 
tration, training environment, period of in- 
denture, and adjustment to technological change. 
(BH) 
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This volume is an appendix to ‘Educational 

and Training Adjustments in Selected Ap- 

prenticeable Trades, Volume I’ (VT 012 012). 

(BH) 
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The main objective of this project is to demon- 

strate how a community action agency can 

Operate manpower and economic development 

programs with continuing impact. The program 

offers: (1) training in four areas, (2) supportive 
services, including counseling and basic educa- 
tion, (3) youth programs, (4) economic develop- 
ment efforts to help the local economy, (5) job 
and training placement, and (6) community ser- 
vices. The goal of long run impact is being 
achieved by five enterprises intended to become 
self-sufficient and strengthen the economy. Short 
run effects are achieved with the placement ac- 
tivities and the training programs, which are 
preparing 60 trainees as brick masons, carpen- 
ters, electrical wirers, toy manufacturing person- 
po’ vegetable farmers, and clerical workers. 
(BH) 
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This study investigates the characteristics of the 

border crossers and their role in federal pro- 

grams, and analyzes their impact in depressed 
areas. In order to obtain information about the 
estimated 100,000 commuters working in the 

United States, a team of bilingual Mexican Amer- 

icans interviewed Mexican citizens legally and il- 

legally working in the United States, and U.S. 

citizens living in Mexico and crossing the border 

to work. Among legally working aliens, every 
hundredth name was selected for an interview, 
while the illegal workers surveyed were all those 
willing to be interviewed at three detention cen- 
ters. Citizen commuters, for whom no lists were 
available, were interviewed at the American Con- 
sulate-General in Juarez, and at various border 
crossings. The data shows that the border cros- 
sers depress job opportunities and wage levels, 
and discourage union organization. Although they 
benefit from many federal programs, they do not 
pay their share of the costs of the programs. The 
study recommends several alternate solutions 
using more realistic restrictions on commuters. 
(BH) 
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This study examines the determinants of youth 

labor force participation, school activity, and em- 

ployment rates. Nearly all the data came from the 

March 1967 Current Population Survey, both 

from survey results and from the individual data 

tecords collected in the survey. After records 
were obtained for 104,000 individuals, of whom 

14,000 were between 16 and 21 years of age, 

least squares regressions were used, mainly with 

dummy variables, to determine the degree of cor- 
relation between the variables. The results show 
that high unemployment rates and low wages en- 
courage high levels of school activity. Poverty 
tract residence reduces school activity directly 
while the negative influence of race occurs only 
after accounting for labor force status. Youth em- 
ployment rates are not significantly affected by 

family income or age differences within the 16-21 

group, although race continues to be a major fac- 

tor in employment opportunity even after adjust- 
ing for individual and area variables. (BH) 
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This study investigated two approaches for ob- 
taining job ratings in order to determine which 
procedure provided the most stable ratings, given 
a constant number of raters. Specifically, it com- 
pared reliability estimates determined by averag- 
ing across individually obtained job ratings and 
reliability estimates based on consensus ratings 
from interacting panels. To investigate reliability 
of job ratings obtained from individuals and from 
panels of raters, 450 basic airmen rated 100 brief 
job descriptions individually and in panels of 
three and five raters. Analysis revealed that esti- 
mates of mean reliability were greater for in- 
dividual raters, and mean rating time increased 
with panel size. Consequently, the individual ap- 
proach appears to be more economical and effi- 
cient than the panel procedure, in terms of relia- 
bility, time required, and number of raters 
required. (Author/BH) 
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*Demography, Multiple Regression Analysis, 
*Performance Factors, Racial Factors, *Test 
Results 
The interrelationships between aptitude test 
performance and certain d 
variables were investigated, as well as the rela- 
tionship between these variables and the aptitude 
test factor content. Five test batteries were ad- 
ministered to groups of approximately 1,900 sub- 
jects each. Multiple regression analyses indicated 
that there were significant interaction effects for 
six of the selected tests. The relationships 
between the cultural variables combined and 
each aptitude test were significant for all tests. 
Significant net relationships of race, educational 
level, and geographic area were found with a 
majority of tests, although wide differences were 
found among aptitude tests in their sensitivity to 
al influences. Race appeared 
to be related to tests in most factor areas, with its 
highest relationship in the mechanical area, 
whereas education, which had the lowest relation- 
ships with the mechanical area, had the highest 
relationships with verbal, numerical, and reason- 
ing factors. No discernible trend was noted for 
geographic area. (Author/BH) 
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Identifiers—*Cubans 
This study of the adjustment and acculturation 

of Cuban refugees living in West New York, New 

Jersey investigates the hypotheses that: (1) The 

formation of a tightly knit community aids in the 

adjustment of first generation Cubans, although 
in the short run it may retard their acculturation, 
and (2) Adjustment and acculturation are easier 
for persons from middle class backgrounds than 
for immigrants from poorer families. In order to 
evaluate programs which have attempted to help 
the Cubans to adjust, the researchers interviewed 
agency officials and gathered all available data 
from various public and private agencies. A ran- 
dom sample of 250 of the refugees in West New 








dissertation, Fordham 


Document Resumes 147 


York, constituting roughly 10 percent of the 
total, were interviewed in order to gather first- 
hand data. The study concludes that governmen- 
tal programs have been far less effective than the 
refugee community in aiding adjustment, and 
despite a severe downward occupational mobility 
which increases with social class, job satisfaction 
and adjustment have been surprisingly good. 


(BH) 
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Identifiers—FAO, *Food and Agriculture Or- 
ganization 
This annual review of selected developments in 
agricultural education and training of the United 
Nations family presents economic and social 
progress reports of countries dependent upon 
agriculture. Topics covered are education and 
training in Africa, deep sea fishing training in 
Korea, correspondence courses in agriculture, na- 
tional marketing centers, curricular needs for 
human nutrition studies in universities and col- 
leges, and priority needs in agricultural research 
in African institutions. Additional references are 
appended. (GB) 
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Identifiers— Project Build 
This study focuses on the benefits and costs of 

preapprenticeship institutional training aimed at 
reducing the employment problems of male inner 
city Negro youths. Using a sample of 195 youths 
in Project Build, including 110 graduates, 20 
dropouts, and 65 applicants who were not ac- 
cepted, interviews were conducted to gather data 
on individual characteristics and employment suc- 
cess. Comparison of the total benefits and costs 
to the individual and to society shows that the 
training program is a worthwhile investment 
which can help hard-core disadvantaged youth to 
enter apprenticeship programs, with benefits far 
greater than the cost of training. (BH) 
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Identifiers—South Carolina 
This report describes the local economy of a 
rural area in South Carolina at the time a brick 
plant was:established and examines the shortrun 
impact of the plant through its first year of opera- 
tion in 1963. During its first year, the plant pro- 
vided jobs for 25 of the area’s unskilled laborers, 
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who had been working seasonally in declining 
farm, construction, and sawmill occupations. In 
addition, jobs were generated in machine main- 
tenance, advertising, and sales. The study in- 
dicates that various other types of factories which 
could be constructed in the area would provide 
jobs for the rural poor who are being forced out 
of agriculture and forestry. (BH) 
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This publication contains statistical data on ap- 
plicants for disability benefits under the Social 
Security Act. Tables containing data through 
1966 are provided for worker and childhood disa- 
bility allowances and refusals. Individual and 
summary statistics are given for the applicants, 
who are classified by characteristics such as age, 
sex, education, diagnostic group, and occupation. 
(BH) 
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This study investigated the theory that a wor- 

ker’s relationship to technology instills in him 
identifiable attitudes about work. Using samples 
of office workers from a bank and five insurance 
companies, and samples of factory workers from 
the oil refining and automobile industries, a total 
of 1,888 workers were divided into (1) office and 
factory workers in nonmechanized production, 
(2) machine operators in mechanized production, 
and (3) operators in automated production. The 
findings refute the belief that office and factory 
workers are becoming similar in work, although it 
is true for craftsmen and nonmechanized and 
machine-operating clerks. Convergence in at- 
titudes was found among oil refinery monitors 
and computer operators and software personnel, 
apparently because automated technology in the 
office and factory creates some commonality 
among workers most closely related to the 
technology. (BH) 
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This study analyzes the effects of labor force 

composition on the level of frictional unemploy- 

ment. Proportiona!iy more of total unemployment 


falls upon new workers, which has significant im- 
plications for changes in frictional unemploy- 
ment. The labor market model which was 
developed to show this also implies, at least in- 
directly, that new workers have higher turnover 
rates than do old.workers. In analyzing interna- 
tional differences in unemployment percentages 
among tlie advanced nations, the study concludes 
that the higher U.S. rate is due more to teenage 
unemployment than any other single factor. (BH) 
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This booklet is an overview of female employ- 

ment today. The profile of the woman worker is 

changing, in terms of personal characteristics 
such as age, marital family status, education, 
race, and family income, and also in terms of em- 
ployment characteristics, such as occupation, in- 
come, and unemployment patterns. The report 
—e a continuing rise in female employment. 
(BH) 
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A developmental product for the Massachusetts 
and New York Evaluation Service Center for Oc- 
cupational Education, the classification system is 
designed to treat behavioral objectives from 
which cognitive, psychomotor, and affective 
capabilities can be inferred. The system provides 
an analytical tool to render the products of the 
Evaluation Service Center more useful for the 
purpose of program modification in a manner 
consistent with the philosophical principle on 
which the Center was established. The Capability 
Classification System allows institutions to deal 
with specific elements of programs and provides 
feedback on the specific capabilities these pro- 
grams are designed to develop. (Author/JS) 
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A A well articulated educational program pro- 
vides students an opportunity to develop to their 
highest potential without unnecessary duplication 
of instruction and delay in attaining their educa- 
tional and career objectives. To provide articula- 
tion between North Carolina's public system of 
elementary, secondary and post secondary 
schools, the State Board of Education appointed 
a committee from State Department of Commu- 
nity Colleges and State Department of Public In- 
struction to cooperate with the Occupational 
Research Unit in providing leadership in coor- 
dinating and implementing articulated programs. 
Major objectives of the programs were: (1) 


developing model administrative arrangement, 
(2) providing articulation of subject matter, (3) 
promoting innovation and coordination, (4) 
providing a better total program of occupational 
education, and (5) providing articulation of hap. 

and disadvan programs. The re. 
— contains examples of programs, sores er tn 

and suggestions for continuing articula' 

A review of research ot ertodeted dite iae 
United States, a detailed background of Planning, 
implementing and reporting of articulation effort, 
in 1970, and a review of articulation efforts in 
North Carolina prior to 1970 are appended. (AS) 
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This document discusses and illustrates the use 
of the Critical Path Method (CPM) as a tool for 
developing curriculum. In so doing a brief review 
of the evolution of CPM as a management tool 
developed by E. I. duPont de Nemours Company 
is presented. It is also noted that CPM is only 
method of ncing learning activities and not 
an end unto itself. (JS) 
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This review of 81 research studies is primarily 
confined to the research on business education 
that concerns relationships between teaching acts 
and learning outcomes. Attention is directed to 
investigations that permit generalizations about 
the consequences for learning of specifiable in- 
structional behaviors bearing on the materials and 
methods of instruction. Most of the research 
reviewed applies to office occupations, principally 
typewriting and stenographic skills, and some to 
retailing and distributive occupations. The 
findings of the researches cited are stated, and 
their implications for instruction are specified. 
(Author/JS) 
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Experience has shown that the quality of in- 
struction depends on the occupational competen- 
cy of the teacher. The overall purpose of this 
project is to develop occupational competency 
examinations for nationwide use in evaluating 
trade and industrial education teachers. This first 
phase of the two-phase project involves: (1) sut- 
veying the state of the art, (2) preparing a hand- 
book with guidelines and basic principles. (3) 
developing and pilot testing written and per- 
formance tests in el ns and 
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the machine trades, and (4) developing the struc- 
ture for a consortium of states to implement the 
anal Test validity and reliability will be 
in the second phase. The survey of 
the state of the art shows excessive duplication of 
effort, lack of coordination, and deficient data, 
ee oe aad ar. 
consortium. Lists of resource materials and or. 
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Identifiers— Utah 
To evaluate the effectiveness of a commuter 

job corps program, evaluation data were obtained 

from participants, instructors, administrators, and 

a control group. Designed specifically for high 

school dropouts and run in conjunction with the 

local school districts, this was evaluated 

in terms of (1) student retention, (2) return-to- 

school rate, (3) the employment rate, and (4) 

grades. Analysis of the data revealed that the 

commuter job corps program resulted in a reten- 

tion rate of 50 t and a summer employ- 

ment rate of 80 percent. Intuitively, it was con- 

cluded that this program should be continued, 

but it was further noted that better methods of 

gathering data are needed. (JS) 
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Identifiers— * Agricultural Chemicals 
Intended for teachers and students, this agricul- 
tural chemical safety package of instructional 
materials pertaining to the safe handling of pesti- 
cides was developed by Vocational Education 
Productions of California State Polytechnic Col- 
lege. Included are a teachers’ handbook, a stu- 
dent manual, and 20 transparency masters. The 
teachers’ handbook is designed to give 
background information to instructors and to aid 
them in the coordination of audio-visual aids, 
teaching aids, and student exercises with the stu- 
dent manual for more effective classroom presen- 
tation. A teaching plan, a true-false test, and ad- 
ditional reading materials are included. Topic 
headings are: (1) Pesticides Are Necessary, (2) 
Pesticide Laws and Regulations, and (3) Personal 
ro When Handling Agricultural Chemicals. 
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To determine junior college community service 
personnels’ perception of the C perdi 
sion Service, © Seen ey ooo See 
service directors received a questionnaire 
cerned with: (1) their status, (2) emadielione 
with the Extension Service, (3) importance of the 
Service to their clientele, and (4) understanding 
and opinions of the Extension Service. Finding 
limited and inaccurate knowledge about coopera- 
tive extension, especially concerning organization 
and personnel, the study recommends efforts to 
educate community service personnel and coor- 
dinate activities with them. Further study is 
deemed necessary to determine Extension person- 
nels" perceptions of community service agencies 
(BH) 
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t 43 out of 

technical knowledge rated desirable or above 
percent of the service managers ss 
postsecondary trained mechanics, of 
major divisions, 27 percent of as work was 
devoted to en; work. It is recommended that 
= study e utilized in revising 

ucation and counseling be 
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With the proliferation of electronic equipment 

on the market, this study was conducted to deter- 

mine the feasibility of training calibration techni- 

cians at the college level in the region served by 

the North-Central Association of Colleges and 

Secondary Schools. Questionnaires were mailed 

to 378 supervisors of technical personnel, 

representing industries in 19 states to determine 

what they felt employees must know about instru- 

ments. Of the 378 questionnaires, 164 were 

returned in usable form. The second phase of the 

study was to determine student interest in an 

electronics calibration program. Fifty-one usable 
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tome, of 15S came to Commer s ager acntey 


cians over the next 3 years, and that the need for 
@ program on the level in the north-cen- 
tral region is evident. (GEB) 
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cffnders can be rehabitated, (2) No har an 
offenders can No hard and 
fast ert or cutoff point can be specie, (3 
Selection lures for clients from correctio 

institutions need to be carefully evaluated on a 
periodic basis, and (4) Long programs of voca- 
tional training after the inmate has left the in- 
stitution are not desirable. After the project, a 
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Funded under the Vocational Education 
Praprsct g of 1968, this project was conceived 
to provide occupational counseling on an in- 
The pro oe in the pd paper student's — 
planned as a 3-phase, 3- 


ives of Phase I _ to 4 
fe Te object of Phase I develop 


it nr gps ng ns gags 
presi wr ae consisting of a brochure and audio- 

aids for use in student recruitment. The 
area served by Compton College includes some 
241,000 of which approximately 50 per- 
cent are Caucasian, 40 percent Negro, and 9 per- 
cent Mexican-Americans. Unemployment in the 
area is twice the national average and the income 
by family considerably below the national 
average. The immediate problem was to commu- 
nicate the availability of courses and convince in- 
dividuals of the need for education. The ap- 
proach was dev by a survey of literature, 
solicitation of opinions from government and in- 
dustry leaders, and meetings with students and 
commun representatives. A brochure and 
audio-visual aids were developed and recruiters 
were trained. Phase Il will field test these materi- 
als, and Phase Ill will evaluate and draw conclu- 
sions. (GEB) 
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Identifiers—National Highway Safety Bureau 

Two 3-day symposia, one attended by 131 par- 
ticipants from 33 states and the other by 122 par- 
ticipants from 21 states and two Canadian 
Provinces, were conducted to report the progress 
of selected driver training p' and to imple- 
ment recent research findings. Activities included 
seminar group discussions, a panel discussion, 
and major presentations, some of which were: (1) 
“The Mission, Objectives, Organization, and Pro- 
grams of the National Highway Safety Bureau” 
by W. Tarrants, (2) “Driver Education and 
Training: Evaluation Requirements and Suggested 
Plans” by W. Lybrand, (3) “‘The Case for Multi- 
ple Standards in Driver Training” by W. Rum- 
sfield, (4) “Modern Learning Principles and 
Driver Education” by R. Gagne, and (5) “Driver 
Education and the Commercial Driving School” 
by R. Brenner. Texts and in some cases an ab- 
stract of the presentations, seminar and panel re- 
ports, and bibliographic sketches of symposia 
staff are included. (SB) 
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Identifiers— *Canada 
To improve efficiency in manpower policies 

and programs, this study explores the effects of 
economic growth on future manpower require- 
ments in Canada. Projections of occupational em- 
ployment as a percentage of total employment, 
employment per unit of output, and the level of 
output for each of the 12 major industries, were 
used to project manpower needs for each of the 
five economic regions of Canada. The projections 
are extrapolations from past trends, modified to 
take into account expected future developments. 
The occupational structure of the labor force is 
assumed to depend on only the industrial struc- 
ture of employment and the occupational struc- 
ture of each industry. Because of the simplifying 
assumptions, the projections are intended to pro- 
vide a broad indication of future needs rather 
than exact predictions. (BH) 
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To analyze the differential benefits from voca- 

tional training, a study was made involving 1,701 

former students selected at random from 19 area 

vocational-technical schools in Tennessee. Major 

objectives of the study were to determine: (1) 

economic justification of vocational training, (2) 

wage differences among the vocationally trained 

- non-trained, and (3) internal rates of return 

area vocational-technical schools. The data 
collected from high school records and responses 
of students to a mail questionnaire ‘were put in 
tabular form for analysis. Some of the findings in- 


cluded: (1) Vocational training increased labor 
force participation, reduced unemployment, and 
increased occupational mobility, (2) Students 
with the lowest educational ability received the 
greatest rate of return, (3) Vocational training 
was beneficial regardless of educational attain- 
ment, and (4) Total public rate of return on in- 
vestments in vocational-training was 6.3 percent 
while the private rate of return was 13.4 percent. 
An example of a data form, questionnaire, fol- 
lowup letters, followup cards and records of the 
public cost of Tennessee Area Vocational- 
Technical School Program are appended. (AS) 
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In order to fill an information gap regarding 

the employment of professional, administrative, 
and technical personnel by local governments, 
this study developed the methodology to estimate 
local government manpower supply and demand, 
and applied this methodology to the Illinois labor 
force. Occupations for which the needs are criti- 
cal were projected through 1975, on the basis of 
a questionnaire survey of local government offi- 
cials. For each of 100 occupations involved in 
performing 13 functions of local governments, 
local officials were asked to provide information 
on salary, education, projected needs, and 
recruitment difficulties. A sample questionnaire 
and a description of the regression and the data 
are appended. (BH) 
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Twenty persons representing vocational educa- 

tion, the Labor Department, Congress, universi- 

ties, business, and industry attended a conference 
designed to discuss the applicabilities of legisla- 
tive proposals for a comprehensive manpower 
training program. Presentations included: (1) “- 

Problems of Decentralization and Block Grants” 

by William B. Hewitt, (2) ““An Evaluation of the 

New Manpower Legislation” by William R. 

Bechtel, (3) “Problems and Prospects of a Coor- 

dinated Working Relationship” by Clarence 

Greiber, (4) “Absolute Poverty, Relative Poverty, 

and the Task of Manpower Training Programs” 

by Michael C. Barth, and (5) “Implications for 

Political Responsibility and Public Policy” by 

William A. Steiger. Recommendations related to 

such matters as: (1) integration of the multiple 

manpower programs, (2) decentralization of man- 
power programs, (3) cooperation between voca- 
tional education and the Labor Department, and 

(4) role of state and federal governments in man- 

power training. (AS) 
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for implementing and administering new and on- 
going programs in agricultural education. 
Preparation of the guidelines was initiated at a 
national Office of Education seminar involving 
agriculture supervisors and teacher educators and 
they were later refined by committees and con- 
sultants. The primary objectives are to: (1) pro- 
vide information enabling state directors of voca- 
tional agriculture and staffs of agricultural educa- 
tion to examine their role in initiating, ad- 
ministering, and coordinating local programs, (2) 
improve the education and training programs of 
students preparing for occupations in agriculture, 
(3) assist in developing special and innovative 
agricultural career programs, (4) develop agricul- 
tural programs for disadvantaged and han- 
dicapped, (5) improve the efficiency of the 
agricultural industry by helping develop com- 
petence and leadership of its manager and em- 
ployees, and (6) strengthen ancillary services. 
These guidelines should be expanded and adapted 
for each state program. (GB) 
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The purpose of this study was to determine 
whether or not collegiate coordinators evaluated 
their coordinating functions the same as the cor- 
porate coordinators with whom they worked. A 
graphic rating scale, utilizing the 14 functions 
develored by Seaverns, was validated by a panel 
of experts and by a pilot study group and was 
then sent to 90 collegiate coordinators and 100 
corporate coordinators for data collection. Forty- 
nine of the collegiate coordinators and 40 of the 
corporate coordinators returned the completed 
form, and the results were analyzed in non- 
parametric descriptive form. The collegiate coor- 
dinators exhibited considerable trouble in ranking 
the 14 functions and there appeared to be little 
agreement among them, while the corporate 
coordinators tended to experience less problems 
when ranking the functions but still exhibited lit- 
tle agreement among themselves. A recommenda- 
tion was that national committee work should 
continue to seek ways of improving the coopera- 
tive efforts of industry and education to make 
cooperative education plans more effective and 
efficient. (GEB) 
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Convention Proceedings Digest (New Orleans, 
Louisiana, December 4-9, 1970). 

— Vocational Association, Washington, 


Pub Date Dec 70 

Note—308p. 

Available from—Publication Sales, American Vo- 
cational Association, 1510 H Street, N.W., 
Washington, D.C. 20005 (Order number 
39571, $2.50, Single copies available) 

EDRS Price MF-$0.65 HC-$13.16 

Descriptors—Adult Vocational Education, *Con- 
ference Reports, Educational Policy, *Educa- 
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tional Programs, Educational Research, 
*Guidance Programs, Post Secondary Educa- 
tion, Secondary Education, *Teacher Educa- 
tion, *Vocational Education 
To To provide current information on vocational 
education, proceedings of the 1970 American 
Vocational Association Convention were 
prepared by recorders appointed for each area. 
Sections are: (1) General Sessions, (2) Awards 
and Citations, (3) House of Delegates, (4) Pro- 
of Work and Policy Resolutions, (5) De- 
ents of Adult, , Secondary, 
and Teacher Education, (6) Departments of 
Research, Administration, Evaluation, and Super- 
vision, (7) Educational Divisions of Agriculture, 
Business and Office, Distribution, Home 
Economics, Industrial Arts, Technical, and Trade 
and Industry, (8) Divisions of New and Related 
Services, including Guidance, Health Occupations 
Education, Manpower, Research and Vocational 
poe Instructional Materials, (9) Related Groups 
and Organizations, and (10) A listing of architec- 
tural, commercial, and educational exhibits. (AS) 
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Management in Retail Department Stores. 
Wisconsin Univ., Madison. School of Education. 
Pub Date 69 
Note— 190p. 

EDRS Price MF-$0.65 HC-$6.58 
Descriptors— Distributive Education, *Employ- 
ment Opportunities, Employment Projections, 

Employment Qualifications, Job Analysis, 

*Management Development, Managerial Occu- 

pations, Manpower Development, Manpower 

Needs, Occupational Surveys, *Post Secondary 

Education, *Retailing, *School Role 

Developed out of a concern for the role post- 
secondary education should play in middle 
management development, this report presents an 
exploratory study of those factors influencing the 
nature and characteristics of middle management 
in the retail department store. The research in- 
volved personal interviews with retail department 
store executives and middle managers in the East 
North Central Region of the United States and 
sought answers to questions such as “What kind 
of education?” and “What is the appropriate 
source of education?” The findings of this 
research provide new insights and important clues 
concerning the characteristics, educational needs, 
duties, and projected needs for retail middle 
managers. The six chapters of this report include 
information on (1) the dynamics of retailing, (2) 
the functions performed by retail firms, (3) the 
functions of middle management, (4) the descrip- 
tion of middle managers, (5) ideal source of 
training, and (6) middle management needs. The 
report includes 67 tables and a comprehensive 
appendix of supporting data. (Author/JS) 
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Perrella, Vera C. 

Work Experience of the Population in 1968. 

Bureau of Labor Statistics (DOL), Washington, 
D.C. Div. of Labor Force Studies. 

Report No—SR-115 

Pub Date 70 

Note—40p.; Reprint 

Available from—Bureau of Labor Statistics, Dept. 
of Labor, Washington, D.C. 20212 (Single co- 
pies available) 

Journal Cit—Monthly Labor Review; February 

1970 


EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Census Figures, *Employment 
Level, *Employment Statistics, Labor 
Economics, *Labor Market, *Manpower 
Utilization, National Surveys, *Work Ex- 
perience, Youth Employment 
Prepared for the Bureau of Labor Statistics by 
the Bureau of the Census, this report is the 10th 
in a series of documents on the work experience 
of the population. The report examines the move- 
ments into and out of the labor force as revealed 
through the 1968 work experience survey and 
provides a capsule analysis of employment of 
married men, married women, and teenagers. In 
addition, the report includes definitions of terms 
and a series of 27 tables on such topics as the ex- 
tent of unemployment by age, sex, and color. A 
major finding of the survey was that 8 out of 10 
of households worked year around full 
time. (JS) 
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Sellers, Walter E., Jr. 

Labor Used on U.S. Farms, 1964-1966. 

Economic Research Service (DOA), Washington, 
D.C. 

Report No—Stat-Bull-456 

Pub Date Oct 70 

Note—27p.; 1970 Revision 

Available from—Superintendent of Documents, 
U.S. Government Prin’ Office, Washington, 


inting 
D.C, 20402 (A 1.34:456/2, $.30) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 


Descriptors—Agricultural Laborers, Agricultural 
Production, Agriculture, *Farmers, *Farm 
Labor, *Farm Labor Supply, Rig aan 
Utilization, Occupational Surveys, 

Laborers, Statistical Data, *Statistical Po acon 

Such factors as type of farm, farm production 
region, and farm size affect the percentage of 
farms hiring workers, the number of hours 
worked by hired workers, the length of the farm 
workweek, and the hours of labor used per $100 
of sales. Labor costs and shortages most directly 
affected farms that sold $20,000 or more of farm 
products in 1964 and 1966. In 1966, these farms 
produced 68 percent of all farm products sold 
and used 68 percent of all man-hours of hired 
labor. Yet the farm family was the major source 
of manpower in both years. Regular hired labor 
was important on farms with $40,000 or more in 
sales and a major source of hired manpower for 
dairy and livestock operations. Workweeks were 
shortest for tobacco farmers, longest for dairy 
farmers and livestock ranchers. To produce $100 
of sales, more labor was used on small farms, par- 
ticularly tobacco farms, than on large farms in 
both 1964 and 1966. Data in this report were 
derived from information obtained in two Pesti- 
cide and General Farm Surveys conducted by 

USDA's Economic Research Service on 1964 and 

1966 farm operations. This report presents data 

for farms having sales of $5,000 or more. 

(Author) 
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Occupations of Federal White-Collar Workers. 

Civil Service Commission, Washington, D.C. 
Manpower Statistics Div. 

Report No—Pamph-SM-56-08 

Pub Date 31 Oct 68 

Note—167p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 (CS1.48:SM56-08, $1.50) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Employment Patterns, *Employ- 
ment Statistics, *Employment Trends, Federal 
Government, Manpower Utilization, *Occupa- 
tional Information, Overseas Employment, 
Salaries, Salary Differentials, Tables (Data), 
*White Collar Occupations 
This compilation of information about white- 

collar personnel employed full-time by the 

Federal Government in 1968, is intended to assist 

in analyzing and evaluating manpower utilization 

and requirements, and in determining policies 
concerning national manpower resources. It 
should serve as a basic reference for guidance, 
counseling, or other personnel concerned with 
matching jobs and people. The data on occupa- 
tions, salaries, and employer agencies, etc. are 
contained in 12 tables. Summary highlights in- 
clude: (1) Of the 2,093,610 Federal civilian 
white-collar workforce, over 94 percent were em- 

ployed full-time in over 450 occupations and 34 

percent were women, (2) Postal operations was 

the largest of all occupational groups, and the 

585,838 postal employees accounted for 30 per- 

cent of the total group, and (3) Over 80 percent 

of all full-time white-collar personnel working in 
the United States (exclusive of the Washin 

D.C. area) and 55 percent of those working the 

D.C. area are concentrated in six major employer 

agencies--Post Office, the military services, 

Veterans Administration, Agriculture, Treasury, 

and Health, Education and Welfare. (RR) 
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Cooperative Day of Planning II. 

National Advisory Council on Vocational Educa- 
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Pub Date 2 May 70 

Note—40p.; Report on the Joint Meeting of the 
State and National Advisory Councils on Voca- 
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nw (2nd, Washington, D.C. May 
1- ) 
EDRS Price n-00.66 HC-$3.29 


Identifiers—* National Advisory Council on Voca- 
tional Education 
The Second Joint Meeting of the State and Na- 
tional Advisory Councils on Vocational Educa- 
tion was held in Washington, D.C. on May 1-2, 
1970. Attended by representatives of all 50 
states, the District of Columbia, and Puerto Rico, 
the meeting dealt with the Councils’ mutual ac- 
tivities and problems. Of particular importance to 
the assembled group were resolutions setting 
oo for evaluations by State Councils, clarifying 
the independent status of the Councils, and 
pa yp early funding for education programs. 
This report summarizes the main areas of con- 
cern of the meeting and includes texts of all 
major resolutions dealt with, as well as summaries 
of the discussion on them. Finally, the report in- 
pr agent etch ie wofemcomente ete 
eating snd selections from the questions follow- 
ing each speaker’s remarks. (GB) 
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National Advisory Council on Vocational Educa- 
tion, Washington, D.C. 

Pub Date 7 Nov 70 

Note—47p.; Report on the Joint Meeting of the 
State and National Advisory Councils on Voca- 
tional Education (3rd, Washington, D.C., 
November 6-7, 1970) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Advisory Committees, *Coopera- 
tive Planning, Educational Planning, Educa- 
tional Problems, National Organizations, 
*Planning Meetings, *Program Planning, 
Speeches, State Agencies, *Vocational Educa- 
tion 

Identifiers—* National Advisory Council on Voca- 
tional Education 
The Third Joint Meeting of the State and Na- 

tional Advisory Councils on Vocational Educa- 

tion was held in Washington, D.C. on November 

6-7, 1970. Attended by representatives of 47 

states, the meeting dealt with mutual activities 

and with legislation affecting vocational educa- 

tion. Special attention during the meeting was 

focused on proposed manpower legislation, re- 

gional activities, innovative projects, relationships 

with state agencies and community projects, and 

the National Council’s public information project. 

This report summarizes the main areas of con- 

cern, and includes texts of all major resolutions 
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Erie Community Coll., Buffalo, N.Y. 

Spons Agency—New York State Education 
Dept., Albany. 

Report No—VEA- 710-2-386 

Pub Date 70 

Note—89p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Career Choice, *Career Ladders, 
Career Planning, Community Colleges, *Course 
Descriptions, *Curriculum Guides, Educational 
Objectives, *Environmental Education, Health 
Occupations Education, Junior Colleges, Post 
Secondary Education, *Sanitation 
This supplementary document contains career 

ladders that have been designed to enable post 

secondary students to prepare for entrance into 

environmental health occupations at a level com- 

mensurate with their abilities where they will be 

capable of meaningful contributions and can ob- 

tain advanced standing in employment. Contents 

are: (1) Food Sanitation, (2) Environmental 

Health Seminar I, II, (3) General Sanitation, (4) 

Milk Sanitation, and (5) Sanitary Chemistry. 

These course outlines consist of main topics, 

number of lecture periods, objectives, reference 

citations and other related information. This 

document is a —— to “Career pen in 

Environmental Health,” a previo 

document available as ED 047 097. ( B) 





152 Document Resumes 


ED 051 401 VT 013 255 

Family Life: Literature and Films. An Annotated 

ibliography. 

Minnesota Council on Family Relations, Min- 
neapolis. 

Pub Date 70 

Note—204p. 

Available from—Minnesota Council on Family 
Relations, 1219 University Avenue Southeast, 
Minneapolis, Minn. 55414 ($3.65) 

EDRS Price MF-$0.65 HC-$9.87 

Descri Ad . Adults, *Annotated 
Bibliographies, Children, Educational 
Resources, Family Life, *Family Life Educa- 
tion, Marriage, Older Adults, Parent Child 
Relationship, *Resource Guides, Sex Educa- 
tion, Social Problems 
This annotated bibliography was prepared by 

the Minnesota Council on Family Relations and 

provides useful past as well as current and in- 

novative materials about marriage and family liv- 

ing. The numerous books, pamphlets, periodical 

articles, and audio-visual materials are organized 
under three major sections: (1) The American 

Family: Theoretical, Historical, and Subcultural 

Perspectives, (2) Human Sexuality and Sex Edu- 

cation, (3) Adolescence, (4) Looking Toward 

Marriage, (5) Married Living, (6) Parent-Child 

Relationships, (7) Middle and Later Years, (8) 

Family Life Education: Philosophy and 

Methodology, and (9) Social Problems. Descrip- 

tive information introduces each section and en- 

tries are arranged alphabetically by author under 
various sub-headings. Entries include author, title, 
publication information, pagination, and brief an- 
notation. A listing of publishers and sources for 
materials and an author index are appended. 
(SB) 
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Comparison of Super 8mm Silent Film Loops 
Presentation Versus Live Presentation for 
Teaching Machine Operations. 
Pub Date Jun 71 
Note—220p.; Ed.D. dissertation; Arizona State 
University 
Available from— University Microfilms, Inc., P.O. 
Box 1764, Ann Arbor, Michigan 48106 (MF 
$4.00; Xerography $10.00) 
Document Not Available from EDRS. 
Descriptors— Audiovisual Aids, *Doctoral Theses, 
*Experimental Teaching, Industrial Arts, *In- 
structional Films, *Machine Tool Operators, 
Metals, Post Testing, Pretests, Statistical Analy- 
sis, *Teaching Techniques, Vocational Educa- 
tion 
The purpose of this study was to compare the 
teaching of machine operations using Super 8mm 
Silent Film Loops presentations with live presen- 
tations. Specific objectives were to determine if 
film loops are an effective technique for teaching 
machine operations, to determine the possibility 
of using them to keep education abreast of 
technological change, and to individualize in- 
struction. The investigator developed a course of 
study, daily lesson plans, 52 film loops, and a 
presentation schedule for use in two randomly 
selected general metals classes. The method used 
was a parallel equated-group-rotational design, 
and the statistical treatment involved the Fisher’s 
t-test, the Mann-Whitney U-test, the Mean, and 
Chi Square. Conclusions were that the techniques 
of instruction did not have a significant effect on 
the immediate achievement of knowledge, the re- 
tention of knowledge, or on the individual 
assistance required of the instructor when instruc- 
tor-produced films were used. It did have a sig- 
nificant effect on amount of instructor assistance 
when commercial films were used and students 
considered instructor films superior to commer- 
cial films. It was concluded that film presenta- 
tions are effective for teaching machine opera- 
tions. (GEB) 
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Smith, W. Harley And Others 

The Maryland Plan. The Junior High School Pro- 
gram in Industrial Arts. 

Maryland Univ., College Park. Dept. of Industrial 
Education. 

Pub Date 70 

Note—27p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— *Curriculum Development, 
Developmental Tasks, Educational Environ- 
ment, *Educational Innovation, Educational 





Objectives, ‘Industrial Arts, ‘Industrial 
Technology, *Junior High Schools, Research 


Opportunities 
Identifiers— Maryland Plan 

This brief publication conveys the thinking, 
concerns and rationale behind the Maryland Plan 
for a junior high school industrial arts program. A 
development model begins with the aims of edu- 
cation in a democracy and extends through 
proposed outcomes. Specific roles for the teacher 
are to assist students in the development of skills 
and techniques, to promote increased resource- 
fulness on the part of students, and to guide stu- 
dents who need assistance in the solution of 
problems. Points that are presented, including a 
limited amount of discussion are: (1) Develop- 
mental tasks, (2) Points for emphasis, (3) Stu- 
dent opportunities, (4) Teacher roles and charac- 
teristics, and (5) Content sources. The unit for 
Grade 7 is the anthropological study of technolo- 
gy, for Grade 8 it is the contemporary study of 
industry, and for Grade 9 the contemporary study 
of industry and technology. (GEB) 


ED 051 404 VT 013 272 
Tomorrow’s Manpower Needs. National Man- 
power Projections and a Guide to Their Use as 
a Tool in Developing State and Area Manpower 


Bureau of Labor Statistics (DOL), Washington, 


D.C. 
Report No—Suppl-2 
Pub Date 70 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Employment Projections, Employ- 
ment Statistics, *Manpower Needs, *Research 

Methodology, Tables (Data) 

This report provides employment by industry 
for 1960 and 1969, with projections for 1975. 
The second part of the report presents guidelines 
for developing state and area employment esti- 
mates for 1960 and 1975. The report concludes 
with a discussion of labor supply and demand and 
their interrelationship. This supplement presents 
revised employment projections superseding the 
data in earlier volumes, which are available as 
ED 032 398-032 401. (BH) 


ED 051 405 VT 013 300 

Emergency Medical Services; Recommendations 
For An Approach To An Urgent National 
Problem. 


American Academy of Orthopaedic Surgeons, 
Chicago, Ill.; American Coll. of Surgeons, 
Chicago, Ill. 

Spons Agency—Health Services and Mental 
Health Administration (DHEW), Bethesda, 


Md. 
Pub Date May 69 
Note—82p.; Proceedings of the Airlie Conference 
on Emergency Medical Services (Warrenton, 
Va., May 5-6, 1969) 
Available from—American College of Surgeons, 
55 East Erie Street, Chicago, Illinois 60611 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Conference Reports, *Emergency 
Squad Personnel, Health Occupations Educa- 
tion, Health Services, Job Training, *Man- 
power Needs, *Medical Services, Paramedical 
Occupations, *Program Development, Trans- 
portation, Vocational Education 
Medical technicians such as ambulance atten- 
dants must be trained to administer life-saving 
measures to the acutely ill and injured and trans- 
port them safely to a medical facility. Thus, the 
purpose of this conference was to bring together, 
for a discussion of all aspects of emergency medi- 
cal services, representatives of all those groups 
which are currently involved in efforts to improve 
these services. The conference also sought to for- 
mulate some basic definitions of emergency care, 
and to establish workable guidelines for rendering 
emergency services. The materials collected in 
these Proceedings have been agreed upon by the 
participants and represent a multi-disciplinary ini- 
tial effort to meet the requirements of today, and 
to plan for the future. The 11 papers presented at 
the conference included: (1) “An Overview of 
the Planning, Organization and Management of 
Ambulance Services” by Joseph Owen, (2) ‘The 
Efficient City Emergency Medical System-Myths 
and Reality” by John Waters, (3) “Training 
Emergency Medical Technicians” by J. D. Far- 
rington, (4) “Training Aids” by Walter Hoyt, and 
(5) “Registration, Certification, and Re-Certifica- 
tion of Ambulance Attendants” by Peter Safar. 
(Author/JS) 
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Benson, Howard O. And Others 

Texas Law Enforcement Inservice Training: A 
Survey and Manual for Improvement of Inser-. 


vice Training. 

Sam Houston State Univ., Huntsville, Tex. Inst. of 
Contemporary Corrections and the Behavioral 
Sciences 


Pub Date [70] 
ig a Criminal Justice Monograph, Vol 
, No 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Inservice s, *Law Enforce- 
ment, *Manuals, *Police, Mihi rags 
ment, Program Planning, State Surveys, V 
tional Education 
This document is both a survey of inservice 
training practices for police officers in the State 
of Tens and a manual for use in the training and 
education of police officers. The survey indicates 
that continuous training for Texas peace officers 
is far from sufficient while the manual provides 
information on developing and improving inser- 
vice training programs. Specific chapters are: (1) 
Police Training in Texas, (2) Police Training and 
Education, (3) Planning Inservice Training, (4) 
Departmental Police Training, and (5) Conclu- 
sions and Recommendations. Supplemental data 
are appended. (JS) 
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Ohio State Univ., Columbus. Center for Voca- 
tional and Technical Education. 

Spons Agency—Department of Transportation, 
Washington, D.C. National Highway Safety Bu- 
reau. 

Pub Date Dec 70 

Note—39p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Employment Projections, Federal 
Laws, Government Employees, *Manpower 
Needs, *Occupational Information, State Pro- 
grams, *Traffic Safety, *Transportation 
This first volume of a four-volume report on 

highway safety activities describes the relevant 

federal laws, provides descriptions, projects safety 
specialist manpower needs and supply through 

1977, and evaluates the adequacy of training 

capacity. Field visits were made to each state to 

gather state estimates, as well as maximum and 
minimum requirements of future manpower 
needs. The findings show that present employ- 
ment falls short of the minimum and will surpass 

the minimum only slightly by 1977. Volumes II- 

IV are available as VT 013 313-013 315 in this 

issue. (BH) 
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Daugherty, Ronald D. And Others 

Expansion of Vocational-Technical School Pro- 
grams to Accommodate Highway Safety Man- 
power Requirements. Volume II. 

Ohio State Univ., Columbus. Center for Voca- 
tional and Technical Education. 

Spons Agency—Department of Transportation, 
Washington, D.C. National Highway Safety Bu- 
reau. 

Pub Date Dec 70 

Note—122p. 
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Descriptors—Curriculum Guides, Driver Educa- 
tion, *Educational Needs, *Government Em- 
ployees, Inspection, *Manpower Needs, Motor 
Vehicles, Occupational Information, State Pro- 
grams, Traffic Regulations, *Traffic Safety, 
*Transportation 
This second volume of a four-volume report 

covers manpower needs in motor vehicle inspec- 

tion and registration, motorcycle safety, driver 
education, driver licensing, traffic court, and 
codes and laws. Aspects of training such as 
staffing, student recruitment, enrollments, facili- 
ties, equipment, and curriculum are discussed. 

Course outlines are appended. This volume is 

of a series on highway safety activities 

— as VT 013 312-013 315 in this issue. 

(BH) 
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Daugherty, Ronald D. And Others 

Expansion of Vocational-Technical School Pro- 
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power Requirements. Volume III. 

Ohio State Univ., Columbus. Center for Voca- 
tional and Technical Education. 
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Spons Agency— Department of Transportation, 
— D.C. National Highway Safety Bu- 


Pub tb Date Jan 71 
Note— 146p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Curriculum Guides, *Educational 
Needs, Emergency Squad Personnel, *Govern- 
ment Employees, Highway Engineering Aides, 
*Manpower Needs, Occupational Information, 
State Programs, Technical Education, Traffic 
Accidents, *Traffic Safety, *Transportation, 
Vocational Education 
Identifiers— * Drinking Drivers 
Part of a four-volume study on highway safety 
activities, this report describes the need for 
breath examiners, accident investigators, emer- 
gency medical technicians, and highway engineer- 
ing personnel. Training needs are discussed, in 
the context of curriculum, staffing, student 
recruitment, facilities, equipment, enrollment, 
and national objectives. Course outlines are ap- 
nded. This volume is one of a series available 
as VT 013 312-013 315. (BH) 
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School Pro- 
to Accommodate Highway Safety Man- 
power Requirements. Volume IV. 

Ohio State Univ., Columbus. Center for Voca- 
tional and Technical Education. 

Spons Agency—Department of Transportation, 
Washington, D.C. National Highway Safety Bu- 
reau. 

Pub Date Jan 71 

Note—178p. 
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Descriptors—Curriculum Guides, *Educational 
Needs, *Government Employees, *Manpower 
Needs, Occupational Information, State Pro- 
grams, Traffic Control, *Traffic Safety, *Trans- 
portation 
This final volume of a four-volume study con- 

siders the need for personnel for traffic control, 

police traffic services, pedestrian safety, school 
bus safety, and debris hazard control and 
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Descriptors— * Educational , Educational 
Supply, *Employment Projections, *Enrollment 
Projections, Government Employees, Labor 
Supply, *State Programs, Student Enrollment, 
Tables (Data), *Traffic Safety, Transportation 
These second and third volumes of a four- 
volume study of manpower in state highway 
safety programs over the next decade estimate 
manpower resources by state and in national ag- 
gregate and describe present and planned training 
programs for safety specialists. For each educa- 
tional level, both total and 
actually available for government employment 
are projected. Highway safety courses and cur- 
riculums are inventoried, including enrollment 
projections for each program. Training capacity is 
estimated. Volume I, which estimates manpower 
needs, and Volume IV, conclusions and recom- 
mendations, are available as VT 013 321 and VT 
013 323. (BH) 
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Booz Allen and Hamilton, Inc., Washington, D.C. 
Spons Agency—Department of Transportation, 
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Note—556p. 
EDRS Price MF-$0.65 HC-$19.74 
Descriptors—*Educational Needs, Educational 
Supply, *Government Employees, Labor 
Supply, *Manpower Needs, *State Programs, 
*Traffic Safe 
This final volume of a four-volume report on 
highway safety manpower includes conclusions 
and recommendations regarding prospects for 
staffing individual programs, with emphasis on 
the adequacy of both manpower resources and 
training capacity. The data indicate that reaching 
maximum staffing levels by 1977 is unlikely, 
although minimum levels probably can be 
achieved. The study highlights the need for ex- 
panded refresher training for high school skill 
level jobs and both post-recruitment and 





cleanup. Training requirements to meet nati 

objectives are discussed, in terms of curriculum, 

staffing, student recruitment, facilities, equipment 

and enrollment. Course outli are 

This volume is one of a series on highway safety 
activities available as VT 013 312-013 315 in this 

issue. (BH) 
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ments, Volume I. 
Booz Allen and Hamilton, Inc., Washington, D.C. 
Spons Agency—Department of Transportation, 
Washington, D.C. National Highway Safety Bu- 
reau. 
Pub Date 14 Oct 68 
Note—613p. 
EDRS Price MF-$0.65 HC-$23.03 
Descriptors— *Employment Projections, *Govern- 
ment Employees, *Manpower Needs, Occupa- 
tional Information, *State Programs, Tables 
(Data), *Traffic Safety 
As part of a four-volume study of manpower 
for state highway safety programs over the next 
decade, this first volume deals with manpower 
requirements, according to types and numbers of 
needed safety specialists. Interviews conducted 
during field visits to all 50 states provided state 
estimates, and provided data for calculating esti- 
mates of maximum and minimum requirements. 
To make the data comparable, 36 generalized job 
descriptions are presented, along with a table of 
equivalencies matching individual states’ job titles 
with the generalized job groupings. State esti- 
mates indicate an increase in national require- 
ments to 95,000 by 1977, compared to the 
present employment of 65,000 specialists. Alter- 
Native estimates of maximum and minimum 
requirements in 1977 are 250,000 and 87,000, 
tespectively. The job of the study, including man- 
power resources, training, and conclusions, is 
available as VT 013 322-013 323. (BH) 
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refresher training for college skill level jobs. The 
report recommends the development of a plan for 
state action in safety manpower, with guidance 
and funding by the National Highway Safety Bu- 
reau. The first three volumes of the report are 
available as VT 013 321 and VT 013 322. (BH) 
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Identifiers— Youth in Transition Project 
This is the second volume in a series that docu- 

ments the Youth in Transition project, a national 

longitudinal study of about 2,200 10th grade boys 
in public schools. This document deals with fami- 
ly background factors and abilities as they relate 
to a variety of personality characteristics, 
behaviors, and plans for the future. Major units 
include: (1) Dimensions of Family Background, 

(2) Interrelationships Among Background 

Characteristics, (3) Intellectual Aptitudes and 

Abilities, (4) Self-Concept of School Ability, (5) 

Motives, (6) Self-Esteem, and Other Affective 

States, (7) Values and Attitudes, (8) Behaviors, 

and (9) College Plans and Occupational Aspira- 

tions. The conclusions indicate that the 
socioeconomic level is perhaps the most impor- 
tant of the family background measures, and that 
the family background factors influence intel- 
ligence and job information. Extensive appen- 
dixes, illustrative figures and tables, and a bibliog- 
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raphy are included. Volume one is available as 
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portation 
Identifiers— *Highway Safety 

To examine the feasibility of establishing 
Highway Safety Manpower Development and 
Research (HSMDR) Centers at pray deg 
institutions which would produce three types of 
ae specialists, safety professionals, 
and research manpower, previous National 
Highway Safety Bureau research studies and ap- 
proximately 50 federally funded education, train- 
ing, and research programs were reviewed. This 
document, the first of a 2-volume report, contains 
results and recommendations of the feasibility 
study in these chapters: (1) Skills and Disciplines 
Required for Highway Safety Manpower Develop- 
ment, (2) Alternative Strategies for Establishing 
HSMDR Centers, (3) Criteria for the Selection of 
Candidate Universities, (4) Identification of Can- 
didate Universities, (5) Results of Discussions 
with University Representatives on the Establish- 
ment of Centers, (6) Guidelines for the Adminis- 
tration and Operation of Centers, (7) Evaluation 
Plan, (8) A General Plan for Program Controls, 
(9) Congressional Justification for the Establish- 
ment of Regional Pilot Centers, and (10) 
Preparation of a Request for Proposal for the 
Establishment of Regional Pilot Centers. Several 
data tables and other study materials are availa- 
ble in Volume II (VT 013 332) in this issue. (SB) 
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Identifiers—* Highway Safety 
This document, the second of a 2-volume re- 
port, contains appendixes of data tables and other 
study materials relating to the feasibility of 
establishing Highway Safety Manpower Develop- 
ment and Research Centers. Appendixes are: (1) 
Skills and Disciplines Required for Highway 
Safety Education and Training, (2) Development 
of Program Strategy for the Placement of Cen- 
ters, (3) Criteria for Selection of Candidate 
Universities, (4) Identification of Candidate 
Universities, and (5) Visits to Candidate Univer- 
sities. Volume I is available as VT 013 331 in this 
issue. (SB) 
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Identifiers— * Venezuela 
The purpose of this study was to examine 

selected industrial education departments and 

programs of the community colleges in the 

United States, and to draw some beneficial impli- 

cations for the establishment of the proposed 

community colleges in Venezuela. The procedure 
involved a review of the literature, the construc- 
tion of a questionnaire, and an analysis of the 
data. The questionnaire was divided into the 
areas of organization, structure, articulation 
procedures, and financial sources of industrial 
education programs, and served as a guide for 

personal interviews. Specific findings were: (1) 

the state legislatures considered an independent 

state-level agency best for administration and 
guidance, (2) the internal organizations of the 

colleges consist of five administrational levels, (3) 

a desirable situation is to have an organization 

dean responsible for the vocational-technical edu- 

cational programs, and (4) there is a need to 
change the Venezuelan educational system. 

Recommendations include: (1) organization of 

the community colleges under a national struc- 

—_ and (2) special emphasis on the flexibility of 

the industrial programs. (GEB) 
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To determine the nature of common profes- 
sional education competencies of community col- 
lege vocational teachers, 160 teachers from four 
western states and from program areas of agricul- 
ture, health, home economics, and service occu- 
pations were administered a professional educa- 
tion competency questionnaire. Analysis of data 
revealed that there was no significant difference 
among the mean scores for community colleges 
and that commonality existed in terms of respon- 
ses to competency items. The most important 
competencies were those relating to instructional 
management, such as teaching and guidance 
strategies, while lowest ranking competencies 
were those relating to program management, in- 
cluding interpretation of history, philosophy, 
requirements, and laws dealing with education. 
The generated commonalities indicate that com- 
munity college vocational teachers, regardless of 
program area, state, or college, need proficiency 
in a common core of performance-based profes- 
sional education competencies. (Author/SB) 
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The purposes of this study were to determine 
the common professional competencies needed 
by community college instructors of trade and in- 
dustrial education, to determine resemblances of 
the instructors according to the 99 professional 
competencies, and to determine differences in the 
colleges according to the competencies. The data 
were collected by a questionnaire survey, and the 
population included 40 community colleges 
located in four states. A sample of 160 instruc- 
tors was randomly selected from colleges. The 
data were analyzed by utilizing analysis of vari- 
ance and factor analytic techniques. Findings in- 
dicated that the instructors resembled one 
another with regard to values assigned to profes- 
sional education competencies, that they are not 
so complex or diverse as had been assumed, that 
there were no differences among community col- 
leges except in one competency, which was at- 
tributed to chance and that the competencies of 
the instructors which clustered in four factors 
were meaningful. (Author/GEB) 
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Two methods are presented for extending Hol- 
land’s occupational classification to include all 
occupations in the Dictionary of Occupational Ti- 
tles (DOT). Holland’s classification is based on a 
theory of personality types, with occupations in 
the classification organized into major categories 
(Realistic, Investigative, Artistic, Social, Enter- 
prising, and Conventional) and subcategories 
using the same concepts. The two conversion 
methods enable translation from any DOT occu- 
pational code (a six digit number) into the cor- 
responding Holland Occupational code. The first 
method is essentially an application of Bayesian 
statistics to 399 occupations in Holland’s Occupa- 
tional Classification, while the second method 
was developed by using the definitions of each 
DOT group (first three DOT digits) and assigning 
the Holland code which seems theoretically con- 
sistent with the DOT definition. Testing and com- 
parisons with four occupational samples revealed 
that Holland's classification could be extended to 
all DOT occupations. (Author) 
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This paper develops a model for the analysis of 

occupational history data as a contribution 

toward the development of a system of social ac- 

counts. The model is designed to examine the 

flow of men, throughout their lives, through the 

occupational structure. Using retrospective life 

history data collected from a sample of black and 

white men, the model treats men at age 13 as in- 

puts into different statuses in education and the 

labor force, including the military, and examines 

changes through age 39. In addition, hypothetical 

experiments are carried out via the model to find 
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the occupational distribution of blacks if their 
particular educational and occupational ex- 
periences are modified to to those of 
whites. The results of these experiments suggest 
the general utility of the model both for policy 
formulation and the scientific study of occupa- 
tional changes. (Author) 
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This study was developed to determine whether 
differences in teaching effectiveness resulted from 
two types of in-service education programs 
designed to orient beginning teachers to an indus- 
trial arts curriculum. The programs and evalua- 
tion instruments were based on three objectives: 
(1) To help teachers to learn the objectives and 
content of the course, (2) To help them grow in 
teaching proficiency, and (3) To help them grow 
professionally. The instruments that were 
developed are: (1) the Teacher Assessment In- 
ventory, and (2) the Supervisor’s Observation In- 
strument. The subjects were randomly selected to 
form three groups and were given the pretest. 
One group received a 4-day orientation institute, 
one received two visits from the industrial arts su- 
pervisor and a monthly mailing of information, 
and the third group was a control group. After a 
5-month period, a posttest was administered. The 
conclusion was that on the basis of performance 
measured and the concomitant outcomes, the 
contributions made by both programs had in- 
creased teacher effectiveness and were directly 
related to costs. (Author/GEB) 
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The purpose of this study was to compare the 
conventional lecture-discussion method and an il- 
lustrated programed textbook method when 
teaching a unit of instruction on the basic con- 
cepts of metallurgy. The control group used a 
portion of a conventional textbook accompanied 
by lecture, chalkboard illustration, and class 
discussion. The experimental group received their 
instruction solely from four illustrated programed 
textbooks. The data were obtained from 124 col- 
lege students enrolled in lower division metals 
classes in the Industrial Arts and Technology De- 
partment at Fresno State College in California. 
Homogeneity of the classes used was determined 
by a standardized criterion test. The classes were 
then divided into two groups by arbitrarily assig- 
ning a method of instruction to each class. The 
null hypothesis that there were no significant dif- 
ferences between the two teaching methods was 
not accepted on the basis of the analysis of the 
pretest and posttest scores. However, the dif- 
ferences between the groups became negligible 5 
weeks after the conclusion of the experiment. 
Conclusions indicate that programed instruction 
is as effective as conventional teaching 
techniques and schools should make use of pro- 
gramed instruction. In addition, programed in- 
struction can provide solutions to problems of 
teaching groups with widely varying ability 
groups. (Author/GB) 
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The purpose of this study was to assess the ef- 

fectiveness of the workshops, collect data to 
further enhance the programs, and determine the 
job satisfaction of the participants. The study in- 
volved 154 participants in nine 1970 Industrial 
Arts Curriculum Project (IACP) summer 
workshops for construction teachers. An achieve- 
ment test, the Minnesota Satisfaction Question- 
naire, and a followup questionnaire were used to 
collect data, and the Fisher’s t-test was used to 
determine the mean score differences and to test 
the hypotheses. The findings indicated that: (1) 
There was a significant increase in teachers’ 
knowledge of IACP content and process, (2) The 
criterion group of experienced IACP teachers 
scored significantly higher on achievement pretest 
than did the experimental trainees, (3) The mean 
achievement pretest score of the criterion group 
was higher, and (4) There was no significant dif- 
ference in job satisfaction between those who 
elected to teach the IACP program and those 
who did not. It was concluded that the workshops 
were relatively successful, and that the organiza- 
tion and overall operation of the workshops ap- 
peared to be relatively effective. (Author/GEB) 
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The primary purpose of this study was to col- 
lect data to provide information relating to the 
present status of high school programs in which 
experimental aircraft construction had taken 
place. A card and two questionnaires were util- 
ized to obtain the data necessary to answer the 
questions posed in the study. The study covered 
the areas of personnel, students, organization and 
administration, curriculum, technical details of 
the aircraft constructed, and recommendations by 
teachers for similar programs. Conclusions in- 
dicate that the number of aircraft construction 
programs has been increasing during the past 10- 
year period and that teachers of these programs 
should have a strong interest in aviation. Recom- 
mendations are: (1) Teachers in high school ex- 
perimental aircraft construction classes should 
join the Experimental Aircraft Association, (2) 
Classes should be carefully structured to make 
the program relevant to student needs, (3) Team- 
work and problem solving in the class should be 
stressed, (4) Colleges should provide classes and 
workshops for qualified teachers, (5) The classes 
should be studied at 5- or 10-year intervals to 
ascertain changes in type and number of classes, 
and (6) The EAA membership should be sur- 
veyed to determine the number of qualified 
teachers. (Author/GB) 
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In recognition of the increasing concern for the 

expenditure of tax dollars and the resulting need 

for accountability in budgeting, this study pro- 
vides a model for program budgeting at the col- 
legiate level in industrial education. Course out- 
lines for drafting and woodworking at the Univer- 
sity of Northern Colorado were analyzed and ac- 
tivities were identified to determine student and 
course costs for fiscal year 1969-1970. The 
findings show that: (1) Student cost based on 
course activities can be identified and used to 
figure course and area cost, (2) Department 
financial records are necessary to determine stu- 
dent costs, (3) The number of contact hours in a 
course compared to credit hours has no sig- 
nificance for total cost, and (4) Estimates of 
yearly equipment costs require knowledge of life 
expectancy, maintenance records, student use, 
and student enrollment. The study concludes that 

a program budget can be developed when expen- 

ditures are known about areas such as woodwork- 

ing, metalworking, and drafting. (BH) 
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The purpose of this study was to determine to 
what extent industrial technology programs are 
training technologists in light of the needs of the 
casting industry. To determine the type of cur- 
riculum needed to prepare individuals for entry 
into the casting industry, and to study industrial 
technology programs as they relate to metal cast- 
ing, Opinionaire forms were sent to 141 plant 
managers and to 50 casting instructors. The data 
from the returns, totaling 75.4 p it, were 
compared by frequency of responses, percentages 
of responses, and chi square statistical values. It 
was found that most industrial technology - 
ments had one to ten graduates employed by the 
casting industry in 1970, and that middle 
management positions most likely to be filled by 
industrial technologists were quality control, 
production management, and plant superinten- 
dent. Some conclusions were that more interac- 
tion is needed between instructors and personnel 
of casting industries, that technology curriculums 
need improving, and that the industrial internship 
is a vital and necessary part of an industrial 
technology curriculum. (GEB) 
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To identify functional competencies needed by 

instructors who teach in contempora y industrial 
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arts programs, 75 functional competencies were 


bia. From the 438 responses, representing 78.2 
percent of the total sent out, the data were re- 
ported in tabular form to Spearman’s 
coefficient of rank correlation. Pertinent findings 
were that: (1) Close agreement existed between 
educators and supervisors conce’ the im- 
portance of the functional competencies, (2) Per- 
sonal qualities and behavioral characteristics 
generally were rated the most important, and (3) 
Competencies in methods and 
techniques were rated more important than com- 
petencies in course content and related informa- 
tion. One conclusion was that there should be 
valid methods and techniques devised to help 
screen ive industrial arts instructors in 
order to determine that they possess these 

personal qualities. 
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Identifiers—New Mexico Highlands University 
The purpose of this study was to collect data to 

determine the mathematical concepts used in 

everyday industrial work by technicians in the 
area of electronics, particularly the graduates of 

New Mexico Highlands University. The instru- 

ment used to gather information was constructed 

from information contained in related studies, 
textbooks, and a course syllabus of mathematics 
for electronic technicians. Questionnaires were 
then mailed to 55 graduates of the New Mexico 

Highlands University technology program and to 

115 graduates of other institutions who were 

working in industry. The findings revealed that a 

wide range of mathematical concepts were used, 

that lower level jobs required basic math and that 
higher level jobs required calculus. The majority 
of tasks required the use of algebra and 
trigonometric concepts, and the data indicate that 

graduates are in all levels of technician work. A 

majority of the graduates felt that they were 

adequately prepared and preferred to have the 
electronic techno department teach the 
mathematics. (Author/GEB) 
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For a large portion of its student body, the 
school makes no conscious effort to prepare for 
the transition from school to employment. In- 
stead, the school concentrates on preparing stu- 
dents for more school. About 20 percent of high 
school students receive some form of vocational 
education, but under pressure from the Congress, 
schools are beginning to recognize that they 
should meet the needs of a higher proportion of 
their students. Vocational education is devoting 
more attention now than formerly to the needs of 
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Versus Action Situations Relative to Recall by 
Children. Final Report. 
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Kennedy High School, Cedar Rapids, Iowa. 
Educational Reconstruction and Today’s Social 
Studies. 

ED 051 046 

Kentucky State Dept. of Education, 
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rust White Students at the University of Mary. 
ED 050 681 


Maryland Univ., College Park. Dept. of 
Industrial Education. 
The Maryland Plan. The Junior High School 
Program in Industrial Arts. 
ED 051 403 


ee 
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ED 051 374 


Massachusetts Univ., Amherst. School of 
Education. 
Human Interaction: A Behavioral Objectives 
Curriculum in Human Relations. 
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ment in the Second, Fourth, and Sixth Grade 
Levels. Vols. 1 and 2. Final Report. 

ED 051 123 


Michigan Univ., Ann Arbor. Survey 
Research Center. 
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Special Notices 


RESEARCH IN EDUCATION—REPORT RESUMES 
November 1966—December 1967 


The National Standards Association has reprinted in one volume the Report Résumés which appeared 
in the first 14 issues of Research in Education beginning November 1966 and ending December 
1967. These issues of RIE are no longer available through the Government Printing Office. 


There are 2,349 documents abstracted in this volume with identification numbers ED 010 000 to 012 
348. 


Copies of Report Résumés are available for immediate delivery and are sent postpaid. The price 
is $24.50 a copy. 


Indexes to the Report Résumés are contained in the Annual Index 1967. Contents include author 
indexes, institution indexes, subject indexes, and accession number list. The price is $3.25 a copy, 


To order you may use the following form: 


National Standards Association, Inc. 
1321 14th Street, N.W. 
Washington, D.C. 20005 





Iam enclosing $ (check or money order) for the following: 
0 Research in Education Report Résumés November 1966-December 1967, $24.50 
CO) Research in Education Annual Index, 1967, $3.25 


(1) Research in Education, Report Résumés and Annual Index 1967, $27.35 




















CURRENT INDEX TO JOURNALS IN EDUCATION 


The Office of Education has awarded a contract to Crowell Collier and Macmillan, Inc., Information 
Corporation to publish Current Index to Journals in Education. CIJE is a monthly cataloging and index- 
ing publication for journal and periodical literature in the field of education. Annual and semiannual 


cumulative issues will also be available. 
Following is a price list: 


Monthly Current Index to Journals in Education 
Annual Subscription (12 issues) 
Single copies 


Cumulative volumes 
Semiannual and annual to monthly subscribers 
Semiannual and annual only 
Semiannual, single copy 
Annual, single copy 


Current Index to Journals in Education and cumulative issues are available from: 


CCM Information Corporation 

(A subsidiary of Crowell Collier and Macmillan, Inc.) 
866 Third Avenue 

New York, New York 10022 





THESAURUS OF ERIC DESCRIPTORS 


The Thesaurus of ERIC Descriptors has been developed during the past 5 years under the auspices 
of the Educational Resources Information Center (ERIC) as an essential tool for users of Research 
in Education. This new hard cover edition, now being published by CCM Information Corporation, 
supersedes previous paperback editions. It contains all newly added descriptors, a descriptor group 
display, a descriptor listing, and rotated descriptor display as of July 1970. Also included is The 
Role and Function of a Thesaurus in Education by Dr. Frederick Goodman, Associate Professor of 
Education at the University of Michigan. This special article will bring to educators and other 
professionals the insight of one of the leading educators in the field of vocabulary development and 
communication. 


Searches of the ERIC system can be done more quickly and in greater depth by consulting the new- 
est thesaurus. The Thesaurus of ERIC Descriptors may be purchased for $8.95 from: 


CCM Information Corporation 

(A subsidiary of Crowell Collier and Macmillan, Inc.) 
866 Third Avenue 

New York, New York 10022 
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HOW TO ORDER 
ERIC DOCUMENT REPRODUCTIONS 


- Purchase from: ERIC Document Reproduction Service 


Post Office Drawer O 
Bethesda, Maryland 20014 


To enable users to obtain the full text of documents cited in the reports section of the monthly issues of 
Research in Education, ERIC established the ERIC Document Reproduction Service (EDRS). 


EDRS supplies copies of these ERIC REPORTS in two forms: 
* Microfiche (MF)—4” x 6” sheet of microfilm on which up to 70 pages of text are reproduced. 
¢ Hard Copy (HC)—reproduction of the document on paper at the original size. 


The correct cost of each document cited in Research in Education, both in hard copy and microfiche, 
appears in all citations after May, 1971. For past issues of RIE, individual documents may be ordered at 
65 cents per title for fiche and $3.29 for each 100 page increment (101-200 pages, $6.58; 201-300 pages, 
$9.87; etc.) for orders of hard copy titles. Orders must include the accession number (e.g. ED number), type 
of reproduction (HC or MF), and the number of copies. Payment must accompany orders under $10.00. 


To facilitate rapid turn-around for priority requests a “walk-in” order service is available at the EDRS 
Facility: 

Leasco Information Products, Inc. 

4827 Rugby Avenue 

Bethesda, Maryland 20014 


Monthly standing orders for microfiche copies of all ERIC reports announced in each issue of Research in 
Education average $120 per month, at the reduced rate of 8.9 cents per microfiche. Complete microfiche 
orders for the special collections are also available at cost savings. Prices for these collections are: 


Reports in Research in Education for 1966 & 1967 
Reports in Research in Education for 1968 
Reports in Research in Education for 1969 
Reports in Research in Education for 1970 

Entire Collection (1966-1970) 


Office of Education Research Reports, 1956-65 
Pacesetters in Innovation, Fiscal Year 1966 
Pacesetters in Innovation, Fiscal Year 1967 
Pacesetters in Innovation, Fiscal Year 1968 

Selected Documents on the Disadvantaged 

Selected Documents in Higher Education 

Manpower Research: Inventory for Fiscal Years 1966 


Manpower Research: Inventory for Fiscal Year 1968 
Manpower Research: Inventory for Fiscal Year 1969 


Please Note: All prices quoted above include shipment by Book or Library Rate postage. The difference between that 
rate and First Class or Foreign postage (outside the continental U. S.) will be billed at cost. There is no handling charge 


for any order. 











HOW TO ORDER ERIC PUBLICATIONS 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





GPO Order Number and Price 





Research in Education Yearly Subscription ; 
Monthly Abstract Journal. Please send subscription orders separately from orders Domestic $21.00 


for other publications listed below. Foreign $26.25 
Single Issues $ 1.75 


Research in Education, 1967 Annual Index Reports (Order by title) $3.25 


Research in Education, 1967 Annual Index Projects (Order by title) $1.50 
Neregeag Indexes of first 14 issues of RIE November 1966-December 1967, 
5 titles 


Research in Education, Annual Index Reports (Order by title) $8.25 
January-December 1968, 8,803 titles 


Research in Education, Annual Index (Order by title) $6.25 
January-December 1969, 10,453 titles 


Research in Education, Annual Index (Order by title) $6.00 
January-December 1970, 10,456 titles 


Research in Education, Semi-Annual Index (Order by title) $4.00 
January-June 1971 6,456 titles 


Rules for Thesaurus Preparation, September 1969 OE-12047 $.20 


Office of Education Research Reports, 1956-65, Resumés OE-12029 $1.75 
Abstracts of 1,214 research reports received by the Bureau of Research before the 
start of publication of RIE. 


Office of Education Research Reports, 1956-65, Indexes OE-12028 $2.00 
Indexes reports by author, institution, subject, and report numbers. 


ERIC Catalog of Selected Documents on the Disadvantaged. Number and Author Index OE-37001 $.65 
1,746 documents dealing with the special educational needs of disadvantaged, to 1966 


ERIC Catalog of Selected Documents on the Disadvantaged, Subject Index OE-37002 $3.00 


Pacesetters in Innovation, Cumulative Issue, Fiscal Years 1966-1969 OE-20103-69 $5.00 
Résumés of projects to advance creativity in education indexed by subject, local 
educational agency, and project number. 

Pacesetters in Innovation, Fiscal Year 1969 OE-20166 $1.50 


Manpower Research: Inventory for Fiscal Year 1969 OE-12036-69 $1.75 
Collection by Interagency Committee on Manpower Research covering 392 documents. 


Selected Documents in Higher Education, Number and Subject Index Not Available from GPO 
Covers.845 documents. Order from EDRS 
ED 012 110 
$3.29 (HC) 


How To Use ERIC OE-12037-D $.35 
A graphic aid to the use of the ERIC system 


Use mail order form on back of this page. 








Mail order form to: 
Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402 
Enclosed find $_____ (check or money order). Please send me: 


(C0 Research in Education, 1967 Annual Index (Reports) —$3.25 

(C0 Research in Education, 1967 Annual Index (Projects) —$1.50 

C0 Research in Education, Annual Index for January—December 1968—$8.25 

(0 Research in Education, Annual Index for January-December 1969—$6.25 

D Research in Education, Annual Index for January- December 1970—$6.00 

(CD Research in Education, Semi-Annual Index for January-June 1971— $4.00 

C Rules for Thesaurus Preparation, OE-12047—$0.20 

0 Office of Education Research Reports, 1956-65, Résumés (OE-12029)—$1.75 

(C Office of Education Research Reports, 1956-65, Indexes (OE-12028)—$2.00 

(0 Catalog of Selected Documents on the Disadvantaged, Number and Author Index (OE-37001 )—$0.65 
(0 Catalog of Selected Documents on the Disadvantaged, Subject Index (OE-37002)—$3.00 ‘ 
( Pacesetters in Innovation—Cumulative Issue—Fiscal Years 1966-1969 (OE-20103-69)—$5.00 

C Pacesetters in Innovation, Fiscal Year 1969 (OE-20166)—$ 1.50 
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